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PREFAqE  TO  REVISED  EDIHOK 


This  book  originallj  appeared  in  two  yolames, 
"The  Histoey  and  Rudimkntb  of  Abchitbotdee," 
and  "  EuDDCENTs  of  the  Abt  of  Building."  "What- 
ever errors  they  may  have  contained  have  been 
corrected  in  this  "  Eevised  Edition,"  and  much  new 
matter  and  many  ne;w  engravings  have  been  added. 
The  book  is  now  nniform  with  "The  American 
Cottage  Buhjdeb." 

We  have  dealt  freely  with  our  authors — cor- 
recting where  they  mistook — extending  where  we 
thought  they  were  not  clear— curtailing  where  we 
imagined  they  were  too  profuse  in  their  remarks — 
and  rejecting  those  illustrations  and  allusions  which 
possess  no  interest  to  the  American  reader. 

In  the  various  departments,  we  have  made  free 
use  of  Weauee's  Seeies,  copying  from  it  such  informa- 
tion as  seemed  appropriate  and  valuable,  sometimes 
using  the  very  words,  and  at  others  simply  con- 
densing its  information. 


FBEFAOE. 

It  was  not  without  much  hesitation  that  we  re- 
tained the  algebraic  signs  made  use  of  in  the  book, 
especially  in  Sectibn  L ;  but  those  readers  who  dc 
not  understand  them  may  safely  omit  them  without 
losing  the  substance  of  the  work,  while  those  to 
whom  they  are  familiar  will  find  them  valuable. 

It  must  not  be  forgotten  that  the  book  on  Archi- 
tecture is  a  "Rudimentary"  Treatise,  and  all  that  it 
promises  is  to  introduce  the  reader  into  the  porch 
of  the  temple  of  Artistic  Science,  doubting  not 
that  he  will  be  so  pleased  and  instructed  that  he 
will  go  in  the  Temple,  even  to  the  sanctum  sanc- 
torum— ^the  holy  of  holies. 

The  book  on  Building  is  edited  from  Dobson,  and 
is  intended  as  a  "  First  Book  on  the  Art  of  Building, 
designed  for  the  use  of  young  persons  who  are  about 
to  commence  their  professional  training  for  any 
pursuit  connected  with  the  erection  of  Buildings; 
and  also  for  the  use  of  amateurs  who  wish  to  obtain 
a  general  knowledge  of  the  subject  without  devoting 
to  it  the  time  requisite  for  the  study  of  the  larger 
works  that  have  been  written  on  the  different 
branches  of  construction." 

JOHN  BULLOOK,  JSSiiar. 
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BOOK  I. 
THE     OBDEES. 

In  its  architectural  meaning,  the  term  order  refers  to 
the  system  of  columniation  practised  hy  the  Greeks  and 
Romans,  and  is  employed  to  denote  the  columns  and 
entablature  together;  in  other  words,  both  the  upright 
supporting  pillars  and  the  horizontal  beams  and  roof,  or 
traheation,  supported  by  them.  These  two  divisions,  com- 
bined, constitute  an  Order ;  and  so  far  all  Orders  are  alike, 
and  might  accordingly  be  reduced  to  a  single  one,  although 
for  convenience  they  are  divided  into  Jive  leading  classes 
or  families,  distinguished  as  the  Doric,  Tuscan,  Ionic, 
Corinthian,  and  Composite. 

It  would  be  a  mistake  to  suppose  that  inasmuch  as  the 
Orders  are  divided  into  five  classes,  there  is  for  each  of 
them  one  fixed,  uniform  character ;  for  such  a  belief  has 
led  to  a  mechanical  treatment  of  the  respective  Orders 
themselves,  nothing  being  left  for  the  Architect  to  do,  so 
far  as  the  Qrder  which  he  employs  is  concerned,  but 
merely  to  follow  the  example  which  he  has  selected ;  in 
other  words,  merely  to  capyy  instead  of  designing. 

Each  leading  class  is  distinct  from  the  others,  yet  com- 
prises many  varieties  or  species^  which,  however  much  they 
may  difiTer  with  respect  to  minor  considerations,  all  cvi- 
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dently  belong  to  one  and  the  same  style,  which  we  call  Order. 
We  have  now  to  consider  their  constituent  parts,  that  is, 
those  which  apply  to  every  order  alike.  Hitherto  it  has 
been  usaal  with  most  writers,  to  treat  of  an  Order  as  con- 
sisting of  three  principal  parts  or  diyisions,  riz.,  pedestal, 
column,  and  entablature.  The  first  of  these,  however,  can- 
not by  any  mear3  be  regarded  as  an  integral  part  of  an 
Order.  So  far  from  being  an  essential,  it  is  only  an  acci- 
dental one, — one,  moreover,  of  Roman  invention,  and  appli- 
cable only  under  particular  circumstances.  The  pedestal 
no  more  belongs  to  an  Order  than  an  attic  or  podium  placed 
above  the  entablature.  In  the  idea  of  an  Order  we  do  not 
include  what  is  extraneous  to  the  Order  itself;  it  makes  no 
difference  whether  the  columns  stand  immediately  upon  the 
ground  or  floor,  or  are  raised  above  it.  They  almost  invari- 
ably are  so  raised,  because,  were  the  columns  to  stand  im- 
mediately upon  the  ground  or  a  mere  pavement,  the  effect 
would  be  comparatively  mean  and  unsatisfactory;  the  edifice 
would  hardly  seem  to  stand  firmly,  and,  for  want  of  apparent 
footing,  would  look  as  if  it  had  sunk  in  the  ground,  or  the 
soil  had  accumulated  around  it.  With  the  view,  therefore, 
of  increasing  height  for  the  whole  structure,  and  otherwise 
enhancing  its  effect,  the  Greeks  placed  their  temples  upon  a 
bold  substructure,  composed  of  gradini,  or  deep  steps,  oy 
upon  some  sort  of  continuous  styhhatt;  either  of  which  modes 
is  altogether  different  from,  and  affords  no  precedent  for,  the 
pedestal  of  modern  writers.  Essential  as  some  form  of  sty- 
lobate  is  to  the  edifice  itself,  it  does  not  properly  belopg  to 
it,  any  more  than  that  equally  essential — ^in  fact,  more  indis- 
pensable part — ^the  roof. 

The  pedestal  being  discarded  as  something  .apart  from  the 
Order  itself,  the  latter  is  reduced  to  the  two  grand  divisions 
of  COLUMN  and  entablature,  each  of  which  is  subdivided  in- 
to three  distinct  parts  or  members,  viz.,  the  column,  into 
base,  shaft f  and  capital;  the  entablature,  into  o/rchitravef 
frieze^  and  cormot;  so  that  the  latter  is  to  the  entablature 
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what  the  capital  is  to  the  column,  namely,  its  crowning  mem- 
ber— that  which  completes  it  to  the  eye.  Yet,  although  th<> 
aboYe  diyisions  of  column  and  entablature  hold  good  with  re- 
gard to  the  general  idea  of  an  order,  the  primitive  Greek  or 
Doric  one  does  not  answer  to  what  has  just  been  said,  inas- 
much as  it  has  no  base — ^that  is,  no  mouldings  which  distinctly 
mark  the  foot  of  the  column  as  a  separate  and  ornamented 
member.  Hence,  it  will,  perhaps,  be  thought  that  this  Order 
is  not  so  complete  as  the  others,  since  it  wants  that  member 
below  which  corresponds  with  the  capital  above.  Still,  the 
Grecian  Doric  is  complete  in  itself — ^it  needs  no  base:  in  fact, 
does  not  admit  of  such  addition,  without  forfeiting  much  of. 
its  present  character,  and  thus  becoming  something  different. 
Were  there  a  distinct  base,  the  mouldings  composing  it  could 
not  very  well  exceed  what  is  now  the  lower  diameter  or  ac- 
tual foot  of  the  column;  because,  were  it  to  do  so,  either  the 
base  would  become  too  bulky,  in  proportion  to  the  capital, 
or  the  latter  must  be  increased,  so  as  to  make  it  correspond  in 
size  with  the  enlarged  lower  extremity.  Even  then,  that 
closeness  of  i7Uercolummatum{spsLdng  of  columns)  which  con- 
tributes so  much  to  the  majestic  solidity  th^t  characterizes 
the  genuine  Doric,  could  not  be  observed:  unless  the  columns 
were  put  considerably  further  apart,  the  bases  would  scarcely 
allow  sufficient  passage  between  them.  The  only  way  of 
escaping  from  these  objections  and  difficulties,  is  by  making 
the  shaft  of  the  column  considerably  more  slender;  so  that 
what  was  before  the  measure  of  the  lower  diameter  of  the 
ihaft  itself,  becomes  that  of  the  base.  That  can  be  done — 
has  been  done — at  least  somethmg  like  it;  but  the  result  is 
an  attenuated  Roman  or  Italian  Doric,  differing  altogether 
in  proportions  from  the  original  type,  or  order.  The  shaft 
no  longer  tapers  visibly  upwards,  or,  what  is  the  same  thing, 
expands  below. 

Before  we  come  to  speak  of  the  orders  severally  and  more 
in  detail,  there  are  some  matters  which  reqmre  to  be  noticed; 
one  of  which  is  the  origin  of  the  Greek  system  of  colomnatioa 
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or  the  prototype  apon  which  it  was  modelled.  Following 
YitraTios,  nearly  all  writers  haye  agreed  to  recognize  in  the 
colomnar  style  of  the  ancients  the  primitiye  timber  hot,  ba 
fomishing  the  first  hints  for,  and  mdiments  of,  it.  Snch 
theory,  it  mnst  be  admitted,  is  sufficiently  platisible,  if  only 
because  it  can  account  yery  clevierly  for  many  minor  circum- 
stances. Unfortunately,  it  does  not  account  at  all  for,  or 
rather  is  in  strong  contradiction  to,  the  character  of  the 
earliest  extant  monuments  of  Greek  architecture.  Timber 
construction  would  haye  led  to  yery  different  proportions,  and 
different  tastes.  Had  the  prototype  or  model  been  of  that 
material,  slendemess  and  lightness,  rather  than  ponderosity 
and  solidity,  would  haye  been  aimed  at;  and  the  progressiye 
changes  lu  the  character  of  the  Orders  would  haye  been  re- 
yersed,  since  the  earliest  of  them  all  would  also  haye  been  the 
lightest  of  them  all.  The  principles  of  stone  construction  haye 
so  eyidently  dictated  and  determined  the  forms  and  propor- 
tions of  the  original  Doric  style,  as  to  render  the  idea  of  its 
being  fashioned  upon  a  model  in  the  other  material  little 
better  than  an  absurd,  though  time-honored  fiction.  Infi- 
nitely more  pAbable  is  it,  that  the  Greeks  derived  their 
system  of  architecture  from  the  Egyptians  ;  because,  much 
as  it  differs  from  that  of  the  latter  people  with  regard  to 
taste  and  matters  of  ornamentation,  it  partakes  yery  largely 
of  the  same  coTistitutional  character.  At  any  rate,  the  doc- 
trine of  the  timber  origin  applies  as  well  to  the  Egyptian  as 
to  the  Hellenic  or  Grecian  style.  Indeed,  if  there  be  any- 
thing at  all  that  fayors  such  doctrine,  it  is,  that  construction 
with  blocks  of  stone  would  naturally  haye  suggested  square 
pillars,  instead  of  round  ones;  the  latter  requiring  much 
greater  labor  and  skill  to  prepare  them  than  the  others. 
But,  as  their  pyramids  and  obelisks  sufficiently  testify,  the 
most  prodigal  expenditure  of  labor  was  not  at  all  regarded 
by  the  Egyptians.  That,  it  will  perhaps  be  said,  does  not 
account  for  the  adoption  of  the  circular  or  cylindrical  form 
for  columns.  We  haye  therefore  to  look  for  some  sufficiently 
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probable  motiTe  for  the  adoption  of  that  form;  and  we  think 
we  find  it  in  conyenience.  In  order  to  afford  due  sapport 
to  the  massive  blocks  of  stones  placed  npon  them,  the 
columns  were  not  only  yery  bulky  in  proportion  to  their 
length,  but  were  placed  so  closely  together,  not  only  in  the 
fronts  of  porticos,  but  also  within  them,  that  they  would 
scarcely  have  left  any  open  space.  Such  inconyenience  was 
accordingly  remedied  by  making  the  pillars  round  instead  of 
square.  Should  such  conjectural  reason  for  the  adoption  of 
circular  columns  be  rejected,  it  is  left  to  others  to  propound 
a  more  satisfactory  one,  or  to  abide,  as  many  probably  will 
do,  by  the  old  notion  of  colunms  being  so  shaped  in  order  to 
imitate  the  stems  of  trees.  It  is  enough  that  whatever 
accounts  for  the  columns  being  round  in  Egyptian  architec- 
ture, accounts  also  for  their  being  the  same  in  that  of  the 
Greeks.  ■ 

Among  other  fanciful  notions  entertained  with  regard  to 
columns  and  their  proportions,  is  that  of  the  different  orders 
of  columns  being  proportioned  in  accordance  with  the  human 
figure.  Thus  the  Doric  is  said  to  represent  a  robust  male 
figure,  and  those  of  the  Ionic  and  Corinthian,  female  ones, 
— ^the  Ionic,  a  matron;  the  Corinthian,  a  less  portly  speci- 
men of  feminality.  Now,  so  far  from  there  being  any  gen- 
eral similitude  between  a  Grecian  Doric  column  and  a  ro- 
bust man,  their  proportions  are  directly  opposite, — the 
greater  diameter  of  the  column  being  at  its  foot,  while  that 
of  the  man  is  at  his  shoulders.  The  one  tapers  wpwards,  the 
other  downwards.  If  the  human  figure  and  its  proportions 
had  been  considered,  columns  would,  in  conformity  with  such 
type,  have  been  wider  at  the  top  of  their  shafts  than  below, 
and  would  have  assumed  the  shape  of  a  terminus  of  a  mummy 
chest.  With  regard  to  the  other  orders  mentioned,  it  is 
sufficient  to  observe,  that  if  so  borrowed  at  all,  the  idea 
must  have  been  preposterous.  We  happen  to  have  a  well 
<  known  example  of  statues  or  human  figures,  and  those,  more- 
over, female  ones,  being  substituted  for  columns  beneath  an 
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entablature;  and  so  Un  are  they  from  confirming  the  pre- 
tended analogy  between  the  Ionic  column  and  the  propor. 
tions  of  a  female,  that  they  decidedly  contradict  it,  those 
figures  being  greatly  bulkier  in  their  general  mass  than  the 
bulkiest  and  stoutest  columns  of  the  Doric  Order.  At  any 
rate,  one  hypothesis  might  satisfy  those  who  will  not  be  sat- 
isfied without  some  fancy  of  the  kind,  because  two  together 
do  not  agree;  if  columns  origLuated  in  the  imitation  of  stems 
of  trees,  we  can  dispense  with  the  imitation  of  men  and  women, 
and  vice  versa. 

Some  may  think  it  scarcely  worth  while  to  notice  such 
fancies,  yetHhey  are  a  part  of  architecture  as  generally  taught 
and  usually  understood,  at  least,  in  this  country. 

We  do  not  pretend  to  explain  and  trace,  step  by  step,  the 
progress  of  the  Doric  Order,  and  of  the  column  or  system  of 
the  Greeks,  from  their  first  rudiments  and  formation.  We 
have  only  the  results  of  such  progressive  formation  or  devel- 
opement;  of  the  actual  formation  itself  we  neither  know  nor 
can  we  know  anythiug.  The  utmost  that  can  now  be  done 
is  to  take  the  results  themselves,  and  from  them  reason  back- 
wards to  causes  and  motives.  Adopting  such  a  course,  we 
may  first  observe,  that  there  is  a  very  striking  and  charac- 
teristic difference  between  Egyptian  and  Grecian  taste  and 
practice  in  one  respect:  in  the  former  style  the  columns  are 
invariably  cylindrical,  or  nearly  so, — in  the  other  they  are 
corneal,  that  is,  taper  upwards,  and  in  some  instances  so  much 
so,  that  were  they  prolonged  to  double  their  height,  they 
would  be  almost  perfect  cones,  and  terminate  like  a  spire. 
This  tapering  greatly  exceeds  that  of  the  stems  of  trees, 
taking  from  their  stem  the  trunk,  from  above  which  the 
branches  begin  to  shoot  out.  It  appears  to  have  been  adopted 
for  purely  artistic  reasons,  certainly  not  for  the  sake  of  any 
positive  advantage,  since  the  diminution  of  the  shaft,  and  the 
grerit  contraction  of  the  diameter  just  below  the  capital, 
must  rathei:  decrease  than  at  all  add  to  the  strength  of  the 
column. 
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What  then  are  the  artistic  qaalities  so  obtained  ?  We 
reply, — variety  and  contrast  and  the  expression  of  strength 
without  offensiye  heaviness.  The  sudden  or  very  perceptible 
diminution  of  the  shaft, — ^it  must  be  borne  in  mind  that  onr 
remarks  refer  exclusively  to  the  original  Greek  Style  or 
Doric  Order, — ^produces  a  double  effect ;  it  gives  the  columh 
an  expression  of  greater  stability  than  it  otherwise  would, 
combined  with  comparative  lightness.  What  is  diminution 
upwards,  is  expansion  downwards  ;  and  similar  difference 
and  contrast  take  place  with  respect  to  the  intercolumns, 
although  in  a  reverse  manner,  such  intercolumns  being  wider 
at  top  than  at  bottom.  So  far  the  principle  of  contrast  here 
may  be  said  to  be  two-fold,  although  one  of  the  two  sorts 
of  contrast  inevitably  results  from  the  other.  Were  it  not 
for  the  great  diminution  of  the  shaft,  the  columns  would 
appear  to  be  too  closely  put  together,  and  the  intercolumns 
much  too  narrow — that  is,  according  at  least,  to  the  mode  of 
intercolumniation  practised  by  the  Greeks  in  most  of  th^ir 
structures  in  the  Doric  Style  ;  whereas  such  offensive  appear- 
ance was  avoided  by  the  shaft  being  made  considerably 
smaller  at  the  top  than  at  the  bottom, — consequently  the 
intercolumns  wider  above  than  below,  in  the  same  ratio  ;  so 
that  columns  which  at  their  bases  were  little  more  than,  one 
diameter  apart,  became  more  than  two — ^that  is,  two  upper 
diameters  apart  at  the  top  of  their  shafts,  or  the  neckings 
of  their  capitals.  In  this  style  everything  was  calculated  to 
produce  a  character  of  majestic  simplicity, — varying,  how- 
ever, or  rather  progressing,  from  heaviness  and  stern  severity 
to  comparative  lightness  of  proportions, — ^for  examples  differ 
greatly  in  this  respect :  in  some  of  the  earlier  ones  the 
columns  are  not  more  than  four  diameters  in  height,  while  in 
some  of  the  later  they  are  upwards  of  six,  which  last  men- 
tioned proportions  not  only  amount  to  slendemess,  but  also 
destroy  others.  The  capital  itself  may  be  proportioned  the 
same  as  before  relatively  to  the  diameter  of  the  column,  but 
it  cannot  possibly  bear  the  same  ratio  as  before  to  its  height 
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The  average  proportions  for  that  member  are  one  diameter 
for  its  width  at  its  abacus,  and  half  a  diameter  for  its  depth  ; 
consequently,  if  the  entire  column  be  only  four  diameters  in 
height,  the  capital  is  one-eighth  of  it,  or  equal  to  one-seventh 
of  the  shaft ;  whereas,  if  the  column  be  six  or  more  diame- 
ters, the  capital  becomes  only  one-twelfth  of  the  column,  or 
even  less,  so  that  the  latter  appears  thin  and  attenuated,  and 
the  other  member  too  small  and  insignificant.  Yet  though 
the  original  Greek  Order  or  style  exhibits  considerable  diver- 
sity with  respect  to  mere  proportions^  it  was  otherwise  very 
limited  in  its  powers  of  expression,  and  moreover  something 
quite  distinct  from  the  nominal  Doric  of  the  Romans  and 
Italians,  as  will  be  evident  when  we  compare  the  latter  with  it 
Before,  we  enter  upon  this  part  of  our  subject,  and  pre- 
vious to  an  examination  of  the  details  of  the  several  orders, 
it  should  be  observed  that  the  diameter,  that  is  the  lower 
diameter  of  the  colmnn,  is  the  standard  by  which  all  the 
other  parts  and  members  of  an  order  are  measured.  The 
diameter  is  divided  into  60  minutes,  or  into  two  halves  or 
ffioduUs  of  30  minutes  each  ;  and  those  minutes  are  again 
subdivided  into  parts  or  seconds  when  extreme  accuracy  of 
measurement  is  required  ;  which  two  last  are  noticed  :  4'. 
10»,  for  instance,  meaning  four  minutes  and  ten  seconds. 
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DORIC    ORDER. 

It  has  been  already 
observed,  that  in  the 
genuine  Doric  the  col- 
umn consists  of  one  shaft 
and  capital,  which  latter 
is  composed  of  merely 
an  echinus  and  abaoLSjihe 
first  being  a  circular  con- 
vex moulding,  spreading 
out  beneath   the  other 
member,  which,although 
a  very  important  one,  is 
no  more    than   a  plain 
and  shallow  square  block 
upon    which  the   archi- 
trave rests,  not  only  firm- 
ly and  safely,  but  so  that 
the  utmost  expression  of 
security  is  obtained,  and 
pronounced  emphatically 
to  the  eye.    Such  expres- 
sion arises  from  the  aba- 
cus being  larger  than  the 
soffit,  or  under  surface  of 
the    architrave    itself ; 
and  as  the  former  corres- 
ponds, or  neariy  so,  with 
the  lower   diameter  of 
the  shaft,  it  serves    to 
make  evident  at  a  glance 
that  the  foot  of  the  col- 
umn is  greater  than  the 
soffit    of  the  architrave 
placed  upon  the  colmnns. 


CrouttliRii 
FUlet 


GorooA 
Mutolea 


Frieae 


Thus,  as  measured  at  either   extremity,  the  colmnn  it 
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greater  than  the  depth  or  thickness  of  the  architraye, 
and  projects  beyond  the  architrave  and  general  plane  of  the 
entablatanre.  Now  this  wonld  produce  a  most  unsightly  effect 
were  the  columns  of  the  same  or  nearly  the  same  diameter 
throughout.  In  such  case  they  would  appear  not  only  too 
large,  but  most  clumsily  so,  and  the  entablature  would  have 
the  look  of  being  set  back  in  the  most  awkward  and  most 
unaccountable  manner.  Instead  of  which,  the  architrave, 
and  consequently  the  general  plane  of  the  whole  entablature, 
actually  overhangs  the  upper  part  of  the  whole  shaft,  in  a 
plane  about  midway  between  the  smallest  diameter  of  the 
column,  just  below  the  capital  and  the  face  of  the  abacus. 
Even  this,  the  overhanging  of  the  entablature,  would  be  not 
a  little  offensive  to  the  eye,  were  the  abacus  no  larger  than 
the  architrave  is  deep;  whereas,  being  larger,  it  projects 
forward  farther  than  the  face  of  the  architrave,  thereby  pro- 
ducing a  powerful  degree  of  one  species  of  artistic  effect, 
namely,  contrast, — and  if  contrast,  of  variety  also;  for 
though  there  may  be  variety  without  contrast,  there  cannot 
be  contrast  without  variety.  Another  circumstance  to  be 
considered  is,  that  were  not  such  projection  beyond  the  face 
of  the  architrave  given  to  the  abacus,  that  and  the  rest  of 
the  capital  could  not  correspond  with  the  foot  of  the  shaft, 
and  thus  equalisse  the  two  extremities  of  the  entire  column. 
As  now  managed,  all  contradictions  are  reconciled,  and  the 
different  sorts  of  contrast  are  made  to  contribute  to  and 
greatly  enhance  general  harmony.  In  the  outline  of  the 
column  we  perceive,  first  contraction, — then  expansion,  and 
that  in  both  directions, — ^for  in  like  manner  as  the  column 
diminishes  upwards  and  the  capital  expands  from  it,  its 
shaft  may  be  said  to  expand  and  increase  in  bulk  down- 
wards, so  as  to  agree  with  the  abacus  or  upper  extremity. 

The  Doric  column  was  generally  ^t^ei — ^that  is,  cut  into  a 
series  of  ridges  upon  its  surfaces.  The  generally-received 
theory  is,  that  this  fluting  represents  cracks  or  crevices  in 
the  stems  of  trees,  or  from  the  streaking  of  rain  on  the  shafts 
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of  columns.  It  is  nnnecessary  to  discuss  the  truth  or  falsity 
of  that  theory.  It  is  sufficient  that  there  are  good  ai'tistic 
reasons  why  it  should  be  so:  with  the  same,  or  yery  nearly 
the  same  solidity  as  before,  it  causes  the  columns  to  appear 
much  less  heavy  than  it  otherwise  would  do,  and  coptributes 
to  a  pleasing  diversity  of  light  and  shade.  Being  upon  a 
curved  surface,  the  channels  serve  to  render  the  circularity 
of  the  columns  more  apparent,  since,  though  they  are  all 
of  the  same  width,  they  show  narrower  and  narrower  to  the 
eye  on  each  side  of  the  centre  one,  no  matter  in  what  direc- 
tion the  column  is  viewed.  Here,  then,  we  have  variety, 
combined  with  uniformity,  and  a  certain  apparent  or  optical 
irregularity,  with  what  we  know  to  be  perfect  regularity. 

In  the  Doric  Order  the  number  of  channels  is  either  sixteen 
or  twenty,  afterwards  increased  in  the  other  Orders  to  twenty- 
four,  for  they  are  invariably  of  an  even  number,  capable  of 
being  divided  by  four,  so  that  there  shall  always  be  a  centre 
flute  on  each  side  of  the  column,  that  is,  in  a  line  with  the 
middle  of  each  side  of  the  abacus.  Doric  flutings  are  much 
broader  and  shallower  than  those  of  the  other  Orders.  The 
mode  of  fluting  Doric  columns  with  mere  arrises  between  the 
channels,  instead  oiJUkts,  has  been  retained  by  the  modems, 
as  characteristic  of  the  order.  On  the  original  Doric,  almost 
every  part  is  marked  by  breadth,  or  by  flatness,  or  by  sharp- 
ness. There  are  no  curved  mouldings  or  surfaces,  except  the 
cymoHum  of  the  cornice  or  the  eckmus  of  the  capital,  which 
last  is  generally  kept  exceedingly  flat.  ^  All  of  the  parts  are  in 
perfect  keeping  with  the  style.  The  horizontal,  annular,  nar- 
row channels,  or  incisions  beneath  the  ecMnus  of  the  capital,  are 
probably  merely  for  the  sake  of  effect — of  producing  shadow, 
and  increasing  the  proportions  of  the  capital,  to  which  they 
seem  to  belong.  The  lowermost  groove  may  give  the  capi- 
tal the  appearance  of  being  a  separate  piece,  merely  joined 
on  to  the  shaft,  without  such  joining  being  concealed.  It 
marks  the  commencement  of  the  capital,  the  portion  above  it 
of  th6  shaft  being  thereby  converted  into  the  hyfotrachdivm 
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or  necking  of  the  capital  itself,  which  is  thns  enlarged  In 
appearance,  without  having  actaallj  increased,  and  ren- 
dered unduly  heavy.  In  some  examples  of  the  order,  this 
groove  is  a  mere  line,  and  in  others  it  is  omitted  altogether. 
The  office  of  the  tdwms^  by  expanding  out,  to  connect  the 
diminished  upper  end  of  the  column  with  the  overhanging 
abacus,  and  the  former  being  circular,  and  the  latter  square, 
but  adapted  to  each  other  in  size,  a  beautiful  combination  is 
produced  of  a  circle  inscribed  within  a  square;  and  the  result 
is  variety,  contrast,  and  harmony.  In  its  profile,  or  vdvm^ 
by  which  latter  term  is  understood  the  contour  of  any  mould- 
ing, or  other  member,  it  is  usually  very  flat — ^little  more  than 
a  portion  of  a  cone  (turned  downwards),  with  scarcely  any 
perceptible  degree  of  convexity,  except  just  beneath  the  aba- 
cus, where  it  is  suddenly  rounded  and  diminished,  so  that  the 
abacus  does  not  seem  to  press  upon  or  compress  it  too  much. 
The  epistyliuMf  or  architrave,  is  the  first  or  lowest  division 
of  the  entablature.  It  is  no  more  than  a  plam  surface, 
whose  standard  height,  including  the  tcsnia,  or  fillet,  which 
finishes  it,  and  separates  it  from  the  frieze,  is  equal  to  the 
upper  diameter  of  the  column.  The  middle  division  of  the 
entablature  is  the  frieze,  which  is  a  very  characteristic  feature 
of  this  Order,  being  invariably  distinguished  by  its  tryglyphs 
and  metopes.  The  triglyphs  are  upright  channelled  blocks, 
affixed  to,  or  projecting  from,  the  frieze,  and  are  supposed  to 
have  been  originally  intended  to  represent  the  ends  of  inner 
beams,  laid  upon  the  architrave  transversely.  The  metopes, 
on  the  contrary,  are  not  architectural  members,  but  merely 
the  intervals  or  spaces  between  the  triglyphs;  so  that,  with- 
out the  latter,  there  could  not  be  the  others,  because  it  is 
triglyphs  which  produce  the  metopes.  With  slight  varia- 
tions in  different  examples,  the  frieze  is  about  the  same 
height  as  the  architrave— a  trifle  less,  rather  than  more; 
and  the  average  proportion  for  the  breadth  of  the  triglyphs 
is  the  mean  diameter  of  the  column,  or  that  taken  midway 
of  the  shaft.    The  face  of  the  triglyph  has  two  glyphs,  oi 
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chaimels,  caryed  upon  it,  and  its  edges  beveled  off  into  a 
half  channel,  thns  making  what  is  equal  to  a  third  glyph— 
whence  the  name  triglyph,  or  three<hanndUd,  The  fillet  and 
gnttsB  attached  to  the  tenia  of  the  architrave  immediately 
beneath  each  triglyph,  and  corresponding  with  it  in  width, 
belongs  to  the  triglyph,  althongl^  it  shows  itself  upon  the 
architrave.  These  small  conical  guttae,  or  drops^  are  sup- 
posed by  some  to  represent  drops  of  rain  that  have  trickled 
down  the  channels  of  the  triglyph,  and  settled  beneath  the 
ledge  of  the  architrave.  Others  suppose  them  to  have  been 
intended  to  indicate  the  heads  of  nails,  screws,  or  studs. 
'  The  artistic  intention  would  seem  to  be  to  impart  somewhat 
of  decoration  to  the  architrave,  to  break  the  monotony  of  the 
otherwise  uninterrupted  line  of  the  t«nia,  and  to  connect  to 
the  eye,  at  least,  the  architrave  and  frieze  together.  The 
architrave  thus  exhibits,  in  a  fainter  degree,  the  same  system 
of  placing  ornamental  members  at  regular  distances  from 
each  other,  as  is  so  energetically  pronounced  in  the  frieze 
itself. 

One  ^triglyph  is  placed  over  every  column,  and  one  or 
more -intermediately  over  every  inter-column  (or  space  be- 
tween two  columns),  at  such  distance  from  each  other,  that 
the  metopes  are  square ;  in  other  words,  the  height  of  the 
triglyph  is  the  measure  for  the  distance  between  it  and  the 
next  one.  In  the  best  Greek  examples  of  the  Order,  there 
is  only  a  single  triglyph  over  each  inter-column,  which  is  the 
closest  of  all,  the  distance  from  axis  to  axis  of  the  columns 
being  linuted  to  the  space  occupied  above  by  two  metopes 
and  two  triglyphs,  i.  e.,  one  whole  tryglyph  and  two  halves 
of  triglyphs.  The  width  of  the  inter-columns  cannot  be  at 
all  less  than  the  proportion  above  mentioned;  neither  can  it 
be  increased  without  a  second  tryglyph — and  if  a  second  tri- 
glyph, a  second  metope  also,  over  each  inter-column  thus 
augmenting  the  distance  between  the  columns  half  as  much 
again,  which  becomes,  perhaps  too  ranch,  the  diflPerence 
between  that  and  the  other  modes,  being  considerably  more 
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than  the  diameter  of  the  colanm;  whereas,  in  the  other 
Orders,  the  inter-columns  may  be  made,  at  pleasure,  either 
a  little  wider  or  narrower  than  nsual.  The  end  trigljphs 
of  the  Grecian  Doric  are  placed  quite  up  to  the  edge,  or 
outer  angle  of  the  frieze. 

The  Doric  cornice  is  the  last  division  of  the  entablature. 
It  is  about  a  third  or  even  more  than  a  third  less  than  the 
others,  and  may  itself  be  divided  into  three  principal  parts 
or  members,  viz.,  the  corona,  with  the  mutules  and  other  bed 
vunUdhigs  beneath  it,  and  the  epUithttas  above  it.  The  mu- 
tales  are  thin  plates  or  shallow  blocks  attached  to  the  under 
§ide  or  soffit  of  the  corona,  over  each  triglyph  and  each  me- 
tope, with  the  former  of  which  they  correspond  in  breadth, 
and  their  soffits  or  under-surfaces  are  wrought  with  three 
rows  of  gTUtae  or  drops,  conical  or  otherwise  shaped,  each 
row  consisting  of  six  gutkte,  or  the  same  number  as  those 
beneath  each  triglyph.  Nothing  can  be  more  artistically 
disposed;  in  like  manner,  as  an  intermediate  triglyph  is  placed 
over  every  two  columns,  so  is  an  intermediate  mutale  over 
every  two  trlglyphs.  The  smaller  members  increase  in  num- 
ber as  they  decrease  in  size;  and  in  the  upper  and  finishing 
part  of  the  Order,  the  eye  is  led  on  horizontally,  instead  of 
being  confined  vertically  to  the  lines  indicated  by  the  columns 
below.  The  corona  is  merely  a  boldly  projecting  flat  mem- 
ber, not  greatly  exceeding  in  its  depth  the  abacus  of  the 
capital;  and  in  some  examples  it  is  even  less.  The  epitithe- 
tas,  or  uppermost  member  of  the  cornice,  is  sometimes  a 
cymatium,  or  wavy  mouldering,  convex  below  and  concave 
above;  sometimes  an  echinus  mouldering,  similar  in  profile 
to  the  echinus  of  the  capital.  The  cornice  may  be  said  to 
be  to  the  entablature,  and  indeed  to  the  whole  Order,  what 
the  capital  is  to  the  column, — completing  and  concluding  it 
in  a  very  artistic  manner.  By  its  projection  and  the  shadow 
which  it  casts,  the  cornice  gives  great  spirit  and  relief  to  the 
entablature,  which  would  else  appear  both  heavy  and  unfin- 
ished.    In  the  horizontal  cornice  beneath  a  pediment,  the 
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epititbetas  Ls  omitted,  and  shows  itself  only  in  the  sloping, 
or  racking  cornices,  as  they  are  called,  along  the  aides  of  the 
pediment. 

Avta, — ^Pilasters,  as  well  as  columns,  belong  to  an  Order, 
and  in  modem  practice  are  frequently  substituted  indiffer- 
ently for  columns,  where  the  latter  would  be  engaged  or  at- 
tached to  a  wall.  In  Grecian  architecture,  however,  the 
aft/«, — as  they  are  thus  termed,  to  distinguish  them  from 
other  pilasters, — are  never  employed.  They  are  never  placed 
consecutively,  or  in  any  series,  but  merely  as  a  facing  at  the 
end  of  a  projecting  wall,  as  where  a  portico  is  enclosed  at 
each  end  by  the  walls  forming  the  sides  of  the  structure,  in 
which  case  it  is  described  as  a  portico  in  amiis.  Although 
they  accompany  columns,  and  in  the  case  just  mentioned, 
range  in  the  same  line  with  them,  antae  differ  from  them  in- 
asmuch as  their  shafts  are  not  diminished;  for  which  reason 
their  faces  are  not  made  so  wide  as  the  diameter  of  the  col- 
umns, neither  are  their  capitals  treated  in  the  same  manner, 
and  both  shaft  and  capital  would  be  exceedingly  clumsy. 
The  expanding  echinus  of  the  column  qapital  is  therefore 
suppressed,  and  one  or  more  very  slightly  projecting  fadct, 
the  uppermost  of  which  is  frequently  hollowed  out  below,  so 
a«  to  form  in  section  what  is  called  the  "  bird^s  nest '*  mould- 
ing. In  a  portico  in  anlis  the  want  of^ 
greater  congruity  between  the  antas  and 
the  columns  is  made  up  for  by  various  con- 
trasts. Flatness  of  surface  is  opposed  to  ro- 
tundity, vertical  lines  to  inclined  ones  (those 
of  the  outline  and  flutings,  of  the  column) 
and  uniformity,  in  regard  to  light,  to  the 
mingled  play  of  light  and  shade  on  the  shafts  of  the  columns 

The  .Greeks  never  channelled  the  faces  of  their  anl<e, 
whereas  the  moderns  flute  their  pilasters  as  well  as  columns 
The  artistic  reason  for  such  a  distinction  would  seem  to  have 
been  to  prevent  harshnesss  and  dryness  of  effect — all  the 
lines  being  parallel  to  each  other,  while  in  the  columns  all 


22  BISTORT   AND   RUDIllfiNTS 

the  lines  approach  each  other  towards  the  top  aud  would 
meet  if  the  column  were  extended  far  enough. 

Pediment. — ^The  pediment  may  properly  be  considered  as 
no  part  of  the  Order,  but  it  serves  to  illustrate  how  a  figure 
which,  considered  merely  in  itself,  is  generally  regarded  as 
neither  beautiful  nor  applicable  to  architectural  purposes, 
may  be  rendered  eminently  beautiful  and  satisfactory  to  the 
eye.  The  pediment  must,  when  it  does  appear,  be  in  accord- 
ance with  the  order  itself,  or  that  front  of  the  building  which 
is  beneath  the  pediment ;  consequently  the  pitch  of  the  latter 
must  be  regarded  by  circumstances, — ^must  be  either  greater 
or  less  according  to  the  proportions  of  the  front  itself.  So 
far  from  being  increased  in  the  same  ratio,  the  wider  the 
front, — the  greater  the  number  of  columns  at  the  end  of  the 
building, — ^the  lower  must  the  pediment  be  kept,  because  the 
front  itself  becomes  of  low  proportions  in  the  same  degree  as 
it  is  extended  or  widened.  Under  all  circumstances,  the 
height  of  the  pediment  must  remain  pretty  nearly  the  same, 
and  be  detiermined,  not  by  width  or  horizontal  extent,  but 
by  the  height  of  what  is  beneath  it.  The  height  of  the 
pediment  or  its  tympanum  (the  triangular  surface  included 
between  the  horizontal  cornice  of  the  Order,  and  the  two 
racking  cornices  of  the  pediment)  ne^r  greatly  exceeds  the 
depth  or  height  of  the  entablature  ;  for  were  it  to  do  so,  the 
pediment  would  become  too  large  and  heavy,  would  take  off 
from  the  importance  of  the  Order,  and  appear  to  load  its 
entablature  with  an  extraneous  mass  which  it  was  never  cal- 
culated to  bear.  It  was  a  very  usual  practice  among  the 
ancients  to  fill-  the  whole  of  the  tympanum  of  the  pediment 
with  sculpture,  and  also  the  metopes  of  the  frieze,  by  which 
the  latter  instead  of  being  mere  blank  spaces  between  the 
triglyphs,  were  converted  into  ornamental  features. 

MODERN  DORIC. 

The  Modem  Doric  resembles  the  original  one  in  the  mode 
of  fluting  the  arrises  instead  of  fillet — ^the  general  form  of 
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capital  composed  of  echinus  and  abacas,  and  the  triglypla 
upon  the  frieze.  The  differences  are :  the  column  is  increased 
from  six  to  eight  diameters.  The  sunk  annulets  beneath  the 
capital  were  omitted  or  converted  into  fillets ;  the  capital 
was  increased  in  depth  by  a  distinct  necking  being  given  to 
it,  divided  from  the  shaft  by  a  projecting  moulding,  which  in 
that  situation  is  called  an  astragal.  The  greatest  change  is 
the  addition  of  a  base  to  the  column.  The  base  best  adapted 
to  the  Order,  as  being  the  most  simple,  though  not  uni- 
formlj  made  use  of,  is  that  which  consists  merely  of  a  torus^ 
or  large  circular  and  convex-sided  block,  and  two  shallow , 
fillets  above  it.  It  may  here  further  be  noticed,  that  beside 
the  base  itself,  or  the  base  i^roper,  the  moderns  have,  for  all 
the  Orders  alike,  adapted  an  additional  member,  namely, 
a  rather  deep  and  square  block,  which,  when  so  applied,  is 
termed  a  jpUnth  ;  and  beneath  this  is  frequently  placed  another 
and  deeper  one  called  a  suh^inth. 

Though  greatly  altered,  not  to  say  corrupted,  from  its 
prunitive  character,  the  Doric  Order,  as  treated  by  the 
modems,  has  been  assimilated  to  the  other  Orders, — so  much 
so  as,  though  still  differing  from  them  in  details,  to  belong 
to  the  same  general  style.  One  advantage,  if  no  other,  of 
which  is,  that  it  may,  should  occasion  require,  be  used  along 
with  the  other  Orders  ;  whereas  the  original  Doric  is  so  ob- 
stinately inflexible  that  it  cannot  be  made  to  combine  with 
anything-  else,  or  to  bend  tp  modem  purposes. 
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\      TUSCAN  ORDER. 

This  Order  is  derived  cw«»*' 
from  the  Doric.  No  au- 
thentic examples  of  it  exist;  it 
is  known  only  from  what  Vi- 
truvins  says  of  it,  following 
whose  accoont,  modem  archi- 
tects have  endeavored,  not 
fruitlessly,  to  make  some  thing 
'  out  of  it.  The  shafts  are  not 
fluted  and  the  frieze  is  quite 
plain.  The  Tuscan  Order  has 
been  differently  treated  by  dif- 
ferent Architects,  some  of  them 
having  given  it  what  is  merely 
a  modification  of  the  Doric  cor- 
nice, without  its  mutales.  One 
thing  which  the  modems  have 
done,  both  in  their  Doric  and 
their  Tuscan,  is  to  assimilate 
pOasters  to  columns,  giving  to 
the  former  precisely  the  same 
bases  and  capitals  as  the  others 
have,  and  also  generally  dimin* 
ishing  their  shafts  in  the  same 
manner.  The  proportions  usu- 
ally adopted  for  this  order  are 
as  follows: — ^the  height  of  the 
column  seven  diameters;  that 
is,  considering  the  order  as  a 
kind  of  Doric,  fourteen  modu- 
les; and  the  enta.blature,  three 
modules  and  a  half.  The  entab- 
lature may  then  be  divided 
into  ten  equal  parts,  three  of  which  are  to  be  appropriated 
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for  the  height  of  the  architrave,  three  for  the  frieze,  and 
the  remaimng  four  for  the  cornice.  The  capital  of  the  co- 
lumn has  the  height  of  one  module,  and  the  base  has  the 
same;  so  that  the  height  of  the  shaft,  including  the  ring 
or  fillet,  which  separates  the  shaft  and  capital,  most  be 
twelve  modules. 


26 


HISTORY   AND  BUDIMBNT8 


Echiau 


IONIC  ORDER. 

The  capital  is  the  indical 
mark  of  the  Order, — that  bv 
which  the  eye  immediately  re- 
cognizes and  distinguishes  it. 
The  entire  column  is  of  quite 
a  different  character  from  the 
Doric.     Besides  having  the 
addition  of  a  base,  the  shaft  is 
of  more  slender  or  taller  pro- 
proportions,    and   consequent; 
ly    much    less    visibly  taper- 
ing ;  for  if  it  diminishes  in  the 
same  degree  as  the  Doric  shaft 
does, — ^the  Ionic  being  about 
two    diameters     longer, — the 
upper    one   would,  in    conse- 
quence of  such  tapering,  be- 
come too  small ;  and  a  further 
consequence  would  be  that  the 
foot  and  base  of  the  colunm 
would  appear  too  large, — ^per- 
haps clumsily  so.     It  must  be 
allowed  that  the  swelling  con- 
tours of  the  base  are  admirably 
in    keeping,    and    harmonize 
with  the  play  of  curves  in  the 
volutes  much  better  than  it 
would  were  the  shaft  to  stand 
immediately  upon  the  floor  or 
pavement  without  any  base,  as 
in  the  Doric  Order. 

Concerning  the  origin  and 
progress  of  the  development  of 
this  order  to  perfection,  our 
present  limits  will  not  permit  us  to  speak.    The  number  of 
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fillets  is  twenty-four.   The  Ionic  capital  is  far  more  irregular 
and  complex  than  that  of  the  Doric. 

Instead  of  showing,  like  the  other,  four  equal  sides, 
it  exhibits  two  faces  or  fronts  parallel  to  the  architrave 
above  it,  and  two  narrower  haluster  sides,  as  they  are 
termed,  beneath  the  architrave.  Some  consider  this 
irregularity  a  defect,  which,  if  such  it  be,  is  to  be  got  over 
only  by  either  turning  the  volutes  diagonally,  as  in  some 
Roman  and  modern  examples,  or  by  curving  concavely  the 
faces  of  the  capital,  instead  of  making  them  planes,  so  a^  to 
obtain  four  equal  faces  or  sides,  as  is  done  in  the  capitals  of 
the  inner  Order  of  the  Temple  of  Apollo  at  Bassae.  At 
least  that  method  and  the  other  one  of  turning  the  volutes 
diagonally,  are  the  only  methods  that  have  been  practised 
for  giving  perfect  regularity  to  the  Ionic  capital  by  means  of 
four  equal  faces  ;  for,  though  difficult,  it  is  possible  to 
accomplish  the  same  purpose  differently,  by  making  the  aba- 
cus quite  square,  as  in  the  Doric  Order,  and  letting  the 
volutes  .grow  out  of  it  on  each  side  or  face,  their  curvature 
commencing  not  at  the  upper  horizontal  edge,  but  descend- 
ing from  the  vertical  edges  of  the  abacus.  The  capitals 
could  not  be  square  without  appearing  of  excessive  bulk, 
and  out  of  proportion  with  the  other  parts,  and  inconsistent 
with  the  delicacy  aimed  at  in  all  respects.  This  arises  from 
the  great  extent  of  the  two  flat  voluted  faces.  It  is  objected 
against  the  Ionic  capital  that  in  the  end  columns  of  a  portica 
the  form  occasioned  obvious,  if  not  offensive  irregularity, 
because  on  the  return  side  of  the  building  the  baluster  side 
showed  itself  beneath  the  face  of  the  architrave:  yet  even 
this  was  of  little  consequence  if  there  was  merely  a  single 
row  of  columns  in  front;  but  where  the  colonnade  was  con- 
tinued along  the  flanks  of  the  building  also,  a  very  unsightly 
sort  of  irregularity  was  produced;  for  while  all  the  other 
columns  on  those  flanks  showed  the  faces  of  their  capitals, 
the  end  one  would  show  its  baluster  side.  To  obviate  this 
objection  the  volute  was  placed  at  the  angle,  diagonally, 
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80  as  to  obtain  these  two  volated  surfaces  placed  immediately 

back  to  back.    In  the  British  Musenm  and  some  other 

modern  edifices  this  objection  is  attempted  to  be  obviated  by 

arranging  the  corner  volutes  as  shown  in  Figs.  4  and  6,  in 

which/  indicates  the  face  or  volnted  side      ^^^^  ^ 

of  the  capital,  and  b  the  baluster  side.    In    /j~T>      ^     U 

an  external  angle,  or  the  return  of  a  por-        } 

tico,  the  faces  and  sides  are  arranged  thus, 

so  that  bbhb  come  opposite  each  other;      p— 1 

but  in  an  internal  or  re-entering  angle,      [J 

the  reverse  takes  place  ;  for  we  have  then        * 

this  disposition  of  the  faces  and  sides  of  the  capitals,  in 

which  a  voluted  face  comes  opposite  to  the  baluster  side  of 

the  next  capital, — a  most  unsightly  irregularity,  and  an 

objection  that  would  be  far  better  got  over    i-— y         ^ 

by  making  the  column  [a]  into  a  square  J^^        T. 1 

pillar,  which  would  besides  give  strength,  ^ 

or  the  expression  of  it,  where  such  expres-   ^^ 
sion  is  very  desirable.    The  capital  some-  *    . 

thnes  has  and  sometimes  has  not  a  necking  ^'T^ 
to  it,  which  may  be  either  plain  or  decorated.  The  capital 
is  capable  of  infinite  modifications  in  its  proportion  to  the 
column,  and  as  regards  the  size  of  the  volutes  compared 
with  the  width  of  the  face.  In  the  best  Greek  examples 
the  volutes  are  much  bolder  and  larger  than  in  those  of  the 
Roman  and  Italian,  in  some  of  which  they  are  so  greatly 
reduced  in  size,  and  become  consequently  so  far  apart  from 
each  other,  as  to  be  insignificant  in  themselves,  and  give  the 
whole  capital  an  expression  of  meanness  and  meagreness. 
The  tpiralt  forming  the  volute  supply  another  source  of 
variety,  since  they  may  be  either  single  or  manifold.  In 
what  is  called  the  Ilissus  Ionic  capital  there  is  only  a  single 
spiral,  or  hem,  whose  revolutions  form  the  volute,  which 
mode,  indeed,  prevails  in  all  the  Roman  and  modem  Ionics; 
but  in  the  capitals  of  the  Temple  of  Erecthus,  at  Athens, 
there  are,  besides  that  principal  spiral,  either  intermediate 
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ones  which  follow  the  course  of  its  revolutions.  Again,  the 
cathetus,  or  eye  of  the  volute,  where  the  spiral  or  spirals  ter- 
minate, admits  of  being  made  smaller  or  larger.  It  is, 
besides,  somethnes  flat,  sometimes  convex,  and  occasionally 
carved  as  a  rosette.  All  these  variations  are  independent  of 
the  general  composition  of  the  capital,  and  though  not  all 
equally  good,  they  both  suggest  and  authorize  other  modifi* 
cations  of  the  Ionic  type,  and  fresh  combmations. 


^  — 


Fig.  6  shows  the  internal  order  of  the  Temple  of  Apollo 
at  Bassae.    It  has  four  similar  faces;  yet  if  it  so  far  agrees 
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with  many  Roman  and  Modem  Ionic  capitals,  it  differs  from 
tbem  totally  in  every  other  respect.  The  base  is  pecnliar  on 
account  of  its  great  simplicity  and  its  expansion,  spreading 
oat  below  to  considerable  more  than  the  npper  diameters  of 
the  shaft.  This  differs  from  the  proper  Ionic  base,  which 
is  greatly  contracted  in  its  lower  moulding.  Another  pecu- 
liarity of  the  Temple  at  Bassae  is  the  mode  in  which  the 
shafts  are  fluted  ;  the  fillets  are  exceedingly  narrow,  and  the 
channels  shallow  and  very  slightly  curved,  which  gives  the 
shaft  altogether  a  different  character  from  that  attending 
the  usual  mode  of  fluting  practiced  for  this  Order.  In 
Oreek  examples  the  baluster  side  of  the  column  had  a  series 
of  wide  channels  with  broad  fillets  between  them,  and  where 
great  richness  was  affected,  as  in  the  Ionic  of  the  Temple  of 
Erechtheus,  at  Athens,  the  fillets  had  an  additional  mould- 
ing upon  them,  carved  into  heads.  In  the  Asiatic  examples, 
on  the  contrary,  and  Roman  ones  also,  the  baluster  side  is 
usually  cut  into  the  form  of  leaves,'  bound  together,  as  it 
were,  in  the  centre,  by  a  broad  grin. 

The  base  usually  given  to  this  order  by  the  Greeks  was 
the  Attic  one,  consisting  of  two  tori,  divided  by  a  scotia. 
The  upper  torus  was  sometimes  fluted  horizontally;  at  others, 
cut  to  resemble  an  interlaced  chain-' 'ke  ornament,  now  called 
a  guUloche.  Modern  architects,  however,  invariably  leave 
the  upper  torus  of  the  base  quite  plain. 

Ionic  Ant^. — ^Without  exactly  agreeing  with  that  of  the 
column,  the  base  does  not  differ  from  it  very  materially,  ex- 
cept, indeed,  in  the  Ilisus  example,  where  it  is  lower  than 
the  other,  and  consists  only  of  a  shallow  scotia,  with  a  chan- 
neled torus  above  it.  In  the  Erechtheum  example,  it  is  dis- 
tinguished from  the  column-base  chiefly  by  both  the  lower 
and  upper  torus  being  channeled.  The  capital,  or,  as  it  is 
more  commonly  termed,  antorcap^  on  the  contrary,  is  differ- 
ently shaped  from  that  of  the  column,  in  consequence  of  hav- 
ing no  volutes;  wherefore,  it  is  not  by  any  means  so  wide, 
neither  is  it  so  deep.     The  mouldings,  too,  though  of  the 
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8am(f  character,  are  differentlj  deposed.  Still,  the  anta-cap 
corresponds  with  the  capital  as  to  plainness  or  enrichmen\, 
being  either  carved  or  not,  as  those  of  the  latter  happen  to 
be;  and,  if  the  capital  has  an  ornamented  necking,  so  also 
has  the  anta.  One  singularity  in  the  treatment  of  some  an- 
tae  is  that  of  the  face  of  the  anta,  a  slight  break  having  been 
made  down  the  middle  of  it,  which  causes  it  to  appear  com- 
posed of  two  very  narrow  faces,  put  together  side  by  side, 
but  not  exactly  flush  with  each  other. 

Ionic  Entablature. — As  expressed  in  the  terms  of  the 
diameter  of  the  column,  that  is,  measured  by  it,  the  entabla- 
ture exceeds  that  of  the  Doric  Order.  In  the  Parthenon, 
the  entire  height  of  the  entablature  is  not  more  than  two 
diameters;  while  in  both  the  Ionic  and  Erechtheum,  it  is  two 
diameters  and  seventeen  parts,  or  two-thirds  of  a  diameter 
more;  whereas,  it  would  seem  that  the  Ionic  colunm,  being 
much  more  slender,  the  entablature  ought  to  be  less  tlian  two- 
diameters  in  height,  instead  of  being  more.  And  so  it  is, 
and  less  in  a  considerable  degree:  it  is  the  height  of  the  en- 
tablature; in  other  words,  the  height  of  the  latter  must  be  in 
proportion  to  that  of  the  former.  Now,  two  and  one-third 
diameters  for  the  entablature  is  less  in  proportion  to  a  column 
eight  or  nme  diameters  high.  In  the  latter  case,  the  entab- 
lature is  equal  to  one-third  of  the  column,  and  one-fourth  of 
the  whole  order;  but  in  the  other  two  and  one-third  diame- 
ters, amount  to  only  a  fourth,  or  thereabouts,  Of  the  height 
of  the  column,  and,  consequently,  to  only  about  a  fifth  of  the 
entire  Order. 

The  Ionic  Archit  ave  does  not  differ  materially  from  that 
of  the  Doric.  Its  average  or  standard  height  is  the  upper 
diameter  of  the  column.  In  the  plainer  examples  of  Ionic, 
such  as  the  Ilissus  one,  the  face  of  the  architrave  is  quite 
plain,  and  distinguished  from  it  only  by  the  Doric  tenia  being 
converted  into  a  moulding  of  a  plain  bead  and  small  echinus, 
surmounted  by  a  narrow  tenia  or  broad  fillet.  In  more  de- 
corated examples,  as  that  of  the  Erechtheum,  the  face  o{  the 
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architrare  is  divided  into  three  surfaces  or  courses,  called 
fadae,  which  very  slightly  project  beyond  or  over-hang  each 
other,  and  the  moalding  between  the  architrave  and  fineze  is 
increased  in  depth;  there  is  a  greater  number  of  mouldings, 
and  some  of  them  are  enriched  by  being  carved,  or,  as  it  is 
termed,  cut. 

As  to  the  Ionic  frieze,  triglyphs  being  discarded  for  it,  and 
no  other  characteristic  members  substituted  for  them,  it  be- 
comes no  more  than  a  plain  surface  interposed  between  the 
architrave  and  cornice,  unless^  as  is  now  never  done,  although 
it  was,  in  all  probability,  generally  done  by  the  Ancients,  it 
is  enriched  with  figures  in  bas-relief,  or  other  sculpture. 

The  Ionic  cornice  affords  but  little  scope  for  further  obser- 
vation, more  particularly  in  the  Athenian  examples,  in  which 
it  consists  of  little  more  than  the  corona  and  cymatium  above 
it,  and  some  narrow  hed-mouldings  beneath  the  former  mem- 
ber, partly  got  out  of  its  hallowed  soffit,  or  under-surface. 

If  the  frieze  is  to  be  left  plain,  the  best  way  would  be  to 
reduce  its  height  a  little,  and  perhaps  that  of  the  architrave 
also,  and  enlarge  the  cornice  by  introducing  dcTitds  into  it. 
These  denUls  consist  of  a  series  of  narrow,  upright  blocks 
(supposed  to  represent  the  end  of  joists),  placed  closely 
together;  so  that  the  spaces  between  them,  which  are  only 
about  half  as  wide  as  the  blocks  themselves,  appear  to  indent 
that  portion  of  the  cornice,  which,  when  introduced  without 
being  so  ornamented,  is  called  an  uncut  dentd  hand. 

The  Temple  of  Jupiter  at  Aizani,  in  Asia  Minor,  exhibits 
a  remarkable  example  of  the  Ionic  order,  the  details  of  which 
were  recently  published,  for  the  first  time,  by  M.  Texier.  In 
its  general  conformation,  the  base  resembles  the  Priene 
example;  but  the  entablature  is  quite  different.  The  archi- 
trave is  divided  into  three  faciae,  separated  by  a  cut  mould- 
ing; and  the  upper  faciae  is  surmounted  by  an  exceedingly 
deep  and  highly  enriched  course  of  mouldings.  The  frieze, 
too,  is  placed  upon  it  at  intervals,  somewhat  after  the  manner 
of  the  triglyphs,  and  connected  with  scrolls.    The  cornice 
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has  both  dentels  and  modillions,  and  a  narrow  corona,  bat 
a  deep  cymatinm,  enriched  with  carYing. 

^Notwithstanding  the  enperioritj  of  the  Qreek  Ionic  to  the 
Boman,  it  has  not  been  adopted  bj  we  French  and  Italian 
architects  of  the  present  day.  In  England,  the  Greek  Ionic 
has  been  employed,  almost  to  the  entire  ezdosion  of  the 
oth». 

ROMAN  AND  MODERN  IONIC 

As  treated  by  the  Romans,  the  Ionic  capital  was  not  only 
greatly  impo?erished,  bnt  deformed  also, — impoyenshed  by 
the  volutes  being  greatly  redaced  in  size,  and  consequently 
in  importance  also,  as  characteristic  marks  of  the  order, — 
and  deformed  owing  to  the  tasteless  treatment  of  it  in  other 
respects.  Instead  of  the  gracefully-flowing  festoonrhem,  or 
mouldings  orer  the  echinus,  which  seems  to  connect  the  two 
volutes,  or  sides  of  the  face  of  the  capital  together,  there  is 
a  straight  line  without  any  moulding  to  it;  and  the  echinus, 
projecting  before  it,  produces  an  appearance  of  clumsiness — 
of  the  several  members  not  being  properly  adjusted  to  each 
other.  As  in  all  the  Greek  examples,  the  echinus  of  the 
capital,  which  passes  behind  the  volutes,  is  invariably  carved 
with  that  sort  of  pattern  which  workmen  call  **  eggs  and 
darts" — ova,  or  ^g-shaped  ornaments,  almost  naturally 
resulting  from  the  contour  of  the  moulding  before  it  is  cut; 
and  the  echinus  of  the  Ionic,  being  always  so  carved,  is  on 
that  account  distinguished  by  the  name  ovolo — ^not  because 
its  section,  or  profile,  is  any  portion  of  an  oval  or  elliptic 
curve;  for,  among  other  things  the  Roman  style  differs  from 
the  Greek  in  having  all  its  mouldings,  both  convex  and  con- 
cave, formed  of  portions  of  circles,  by  which  its  details 
become  less  elegant  in  contour. 

There  are  but  three  accredited  examples  of  the  Roman 
Ionic  Order  as  a  whole,  viz: — ^the  Theatre  of  Marcellus,  the 
Temple  of  Fortuna  Yirilis,  and  the  Temple  of  Concord.    Of 
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the  first  of  these,  the  capital  is  the  simplest  and  plainest,  and 
also  the  smallest  in  its  proportions  ;  that  of  the  second  is  by 
far  the  best,  its  volntes  retaining  most  of  the  Qreek  charac- 
ter; and  that  of  the  third  is  remarkable,  if  not  for  its  ngli- 
ness  in  other  respects,  for  its  volntes  being  tnmed  ontwards 
diagonally,  so  as  to  present  fonr  equal  «paces, — a  mode  af- 
terwards reinvented  and  brought  up  as  a  novelty,  by  Sca- 
mozzi,  in  honor  of  whom  it  has  since  been  distinguished  by 
the  name  of  the  Scamozzi  capital.  There  are  in  addition  to 
these  three  examples  numerous  detached  specimens  of  the 
Order  in  antique,  concerning  which  our  limits  wiU  not  permit 
us  to  speak.  The  only  other  variety  of,  or  invention  for,  the 
Ionic  capital  that  we  can  notice  is  one  that  has  been  prac- 
ticed by  Italian  Architects,  and  which  may  be  distinguished 
as  the  festoon  or  festooned  capital,  the  volutes  being  turned 
diagonally,  and  a  festoon  being  suspended  from  the  eye  of  one 
volute  to  that  of  the  other  beneath  each  face.  This  not  only 
gives  variety  and  richness  to  the  capital,  but  by  increajsing 
its  volume  or  bulk,  increases  its  importance  also,  and  produces 
great  play  of  light  and  shade;  there  is  harmony  together 
with  diversity  in  the  combination  of  forms,  the  curve  of  the 
festoon  being,  though  dissimilar,  in  agreement  with  the  out- 
line of  the  volutes.  At  present  there  is  no  proportion  ob- 
served— ^that  is  with  regard  to  decoration;  for  the  same 
entablature  or  cornice  at  least  is  not  equally  adapted  to  large 
and  small  capitals.  To  obviate  the  meagreness  and  insig- 
nificance of  the  usual  Italian  Ionic  capital,  Sangovino  and 
some  others  have  frequently  given  it  a  necking,  either  plain 
or  enriched,  which  even  when  plain,  greatly  improves  the 
general  appearance  of  the  column  by  increasihg  the  depth  of 
the  capital  and  reducing  the  height  of  the  shaft.  To  make 
this  clearer,  without  pretending  at  all  to  exactness,  call  the 
column  nine  diameters  high,  and  the  capital  either  half  a 
diameter,  or  a  whole  one,  accordingly  as  it  is  with  or  without 
a  necking;  now,  in  the  first  case,  the  capital  will  be  to  the 
^aft  (base  included)  only  as  one  to  seventeen,  whereas  in  the 
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other  it  becomes  as  one  to  eight,  which  is  not  at  all  too 
much,  while  the  other  way  the  shaft  is  much  too  lanky,  and 
the  capital  too  low, — as  is  probably  felt  by  those  who  cannot 
explain  the  canse  of  snch  disagreement  and  disproportion. 
♦  Entablature. — ^The  Theatre  of  Marcellus  seems  to  have 
been  the  entablatore  which  has  goided  the  Moderns  in  the 
composition  of  their  entablature,  although  they  have  greatly 
diminished  the  proportions  of  the -cornice,  which  is  there 
nearly  equal  to  both  architrave  and  frieze  together.  In  the 
Athenian  Ionic  we  may  set  down  the  architrave,  Meze,  and 
cornice  as  about  50 — 50,  and  35  minutes  respectively,  making 
altogether  two  diameters  and  fifteen  minutes  (2|  diameters) ; 
therefore  the  cornice  is  to  each  of  the  other  two  divisions  of 
the  entablature  only  as  35  to  50.  In  the  Roman  Ionic,  on 
the  contrary,  the  cornice  is  by  much  the  largest  division;  in 
the  Fortuna  Tirilis  example,  the  measures  are — architrave 
38',  frieze  19',  cornice  TO';  in  that  of  the  Theatre  of  Mar- 
cellus 43' — 36' — 66',  makihgthe  entire  entablature  121',  or 
2  diameters  7  mtautes.  Although  modem  Architects  vary 
from  these  proportions,  and  some  of  them  make  the  frieze 
equal  to,  or  more  than  the  architrave,  they  all  agree — in 
doctrine,  at  least,  if  not  in  prsictice — ^in  making  the  cornice 
the  largest  division  of  the  entablature.  Either  dentels  or 
larger  plain  blocks,  placed  rather  wide  apart  from  each  other, 
are  considered  the  proper  characteristic  marks  of  the  Ionic 
cornice. 

The  moderns  have  frequently  given  this  Order,  by  way  of 
dfetinction,  a  convex  frieze,  technically  termed  a  pulvinated 
one,  from  its  fancied  resemblance  to  a  cushion  (jmlviiM/r)^ 
whose  slides  swell  out  by  compression  when  sat  upon. 
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CORINTHIAN  ORDEBPy»»i«' 

The  distingaishing  feat- 
tire  of  this  Order  is  its 
deep  and  foliaged  capital 
The  story  osnallj  related 
of    the    origin    of    the 
Corinthian    capital    is : 
the  sculptor  Callicrates 
was  so  struck  hj  the 
graceful  forms  into  which 
the  leaves  of  the  acanthus 
plant  had  grown  up  around  a 
tall  basked  covered  by  a  square 
slab,  that  he  sketched  it,  and 
conceived  the  idea  of  fashioning 
the  capital  after  it.    The  fact 
is,  the  Corinthian  Order  does 
not  appear  to  have  been  ever 
matured  into  a  distinct  style 
and  complete  system  by  the 
Greeks.    There  is,  indeed,  one 
solitary  Athenian  example  of 
Corinthian,  which  exhibits  the 
utmost  refinement  oC  exquisite 
richness  attempered  by  exquisite 
delicacy.      In  the  Lysicrates 
capital — as  we  will  for  conve- 
nience   call    it   (the   example 
alluded  to  being  that  of  the 
monument  of  Lysicrates,  other- 
wise   called    the    Lantern   of 
Demosthenes,    at    Athens) — 
foliation  may  be  said  to  have 
attained  its  culminating  point; 
rivalled,  it  may  be,  but  hardly 
surpassed.    Still,  it  must  be  confessed,  aa  a  wlidle, 
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Order  kaves  mnch  to  be  desired  for  it,  there  being  nothing 
of  corresponding  beauty  and  luxuriance  in  the  rest  of  it. 
The  cornice,  for  instance,  is  only  a  simple  dentelled  Ionic 
one;  nor  are  any  of  the  mouldings  of  the  entablature  cut. 
There  was,  however,  in  that  particular  case,  above  the 
entablature,  what  fully  counterbalances  and  carries  out  the 
idea  and  expression  of  the  capitals,  namely,  the  ornamental 
roofing,  and  the  matchless  finial  which  crowns  the  structure, 
and  produces  a  fidl  climax  of  beauty  and  grace.  Charming 
as  the  original  itself  is,  or,  more  correctly,  toas^  it  has  been 
copied  and  altered  more  than  any  other  structure — often  in 
a  bungUng  manner. 

The  Corinthian  Order  may  be  thus  described:  the  body 
of  the  capital  is  surrounded  by  two  rows  of  leaves,  eight  in 
each  row;  besides  which,  there  are  four  leaves,  which,  with 
the  volutes  over  them,  serve  to  support  the  four  angles  of 
the  abacus.  Although  the  Order  itself  is  the  most  delicate 
and  lightest  of  the  three,  the  capital  is  the  largest,  being 
considerably  more  than  a  diameter  in  height, — ^upon  the 
average  about  a  diameter  and  a  quarter.  This,  however, 
wiU  cause  the  reader  no  surprise,  if  he  bears  in  mind  what 
has  before  been  said  as  to  the  proportion  to  be  observed 
between  the  column  and  its  capital.  The  taller  the  former  is, 
the  taller  must  the  latter  be  also,  and  so,  far  bulkier;  although, 
while  actually  increasing  in  bulk,  its  tallness  corrects  the 
appearance  of  heaviness,  by  giving  the  proportion  of  slender- 
ness.  A  capital  whose  height  is  only  half  a  diameter,  is, 
of  course,  by  no  means  positively  so  bulky  as  one  which  is 
upwards  of  an  entire  diameter  in  height, — whereas  the  other 
is  much  higher  than  it  is  wide.  The  abacus  is  differently 
shaped  from  what  it  is  in  either  of  the  other  four  Orders. 
In  the  Doric  it  is,  as  we  have  seen,  merely  a  thick,  square 
slab  fitting  the  echinus  beneath  it,  and  left  perfectly  plain, 
in  the  Ionic,  it  is  square;  but  its  sides  are  moulded,  whether 
it  is  square  or  not.  The  Corinthian  Ubacus,  on  the  contrary,  is 
not,  properly  speaking,  a  square;  although  it  may  be  said  to 
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be  SO  iu  its  general  form,  ioasmuch  as  it  possesses  sqiiaremss^ 
having  foor  equal  sides.  Instead  of  being  straight,  the  sides 
of  the  abacus  are  concave  in  plan,  being  curved  outwards^ 
so  as  to  produce  a  sharp  point  at  each  corner,  which  is 
accordingly  cut  off.  Thus  we  find  that  the  abacus  here 
assumes  a  very  different  shape  from  its  original  one.  The 
height  <rf  the  capital  varies  from  60'  to  nearly  half  as  mudi 
again. 

The  proper  Corinthian  base  differs  hoax  that  of  the  usual 
Ionic  or  Attic,  in  having  no  smaller  scotise,  separated  by  two 
astragals ;  however,  both  kinds  are  employed  indiscriminately, 
and  the  Attic  is  that  which  is  generally  used,  except  a  greater 
degree  of  delicacy  and  richness  than*  ordinary  be  reqmred. 
As  the  shaft  is  fluted  similarly  to  that  of  the  Ionic  column, 
viz.,  with  twenty-four  channels,  there  is  nothing  for  notice  or 
remark  there,  unless  it  be  thai  the  flutes  are  sometimes 
mbkdy  as  it  is  called,  that  is,  the  channels  are.  hqllowed-  oat 
for  only  about  two-thirds  of  the  upper  part  of  the  shaft^.  and 
the  remainder  cut,  so  that  each  channel  has  the  appear- 
ance of  being  partly  filled  up  by  a  round  staff,  or  piece  of 
rope,  whence  the  term  oabUng, 

Entablature. — ^The  architrave  is  generally  divided  into 
three  facise  (the  lower  one  much  narrower  than  the  others, 
which  is  rather  contrary  to  architectonic  principle,  the  weaker 
jTC'mber  being  placed  under  heavier  ones),  with  the  mouldings 
between  them,  which,  though  frequently  left  plain,  are  prop- 
erly enriched  in  the  best  and  most  consistently  finished-up 
examples.  We  pass  over  the  frieze,  that  being  merely  a  sin- 
gle surface,  either  plain  or  sculptured.  The  cornice  is  larger 
than  in  the  other  Orders,  larger  as  to  height,  and,  conse^ 
quently,  as  to  jMrojection  also;  which  increased  height  and 
projection,  and,  we  may  add,  increased  richness,  are  denukuded 
by  the  greatly  enlarged  bulk  of  the  capital,  and  its  more  ela- 
borate decoration.  Examples  vary  so  greatly,  that  we  can 
give  Only  approximating  mean  and  average  proportions, 
which  may  bo  set  down  at  2  diameters  12  minutes  for  the 
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whole  entablature,  and  54',  or  something  less  than  a  diame- 
ter, for  the  cornice;  bnt  it  is  in  many  instances  more,  and, 
in.  others,  as  much  lees.  As  may  be  supposed  from  this 
greatly-increased  depth  of  the  cornice,  it  consists  of  a  greater 
number  of  mouldings  beneath  the  corona,  for  that  and  the 
cymatium  over  it  invariably  retain  thek  places  as  the  crown- 
ing members  of  the  whole  series  of  mouldings.  To  the  den- 
tels  of  the  Ionic  cornice  is  added  a  row  of  TnodilUons,  imme- 
diately beneath  and  supporting  the  corona.  "These  modil- 
lions  are  ornamented  blocks,  curved  in  their  under  surface, 
after  the  manner  of  the  letter  S  turned  thus,  co;  and  between 
them  and  the  dentels,  and  also  below  the  latter,  are  other 
mouldings  sometimes  cut,  at  others,  left  plain.  Sometimes  a 
plain,  uncut  derUdrbandM  substituted  for  dentels;  sometimes, 
in  simpler  cornices,  that  is  omitted  altogether,  and  plainer 
blocks  are  employed  instead  of  modiUions;  or  else  both  den- 
tels and  modiUions  are  omitted,  as  in  the  Temple  of  Antoninus 
and  Faustina,  notwithstanding  that  it  is  considerably  enriched 
— even  the  face  of  the  corona  being  fluted. 


40 


mSTOSr  AMD  BODDCBMTS 


COMPOSITE  ORDER 
This  Order  is  not  con- 
sidered bj  some  modem 
writers  as  an  Order.    The  vo- 
lutes  at  the  angles  of  the  capi- 
tal are  expanded  into  the  pro- 
portions of  those  in  the  Roman 
Ionic  capital     The  Order  is 
without  doubt  derived  from  the 
Ionic  and  Corinthian;  it  was 
first  used  by  the  Romans  in 
their  triumphal  arches.     The 
very  dissimihir  varieties  to  be 
met  with,  all  belonging  to  one" 
and    the   same    Order,    show 
plainly  enough  that  the  Archi- 
tects of  antiquity  considered 
themselves  at  liberty  to  design 
their  own  detaU,  and  to  treat 
an    Order   as    a  composition 
marked  out  for  them    in  its 
,  leading  forms  and  general  pro- 
portions, but  which  they  might 
fashion   nearly  ad  libitim  in 
other  respects.    Modem  archi- 
tects are  more  apt  to  study 
mere  convenience,  and  violate 
architectural  orthodoxy.    Such 
architecture  may  not  be  strictly 
classical ;  but  it  does  not  follow 
that  hence  they  are  not  artistic 
or  beautiful.  Ifour  limits  would 
permit,  we  could  instance  hun- 
dreds of  examples  of  this  Order, 
each  of  which  might  be  some- 
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what  different  from  the  other ;  and  perhaps  it  might  lead 
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the  reader  to  the  conclasioQ,  that  the  Composite  shonid  be 
consid^ed  not  as  a  separate  Order,  bat  as  a  modification 
of  the  Corinthian. 

COLUMVIATIOK. 

Columns  and  entablatures,  in  themselves,  do  not,  properly 
speaking,  constitute  an  Order,  although  they  serve  as  speci- 
mens of  it.  They  must  enter  into,  and  regulate  the  organiza- 
tion of  a  structure,  before  they  can  become,  by  composition, 
what  is  strictly  termed  an  Order.  As  exhibited  in  their 
temples,  the  system  of  columniation  practised  by  the  ancients 
was  strictly  organic  and  natural.  Instead  of  bemg  something 
accessory,  supplementary  to,  and  independent  of,  the  fabric, 
that  might  be  either  omitted  or  applied  at  pleasure,  as 
conunonly  practised  in  Italian  and  modem  composition,  the 
Order  itself  constituted  the  exterior  of  the  building*  at  least 
of  that  fflde  or  front  of  it  where  it  was  introduced,  when  it 
was  not  continued  throughout;  so  that  the  Order  and  its 
dimensions,  once  established,  and  the  mode  of  inter-columnia- 
tion  determined,  the  edifice  shaped  itself.  Before  we  enter 
upon  the  subject  of  inter-columniation,  it  wiU  be  desirable  to 
explain  the  various  forms  of  temples,  and  the  technical  terms 
by  which  they  are  distinguished. 

The  naos,  or  celia,  as  it  is  more  usually  called,  or  temple 
itself,  was  comparatively  small,  even  where  the  entire  mass 
was  of  considerable  size,  gradual  extension  of  size  being 
produced  not  so  much  by  any  great  enlargement  of  the  in- 
terior as  by  external  columniation  and  its  gradual  develop- 
ment. It  is  probable  that  the  earliest  Greek  temples  con* 
sisted  of  the  fuun  only,  and  were  accordingly  plain  Asttlar 
buildings,  or  without  columns,  except  in  front  or  at  the 
entrance  end,  where  an  enclosed  porch  was  formed  by  intro- 
ducing columns,  by  continuing  the  side  walls,  and  placing 
columns  between  them  in  amtisy  that  is,  between  the  two 
antae  or  pilasters  forming  the  ends  of  those  walls.  The  next 
step  seems  to  have  been  to  advance  the  porch  before  the 
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main  building,  instead  of  keeping  it  recessed  within  the  side 
walls,  thereby  conyerting  in  form  a  portico  in  antis  into  a 
prostykj  or  projecting  line^of  columns;  thus  a  distffle  in  antis, 
or  a  porMco  consisting  of  two  colmnns  between  antae,  con- 
sequently of  three  intercdumM,  or  open  spaces  between  the 
antae  and  columns,  would  become  a  ietrastyU,  or  projecting 
portico  of  four  columns.  By  the  other  end  of  the  building 
being  similarly  treated,  the  temple  became  axxphifrost^,  or 
prostyle  at  both  ends,  in  rear  as  well  as  in  front,  the  sides 
still  remaining  astyla/r.  The  next  and  last  style  of  advance- 
ment was  to  continue  columniation  all  round,  enclosing  th^ 
aiia  within  colonnades  along  its  sides  as  well  as  at  its  ends, 
which  disposition  of  plan  is  e3q>ressed  by  the  terms  peristyle 
or  peristylar^  and  peripteral,  which  of  necessity  produces  two 
columns  and  two  intercolumns  more  in  front;  for  what  would 
otherwise  be  merely  a  tetrastyle  prostyle,  with  four  columns 
and  three  intercolunms,  (the  number  of  the  latter  being 
always  one  less  than  of  the  others,)  becomes  by  the  colon- 
nades being  continued  along  the  side,  a  hexastyle  (six 
columns  and  five  intercolumns) ;  or  if  originally  a  prostyle 
hexastyle,  it  would  be  rendered  an  octastyU,  (eight  columns 
and  seven  intercolumns,)  and  so  on.  It  should  be  observed, 
too,  that  a  building  cannot  at  the  same  time  be  perisAylar 
and  have  a  prostyle  portico,  the  latter  being  merged  in  the 
general  columniation,  instead  of  projecting  from  the  rest  of 
the  edifice  as  a  distinct  feature.  Of  peristylar  temples  there 
were  two  sorts,  viz. :  those  with  a  single  row  of  columns  on 
each  side,  and  those  which  have  two,  which  last  are  distin- 
guished by  the  term  dipteral,  i,  e.  having  two  wings  or  aisles 
on  each  side.  Although  it  did  not  at  all  affect  the  general 
appearance,  notwithstanding  that  it  extended  the  plan  by 
adding  two  more  columns  and  intercolumns  to  the  front,  this 
last-mentioned  mode  was  attended  with  greater  richness  of 
columniation,  and  the  intercolumns  contributed  not  a  little 
to  variety  of  effect  and  play  of  perspective;  besides  which, 
greater  sheltered  space  was  gained  for  ambulatories;  whereas 
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in  the  usual  simple  peristyle,  where  the  space  between  the 
outer  columns  and  the  walls  of  the  cella  was  limited  to  the 
width  of  a  single  intercolunm,  the  side  colonnades  were  mere 
narrow  passages,  very  little  wider — at  least  in  Doric  tem- 
ples— ^than  the  diameter  of  the  columns  themselves,  conse- 
quently of  very  little  actual  service.  Tn  what  is  called  the 
pseudo-dipteral  mode,  more  of  clear  space  between  the  colon- 
nades was  provided  by  omitting  the  inner  columns,  which 
mode  reduced  the  plan  to  that  of  simple  peristyle,  the  only 
difference  being,  that  instead  of  the  width  of  a  single  inter- 
colmnu,  a  clear  space,  equal  to  two  intercoftnms  and  one 
column,  was  gained  for  the  ambulatories.  The  Temple  of 
Jupiter  at  Silenus  was  of  this  description,  and  being  only 
octastyle  in  front, — the  least  possible  width  for  a  dipteral  or 
pseudo-dipteral  plan, — of  the  seven  front  intercolumns,  for 
faur  (i.  e.,  two  on  each  side)  were  given  to  the  lateral  colon- 
nade9».*^nd  only  three  left  for  the  lureadth  of  the  cdla,  which 
ipilsthave  looked  like  a,  smaller  edifice  standing  within  a 
coloiultaded  and  covered  enclbsare. 

The  isrbove  few  and  simple  arrangements  of  planVve  nearly 
all  the  varieties  that  the  Oreek  temple  style  offers;  and  some 
of  them  are  little  better  than  distinctions  without  differences, 
inasmuch  as  the  differences  do  not  affect  general  external 
appearance.  Peripteral,  dipteral  and  pseudo^pteral,  all 
agree  in  the  main  point,  and  the  two  latter  answer  to  the 
nanie  of  peripteral  as  well  as  to  the  first,  being  merely  modi- 
fications of  it.  Great  as  were  its  aesthetic  beauties,  Oreek 
Architecture  was — why  should  we  scruple  to  confess  it? — 
exceedingly  limited  in  its  compass  and  power  of  expression: 
what  it  did,  it  did  admirably,  but  it  confined  itself  too  much 
to  one  idea.  "  When  you  have  seen  one  green  field,''  says 
Johnson,  '^  you  have  seen  all  green  fields;"  and  so  we  may 
say  of  Or^k  temples, — ^when  you  have  seen  on^  of  themi 
you  have  seen  all  of  them.  However  they  may  differ  from 
one  another  -as  to  the  treatment  of  the  Order  adopted  for 
them,  the  nnmber  of  their  columns  and  mere  particulars  of 
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that  kind,  they  resemble  each  other  yery  nearly  in  all  lead- 
ing pomts.  Not  only  were  their  plans  inTariably  parallelo- 
grams, bnt  alike  also  to  proportion,  forming  a  doable  square, 
or  being  about  twice  as  much  in  length  as  in  breadth;  for  so 
exceedingly  methodical  was  the  Greek  system,  that  the  num- 
bers of  columns  on  the  flanks  or  sides  of  a  peripteral  temple 
was  regulated  and  determined  by  the  number  of  those  in 
front.  The  number  of  those  in  front  was  inyariably  an  even 
one,  as  otherwise  there  would  be  no  middle  intercolumn;  but 
on  the  flanks  of  the  edifice,  where  there  was  no  entrance, 
the  number  o^the  intercolumns  was  an  even,  and  that  of 
the  columns  an  uneven  one,  so  that  a  cokmn  came  in  the  cat- 
tre  of  these  side  elevations. 

As  to  the  mode  in  which  the  front  influenced  the  sides  by 
determining  the  number  of  columns  for  them,  the  established 
rule  seems  to  have  been  to  ^e  the  flanks  twice  as  many  inter- 
columns as  there  were  columns  at  each  end:  thus,  the  Parthe- 
non,which  is  octastyle,  has  m^aen  intercolumns;  consequently, 
seventeen  columns  on  each  flank.  In  like  manner,  a  hexa- 
style  temple  would  have  twdve  intercolumns,  and  thirteen 
columns  on  its  sides.  There  are,  however,  exceptions;  for 
instance,  the  temple  at  Selinus,  which  has  been  mentioned  a0 
an  instance  of  the  pseudo-dipteral  mode  of  columniation  in  an 
octastyle,  with  sixteen,  or  Just  twice  as  many  columns  on  its 
sides  as  in  front;  consequently,  the  intercolumns  are  only  fif- 
teen, and  being  uneven  in  number,  there  is  a  middle  one,  as 
in  the  front  itself.  After  all,  the  dilTerence  caused  by  there 
being  an  intercolumn  more  or  less  than  usual,  is  but  a  very 
slight  one,  such  as  is  to  be  aaoertuned  only  by  counting  the 
columns,  and  such  as  not  to  cause  any  perceptible  difference 
in  the  general  physiognomy  of  building. 

Besides  the  restriction  as  to  general  proportion  of  plan, 
namely,  th^  fixed  relationship  between  the  length  and  the 
breadth  of  the  building,  proportion  with  regard  to  height 
was  limited  in  a  different  way,  and  in  such  manner  that 
tiie  character  of  increased  richness  and  importance  derived 
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from  a  greater  number  of  colomns  vas  attended  not,  indeed, 
by  decreased  height,  but  by  docreased  loftimss,  or  proportional 
height,  that  is,  height  as  measured  by  either  breadth  or 
length.  Paradoxical  as  this  may  sound  at  first,  nothing  can 
be  more  phiin  when  once  expkuned.  Discarding-  nicety  in 
measurement,  we  will  call  a  tetrMtylt  portico  about  a  square 
in  height — ^that  is,  about  as  high  as  wide;  but  add  four  more 
columns,  extend  it  from  a  tetrastyle  to  an  octastyle,  so  that 
it  becomes  about  a  double  square  in  breadth,  or  twice  as 
wide  again,  and  the  inevitable  consequence  is,  that  it  is  then 
only  twice  as  wide  as  high;  that  is,  as  to  proportion,  only 
half  as  loft^  as  it  was  before.  The  expression  of  loftiness,  in 
which  altitude  greatly  predominates  oyer  breadth,  was  quite 
beyond  the  readi  of  the  Greek  system.  Their  temples  might 
be  planted  on  lofty  eminences,  but  the  structures  themselres 
never  towered  upwards.  As  far  as  it  went,  their  system 
was  perfect — so  ccnnplete,  indeed,  in  itself  as  to  be  unfit  for 
almost  any  other  purposes  than  that  for  which  it  was  ex- 
pressly framed. 

If  the  Romans  oomq>ted  the  Doric  and  Ionic,  they  devel- 
oped aad  matured  the  Corinthian  Order,  and  also  worked 
out  a  freer  and  more  complex  and  comprehensive  system  of 
Architecture.  To  say  nothing  of  their  introduction  and  ap- 
plication of  those  important  elements  of  both  construction 
and  design,  the  arch  and  vault,  which  hardly  belong  to  a 
mere  treatise  on  the  Orders,  it  is  to  the  Romans  that  we  are 
indebted  for  varieties  and  combinations  of  plan  that  will  be 
sought  for  in  vain  among  Grecian  structures.  Of  the 
Romans  it  may  be  said,  '^Mutant  quadraia  rotwndUP 

Circular  forms,  and  curves  displaying  themselves  not  only 
in  elevation  and  section,  but  in  plan;  and  while,  among  the 
Greeks,  Architecture  was  confined  aknost  exclusively  to  ex- 
ternal appearance  and  effect,  in  the  hands  of  the  Romans  it 
was  made  to  minister  to  internal  display  of  the  most  enchantr 
ingly  picturesque  kind,  as  would  be  amply  attested  by  the 
Pantheon  alone.    In  that  edifice,  and  Hadrian's  Mausoleum 
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(now  barbarized  into  the  Gastello  di  S.  Angelo),  the  cylin 
dric^l  form  was  exhibited  npon  an  imposing  scale;  in  the 
temple  at  Tivoli,  in  far  less  dimensions,  bnt  with  the  most 
captivating  taste;  and  again  in  the  tomb  of  Cecilia  Meletta, 
we  have  a  fine  example  of  an  unbroken  astjlar  circnlar  mass. 

In  snch  stmctnres  as  the  Oolossenm  and  other  Roman 
amphitheatres,  a  different  form  of  cnrvatnre,  namdy,  the 
ellipses,  was  employed  with  admirable  propriety  and  effect 
In  the  interior,  again,  we  find  the  hemicycle  or  concave 
semi-circular  form,  both  frequently  and  variously  applied  by 
Romans  in  such  edifices  as  their  Baths,  which  afford  many 
excellent  studies  for  combination  of  plan,  ^ 

To  enter  into  the  system  of  Roman  Architecture  as  the 
subject  would  require,  would  very  far  exceed  our  present 
limits  and  purpose  ;  much  less  can  we  pretend  to  treat  here 
of  the  still  more  varied  and  complex  Italian,  or  Modem 
European  system,  into  which  fenestratum  so  'largely  enters, 
odwnmation  being,  more  frequently  than  not,  subordinate. 
Were  we  to  touch  upon  the  last  mentioned  style  and  its 
various  elements,  it  could  be  only  so  superficially  as  to  be 
more  disappointing  than  instructive.  Better  that  our  reader 
should  admire  our  forbearance,  than  complain  of  our  unsat- 
isfactory jejuneness.  We  may,  however,  permit  ourselves  to 
.throw  out  one  or  two  general  remarks  ;  the  first  of  which  is 
that  it  is  a  great  error  to  confound  with  the  Italian  the  two 
Ancient  Classical  styles,  applying  to  them  alike  the  epithet 
"  Grecian,"  merely  in  contradistinction  to  Gothic,  or  Medi- 
sBval  Architecture.  It  is  absurd  to  pretend  to  test  by  the 
Greek  style,  one  so  totally  differently  constructed  as  the 
Italian ;  an  error  that  could  hardly  have  been  fallen  into 
but  for  the  practice  of  applying  the  same  names  to  very  dif- 
ferent things.  The  term  Order  has  quite  a  different  mean- 
ing as  applied  to  the  original  classical  mode  of  the  Art, 
from  what  it  has  in  the  other.  In  Italian  composition,  an 
Order  is  more  frequently  than  not,  mere  decoration  in  the 
shape  of  columns  and  entablatures,  fashioned  ^ecufuiuffiar/^ 
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(a  Tery  different  thing  from  artistically,)  so  as  to  resemble 
in  detaU,  and  certain  conventional  distinctions,  those  of  the 
Ancients.  Infinitely  better  wonld  it  have  been,  if,  instead 
of  allowing  themselves  to  be  misled  by  the  pedantry  of  Yi- 
tnivios,  the  Architects  of  the  so-called  Revival,  who  showed 
mnch  happiness  of  invention  in  other  respects,  had  treated 
the.  Orders  freely;  or  perhaps  still  better,  had  they  worked 
ont  ideas  of  their  own  for  colnmns  and  entab)|tnres,  when- 
ever they  had  occasion  for  them,  either  as  matters  of  neoes- 
sity,  or  as  mere  decoration.  Had  Italians  allowed  them- 
selves greater  latitude  in  that  respect,  they  wonld,  in  all 
probability,  have  been  far  less  licentious  upon  the  whole 
than  they  frequently  were,  and  their  buildings  would  have 
been  more  homogeneous — ^more  of  a  piece.  But  they,  for* 
sooth,  be  one  of  the  Orders  or  all  of  them  at  once,  and  a 
great  deal  else  in  the  bargain.  Therefore  the  affecting  to 
retain  the  Ancient  Orders  in  their  purity,  served  no  other 
purpose  than  that  of  miaking  all  the  more  evident  how  com- 
pletely their  first  intention  and  character  had  been  lost 
sight  of. 

The  clinging  with  scrupulous  punctilio  to  what  had 
become  dead-letter  forms,  after  the  system  which  they  had 
produced  had  been  abandoned,  and  exchanged  for  another 
and  widely  different  one,  was  merely  superstition  and  ped- 
antry. .  It  might  show  acquaintance'  with  traditional  learn- 
ing and  the  writings  of  Yitruvius  ;  but  it  also  showed  dulness 
of  Aesthetic  feeling,  or,  what  is  not  much  better,  deficiency 
of  aesthetic  power.  There  was,  however,  one  mode  of  apply- 
ing columns,  which,  although  generally  regarded  as  the  most 
licentious  and  un-orthodox,  nay,  even  preposterous, 
because  quite  contrary  to  all  classical  practice  and  prece- 
dent, has  at  least  one  propriety,  that  of  being  rational,  since 
columns  there  officiate  as  columns — as  real  support ; 
whereas  in  a  great  deal  of  Modern  Architecture,  that  is 
admired  for  the  correct  taste  it  displays,  columns  and  their 
entablatures  are  mere  expletives,  instead  of  actual  compo- 
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nent  parts  of  the  fabric,  and  simdate  a  mode  of  coDstmction 
neither  required  for  nor  practiced  in  the  fabric  itself. 

The  particular  mode  here  allnded  to  is  that  in  which 
arches  are  not  introduced  together  with  columns,  but 
the  arches  are  not  only  introduced  together  with  colums,  but 
the  arches  and  columns  are  so  indissolublj  married  together 
that  thej  cannot  be  divorced,  inasmuch  as  the  arches  are 
supported  b^  the  colunms  th^nselves,  the  ibrmer  springing 
immediately  trom  the  capitals  of  the  latter.  Such  combi- 
nation, it  might  be  supposed,  would  be  gladly  admitted  as 
sufficiently  legitimate,  both  because  in  accordance  with 
rational  architectonic  principles,  and  because  it  greatly  ex- 
tends the  resources  of  the  Art ;  nevertheless  such  is  the 
omnipotence  of  prejudice,  that  instead  of  being  welcomed 
and  adopted  by  us,  it  has  been  decried  as  a  barbarism.  As 
an  irresistible  and  crushing  argument  against  it,  we  ore  told 
that  columns  were  not  origvnaUy  intended  to  be  so  applied; 
— admirable  logic,  truly  I  There  are  a  great  many  other 
things  besides  columns  which  have  in  course  of  tune  come  to 
be  applied  to  uses  not  originally  contemplated.  In  regard 
to  that  combination  of  columns  and  arches  according  to 
which  the  latter  spring  immediately  from  the  others,  and 
are  supported  by  them,  there  are  two  questions  :  the  first 
and  practical  one.  Do  the  columns  afford  sufficient  support? 
the  second  and  sBsthetic  one  is.  Is  there  also  sufficient 
appearance  of  support  ;  or  is  there  anything  contradictory 
to  principle,  to  judgment  and  good  taste  ?  The  first  ques- 
tion needs  no  answer,  since  it  answers  itself ;  it  being  an 
indisputable  fact  that  columns  so  employed  do  answer  the 
purpose  to  which  they  are  turned.  The  other  question  is 
not  so  easily  answered  :  the  prejudiced  will  of  course  answer 
it  according  to  their  own  contracted  taste  and  narrow 
notions,  condemning  the  mode  alluded  to,  without  any 
inquiry  into  its  merits  and  advantages,  merely  on  the  ground 
of  its  being  quite  at  variance  with  the  classical  system  of 
trabeated  columniation,  that  is,  with  columns  supporting  a 
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horizontal  architraye  and  entablature,  or  general  horizontal 
trabeation.  That  by  the  substitution  of  arches  for  archi- 
trayes,  the  character  of  the  Greek  system  is  forfeited,  cannot 
be  denied  ;  but  then  another  character  'is  established  whose 
difference  from  the  original  one  ought  not  to  be  made  its 
condemnation.  To  demand  of  a  different  mode  that  it 
should  resemble  and  conform  to  the  laws  of  that  from  which 
it  differs,  is  absurdity  in  the  extreme,  for  it  is  requiring  at 
once  that  it  shall  be  a  different  one  and  the  same.  To 
compare  different  styles  is  a  yery  useful  sort  of  study  ;  but 
to  make  any  one  style  the  criterion  or  standard  by  which 
others  are  to  be  judged,  is  preposterous. 

The  style  in  which  the  arch  and  column  enter  into  direct 
combination  with  each  other,  and  for  which  there  is  no  spe- 
cific name,  has  at  all  eyents  some  economical  recommenda- 
tions, inasmuch  as  shorter  columns,  and  fewer  of  them,  are  re^ 
quired,  than  would  be  necessary  for  the  same  height  and 
length  according  to  the  trabeated  mode.  In  itself,  too,  it 
possesses  much  capability ;  yet  as  is  the  case  with  eyery 
other  style,  the  merit  of  the  works  produced  in  it  depends 
upon  the  manner  in  which  it  is  treated,  and  the  talent 
brought  to  it.  There  is  no  style  of  the  Art  so  poetical  that 
the  flattest  prose  may  not  be  made  out  of  it ;  and  hardly 
any  so  utterly  prosaic  as  to  be  incapable  of  being  kmdled 
into  poetry  by  thevPromethean  torch  of  generality — artistic 
treatment,  and  con  amort  sesthetic  feeling. 

INTERCOLUMNIATION. 

Although  Intercolumniation  consists  only  in  regulating 
and  determining  the  spaces  between  the  columns,  and  con- 
sequently does  not  affect  the  nature  of  the  composition;  for  a 
tetrastyle,  hexastyle,  &c.,  would  still  be  such,  no  matter  how 
narrow  or  wide  the  intercoltmniaiums  or  intenrals  between  the 
columns  may  be,  yery  much  depends  upon  it  with  regard  to 
expression  and  effect.    How  intercolumniation  is  regulated 
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in  the  Doric  Order,  has  alreafdy  been  explained:  in  that  the 
distances  between  the  colmnns  is  generally  governed  entirely 
by  the  triglyphs  of  the  frieze,  so  that  there  can  be  no  medizim 
between  monotriglfphic  and  dUriglfphic  in  intercolmnniation, 
accordingly  as  there  is  either  one  or  two  triglyphs  over  each 
intercolnmn.  Bnt  in  the  other  orders  there  are  no  snch  re- 
strictions: in  them  the  intercolomns  may  be  made  wider  or 
narrower,  as  circnmstances  require,  bnt,  of  coarse,  under 
the  guidance  of  judgment  and  good  taste;  fbr  what  is  left 
a  discretion  is  not  always  very  discreetly  used.  Tltruvins 
and  his  followers,  however,  have  not  cared  to  trust  to  discre- 
tion or  indiscretion,  but  have  fixed  certain  positive  or  distinct 
modes  of  intercolumniation,  viz.,  five,  to  wit: 

Pycnostyle,  or  dosdy  set,  in  which  the  intercolomns  are 
one  diameter  and  a  quarter  or  a  half  in  width. 

Systyle,  in  which  they  are  two  diameters  wide. 

Eustyle,  or  well  spaced,  in  which  they  are  two  diameters 
and  a  half. 

Dyastyle,  in  w;hich  they  are  three  diameters. 

Arsostyle,  or  thinly  set,  in  which  they  are  four  diameters. 

Let  us  repudiate  for  Architecture  all  such  formal,  Act  of 
of  Congress  legislation,  and  take  pycnostyle  and  serostyle  as 
the  greatest  allowable  degree  of  distance  or  closeness  at  which 
the  columns  can  be  placed,  and  it  follows,  that  between  such 
maximum  and  minimum,  any  intermediate  measure  is  admis- 
sible, and  that  there  is  no  occasion  to  fix  it  positively  and 
arithmetically,  and  make  distinctions  which  are,  after  all, 
only  arbitrary.  There  are  a  great  many  matters  in  design 
which  must  be  left  to  the  architect,  and  intercolumniation  is 
one  of  them.  It  is  impossible  to  have  precise  rules  for  e^iery 
thing,  neither  is  it  desirable;  for,  if  everything  in  it  could  be 
done  by  rule.  Architecture  would  forfeit  its  nature  as  one  of 
the  fine  arts,  and  be  reduced  to  one  of  the  mechanical.  What 
is  done  by  rule  can  be  done  just  as  well  as  by  one  as  another. 

Excepting  the  terms  pycnostyle  and  araeostyle,  which  are 
useful  as  expressing  the  greatest  degree  of  closeness  or  of 


OP  ARCHITECTURK.  51 

openness  of  inter^olomniation  consistent  with  well-propor- 
tioned arrangement,  the  others  may  be  dispensed  with.  To 
designate  one  mode  as  mstyle,  par  excdenot,  is  very  much  like 
saying  that  the  proportions  assigned  to  it,  viz.,  2*30',  or  2^ 
diameters,  are  the  very  best,  and  all  the  rest  comparatiyely 
defective;  according  to  which  doctrine,  the  monotriglyphic 
mode  of  inter-colnmniation  nsnally  employed  by  the  Greeks 
in  their  Doric  temples,  and  which  answers  to  the  character 
of  pycnostyle,  is  not  so  well-proportioned  as  what  is  emphati- 
cally called  enstyle.  Let  it  be  whatever  it  may,  as  expressed 
in  terms  of  the  diameter  of  the  columns,  inter-colnmniation 
should  always  deserve  the  name  of  enstyle,  or  wellrpropar- 
H(med,  by  being  snch  as  satisfies  the  eye,  and  contributes  to 
the  particular  character  tliat  befits  the  occasion,  and  har- 
moniaes  with  the  other  proportions  of  the  structure.  Pyc- 
nostyle, or  close  spacing,  carries  with  it  the  expression  of 
both  richness  and  strength,  the  solids,  or  columns,  being 
very  little  less  than  the  voids  or  inter-columns.  Arseostyle, 
or  wide  spacing — and  ditriglyphic  Doric  inter-columniation  . 
may  be  called  such — ^produces  an  effect  of  openness  and 
lightness,  but  also  partakes  of  meagreness  and  weakness, 
owing  to  the  want  of  sufficient  apparent  support  for  the 
entablature — a  very  frequent  fault  in  modern  architecture, 
where  firugality  as  to  columniation  has  often  been  allowed  to 
produce  a  degree  of  poverty,  which  contrasts  very  disagree- 
ably with  that  of  the  decoration  affected  by  the  Order  itself. 
Inter-columniation  ought  to  be  made  to  depend,  in  some 
measure,  upon  the  nature  of  the  composition:  a  tetrastyle 
portico,  for  instance,  or  a  distyie  in  antis,  admits  of  wider 
inter-columniation  than  would  be  suitable  for  an  octrastyle; 
because  pycnostyle,  where  there  are  only  three  inter-columns, 
would  produce  too  great  narrowness  of  general  proportions 
for  a  portico. 

Hardly  is  there  need  for  observing,  that,  be  their  propor- 
tions what  they  may,  the  inter^olumns  in  a  colonade  or 
portico  must  be  all  alike;  nevertheless,  in  a  Grecian  Doric 
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portico  there  is,  as  we  have  seen,  some  difference,  the  two 
extreme  inter-colmnns  being  there  narrower  by  the  width  ot 
half  a  triglyph.  There  is,  besides,  another  exception  from 
the  general  principle;  for  the  centre  inter-colomn  of  a  portico 
was  frequently  made  somewhat  wider  than  the  others,  in 
order  to  mark  the  entrance,  and  the  better  to  display  and 
afford  greater  space  for  access  to  the  door  within. 

One  mode  of  colonmiation  and  inter-colmnniation  which 
remains  to  be  spoken  of,  is  that  which  has  been  sometimes 
practised  by  modem  arcidtects,  and  combines  the  two  ex- 
tremes of  pycnostyle,  or  still  closer  inter-colnmniation  and 
arssostyle.  This  consists  in  coupling  the  columns,  and  mak- 
ing a  wide  inter-column  between  every  pair  of  columns;  so 
that,  as  regards  the  average  proportion  between  solids  and 
voids,  that  disposition  does  not  differ  from  what  it  would  be 
were  the  columns  placed  singly. 

Although  denounced  by  some  critics,  more  especially  Alga- 
ratti,  as  altogether  licentious  and  indefensible,  and  although 
it  is  not  to  be  specially  recommended  or  indeed  practicable 
•on  every  occasion,  the  coupling  of  columns  may,  under  some 
circumstances,  be  not  only  excusable,  but  advisable  and 
proper.  As  is  the  case  with  almost  everything  else  in  mat- 
ters of  art,  all  depends  upon  how  it  is  done,  and  whether 
with  or  without  sufficient  reason.  That  there  is  no  classical 
authority  for  it,  is  no  valid  reason  against  it;  in  the  consti- 
tution of  the  ancient  temples  there  was  nothing  to  require  or 
motive  it.  It  may  be  conceded,  however,  that  coupled 
columns,  forming  a  prostyle  surmounted  by  a  pediment,  are 
objectionable;  because  where  so  strong  a  resemblance  to  the 
antique  model  is  preserved  in  other  respects,  a  departure  from 
it  in  regard  to  the  disposition  of  the  columns  has  a  disturb- 
ing effect. 

Having  gone  through  the  Classical  Orders,  and  explained 
their  elements  and  constitution,  we  have  performed  as  much 
as  we  purposed  or  as  we  promised.  Within  the  same  com- 
pass we  might,  no  doubt,  have  touched  upon  a  great  deal 
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besides  that  to  the  stady  of  Greek  and  Roman  Architectore, 
by  restricting  onrselves  to  bare  matter-of-fact,  and  suppress- 
ing all  comment,  and  so  treating  the  subject  drily  and  super- 
ficially.  Proceeding  npon  the  principle  muUvM  haud  mvUa, 
we  have  aimed  at  nothing  more  than  to  initiate  the  reader  in 
such  a  manner  as  to  excite  interest  in  the  subject  and  stimu- 
late further  inquiry.  Should  ^e  have  effected  that,  we  shall 
haye  gained  our  purpose.  Although  the  Orders  have  been 
classified  according  to  the  old  division,  the  reader  must  re- 
member that  it  is  not  expected  that  he  shall  be  a  plodder 
who  works  by  rate  and  routine.  Much,  very  much  indeed, 
will  have  been  learned  by  the  reader,  should  he  have  learned, 
or  have  been  put  in  the  way  of  learning,  to  look  upon  those 
various  compositions  in  the  several  Orders,  not  merdy  with 
eyes  of  a  Builder  or  a  Mechanic,  but  with  the  intuition  and 
the  feeling  of  an  Artist;  in  short,  to  look  upon  them  as 
general  types  to  be  diligently  studied,  and  then  imitated  with 
congenial  gusto 
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BOOK     II. 


SKBTOSD  OP  THB  BZ8T0BT  AND  DBSCRXPTION  Or  TBI  STTLBS  OV 
ABCHITBOTUBB  OF  YABIOUB  GOUNTBDE8,  FBOK  THE  BABLIS8T  TO  THB 
PBBSBKT  TDIB. 

OHAFTEBL 

ArckUecture  of  wariout  QmrUria. 

In  an  attempt  to  trace  the  origin  of  Aiddtectare,  with  a 
view  to  a  historj  of  the  Styles  that  preTailed  in  this  and 
othei  countries,  it  will  be  qdte  mmeoeeaaiy  to  give  any  ae- 
coont  of  the  diflerent  kinds  of  tents,  hnts,  and  other  timber 
erections  osed  as  ^e  early  habitations  of  mankind,  resnlting 
from  the  necessity  of  protection  from  the  indemency  of  the 
seasons,  and  which  required  little  skill  or  knowledge  of  con- 
struction. Onr  purpose  is  to  refer  only  to  sach  ancient  erec- 
tions of  durable  matmals  as  evince  a  knowledge  of  some  i^jB- 
tematic  construction,  or  were  the  source  from  which  pro- 
ceeded all  that  can  properly  be  called  Architecture. 

NinevA,  Baln^,  and  Egypi, 

The  first  city  that  contidned  solid  and  durable  edifices  was 
Nineveh,  the  capital  of  the  Assyrian  empire  and  the  residence 
of  the  Assyrian  kings,  founded  by  Asshur,  the  greatgrandson 
of  Noah.*  Jonah  speaks  of  it  as  an  exceeding  great  city  of 
three  days'  joumey:''f  it  is  described  by  Btrabo  as  larger 
than  Babylon:  the  wcills,  according  to  Diodorus,  were  100 
feet  high,  and  so  broad  that  three  chariots  might  be  driven  on 
them  abreaert :  upon  the  walls  stood  1500  towers,  each  200  feet 
in  height;  and  the  whole  was  so  strong  as  to  be  deemed  im- 
pregnable. That  this  dty  must  hare  been  one  of  great  gran- 
deur at  a  very  early  period,  there  can  be  little  doubt.  It  is 
mentioned  as  a  place  of  great  commercial  Importapce,  and 

•  G«MriBz.U.    <<Oatort]MtluidwtntAMhar,uidbaiIdedNin«Tdi.'* 
tChap.!iL8. 
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"  its  merchants  as  more  than  the  stars  of  heaven."  Ninevek 
was  taken  by  the  Medes  under  Arbaces,  in  the  eighth  centorj 
B.C.,  when  it  was  nearlj  destroyed;  and  qnite  so,  when  taken 
by  Gyaxeres,  625  b.  c.  All  that  now  remains  on  each  side 
of  the  Tigris  of  this  once  splendid  city,  has  the  appearance 
of  a  range  of  hills,  from  which  large  stones  and  bricks  con- 
nected with  bitmnen,  on  which  are  inscriptions,  are  frequently 
dug  np. 

The  next  city  noted  for  its  early  origin  was  Babylon^ 
foonded  by  Nimrod,  son  of  Gnsh,  and  grandson  of  Ham^  It 
is  described  by  the  andent  writers,  Strabo  and  Qointus  Gnr- 
tins,  as  a  city  of  great  strei^h  and  magnificence.  So  great 
was  the  circnit  of  its  walls  that  there  was  pasture  and  arable 
land  within  them  sufficient  to  support  the  whole  population 
during  a  long  siege.  According  to  Herodotus,  the  walls 
were  50  cubits  thick  and  200  in  height,  buUt  of  bricks  made 
from  the  earth  which  was  dug  out  of  l^e  ditch  that  surrounded 
the  dty.  In  the  walls  were  100  gates  made  of  brass,  as 
well  as  the  jambs  and  lintels.  It  has  been  said,  that  if  there 
was  a  dty  which  seemed  to  bid  defiance  to  any  predictions 
of  its  fall,  that  city  was  Babylon,  for  a  long  time  the  most 
famous  dty  of  .the  old  world,  whose  waUs  were  reckoned 
amongst  its  wonders. 

Tlie  rdins  that  have  been  discovered  on  each  side  of  the 
Euphrates  confirm  the  accounts  which  have  descended  to  us 
of  its  splendor,  although  notMng  now  remains  but  large  mass- 
es of  briok-work  laid  on  lime  mortar  of  ]good  quality.  On 
the  eastern  side,  it  is  supposed,  are  the  remains  of  the  great 
temple  of  Belu8,f  which,  according  to  Diodorus,  was  higher 
than  the  largest  pyramid.  Among  the  ruins  are  to  be  found 
fitigments  of  alabaster  vessels,  fine  earthenware,  marble,  and 
great  quantities  of  varnished  tiles,  whose  glazing  and  coloring 
are  still  fresh 

•  ewedB  X.  10.  *  'And  th«  trngfamiiig  oC  kb  kingdom  mB  Babel."    i 

t  The  temple  of  Belns,  aa  described  Ij  HerodotoB,  ma  of  a  pyramidal  limn,  iliBi* 

lar  to  the  Hindoo  temple  at  Tlu^Jort,  and  tii%  gn^t  Undean  ttni^on     It  iraa 

Ibnnded  by  Semiramii,  1660^0. 
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Of  what  date  these  are,  it  is  impossible  to  conjectare,  as 
so  little  iiiformation  exists  on  this  interesting  subject.  We 
are  told  that  in  the  time  of  Semiramis,  Qaeen  of  Assyria, 
1665  B.  c,  an  extensire  and  splendid  palace  existed  on  each 
side  of  the  Euphrates,  connected  by  a  tunnel  under  the  rirer, 
and  likewise  that  a  bridge  was  built  by  Nitocris  to  connect 
the  two  parts  of  the  city  divided  hj  the  £iq>hrates.  The 
piers  were  of  large  hewn  stones,  in  order  to  erect  which  the 
course  of  the  river  was  diverted,  and  its  bed  left  dry. 

The  city  was  brought  to  its  highest  degree  of  perfection 
by  Nebuchadnezzar,  about  the  year  600  b.  o.;  but  its  splen- 
dor must  have  been  of  short  duration,  as  about  60  years 
after  the  death  of  that  monarch,  and  during  the  reign  of 
Belshazzar,  it  was  taken  by  Gyrus.  From  that  time  it 
gradually  declined,  and  afterwards  became  a  part  ai  the 
great  Persian  monarchy. 

The  Egyptian  Thebes,*  situated  near  the  southern  extrem- 
ity of  that  empire,  is  the  most  ancient  city  of  whose  buildings 
any  remains  exist  at  the  present  time.  The  period  of  its 
foundation  ascends,  probably,  to  the  same  antiquity  as  that 
of  Nineveh  and  Babyion.  It  was  the  first  seat  of  the 
Egyptian  government,f  which,  at  an  early  x>eriod,  was 
transferred  to  Memphis,  near  the  northern  extremity  of  the 
empire.  From  this  time,  its  importance  declined;  but  iho 
imperishable  nature  of  the  materials,  and  the  immensity  of 
its  masses,  have  preserved  the  buildings  for  more  than  thx^e 
thousand  years.  Memphis,  less  fortunately  situated,  by 
being  nearer  the  line  of  communication  between  Asia  and 
Africa,  has  been  more  subject  to  the  destructive  caprices  of 
man,  and  has  disappeared  from  the  face  of  the  earth.*    At 

•  Tbe  moit  ancient  nune  of  ThebM  ia  Fiathroi,  and  it  wu  so  called  from  Fatfa- 
raism,  son  of  Mizraim  and  son  of  Bam.  Uinaim  wma  the  lint  oecnpier  of  the 
oottntry  of  BgTpt* 

t  The  flnt  king  mentioned  ia  Menei,  who  ia  anppoaed  to  haye  lived  2000  B.a,  and 
oontemporary  with  the  era  of  the  Chineae  emperor  Oao,  with  whom  the  historical 
period  of  China  begina. 

•  SgTptwaaeonqnered^Ounbjaea,  636  yean  B.  a;  after  which  time  it  beoame 
a  proTiDoe  of  Persia. 
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present  the  site  of  the  citj  of  Thebes  is  occupied  by  four 
principal  villages, — ^Lnzor  and  Kamac  on  the  eastern  side, 
Oonmah  and  Medinet-Aboa  on  the  western  side  of  the 
riyer.  The  boildings  and  sculpture  of  this  gigantic  "  city 
of  a  hundred  gates/'  still  extant,  are  the  most  ancient  that 
exist  in  Egypt,  and  are  the  best  and  most  genuine  specimens 
of  Egyptian  art  and  architecture;  for  there  is  every  reason 
to  believe  that  by  far  the  greater  part  were  executed  before 
Egypt  had  yet  experienced  the  mfluence  of  tne  Greeks,  and 
long  before  the  Persian  invasion. 

The  rains,  chiefly  consisting  of  temples,  colossi,  sphinxes, 
and  obelisks,  occupy  nearly  the  whole  extent  of  the  valley 
of  the  Nile,  a  space  of  six  miles  from  east  to  west.  On  the 
western  dde,  where  the  ruins  of  this  vast  city  terminate, 
those  of  the  "city  of  the  dead"  commence,  among  which 
there  are  tombs  excavated  in  the  rocks,  and  decorated  with 
paifaitings — still  as  fresh  as  though  the  artist's  hand  had  been 
engaged  upon  them  but  a  few  weeks  past. 

The  principal  remains  of  Egyptian  architecture  (chiefly 
temples)  are  to  be  found  on  the  banks  of  the  Nile,  and 
extend  from  Cairo  to  Nubia,  a  distance  of  500  miles.  The 
peculiarity  observable  in  all,  is  the  great  sublimity  of  the 
masses,  the  grandeur  and  severity,  of  every  line,  by  which 
their  buildings  bear  the  stamp  of  that  sentiment  of  eternal 
duration  which  they  were  always  so  anxious  to  realize  in 
their  monuments. 

At  a  very  early  period  the  Egyptians  were  extremely 
skilful  in  working  stone,  an  art  in  which  they  have  never 
been  surpassed.  The  large  blocks  of  stone  of  which  their 
temples  are  composed  are  well  squared,  and  so  laid  that  the 
joints  are  scarcely  visible. 

The  jnost  interesting  and  complete  temple  in  the  whole 
valley  of  the  Nile  is  that  of  Edfou,  about  25  miles  above 
Thebes.  This  great  and  magnificent  temple  is  one  of  the 
largest  in  Egypt,  and  is  in  comparatively  good  preservation. 
Its  form  is  rectangular,  and  its  general  dimensions  450  feet 
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by  140  feet.  In  the  centre  of  one  of  the  sides  is  the  entrsnoe 
between  two  doping  towers,  100  feet  in  length  hj  82  feet  in 
width,  on  the  surface  of  which  are  represented  some  colossal 
figoies;  and  above  these  are  two  rows  of  smaller  ones,  sup- 
posed to  be  the  divinities  of  the  temple,  receiving  the  offer- 
ings of  the  Ptolemies.  Within  is  a  coort,  snironnded  by  a 
colonnade  on  three  sides,  and  on  the  side  facing  the  entrance 
is  a  beantiM  pronaos  or  portico,  of  eighteen  columns:  beyond 
this  is  another  %f  smaller  dimensions;  and  further  on  are  the 
walls  which  protect  the  sanctuary  and  its  dependendee:  these 
are  so  completely  filled  np  with  sand  and  soU,  that  it  is  nearly 
impossible  to  reach  them.  All  the  columns,  friezes,  and  cor- 
nices, and  the  whole  surfaces  of  the  walls,  inside  as  well  as 
out,  both  of  the  pronaos  and  court,  are  covered  with  symboli- 
cal sculptures,  hieroglyphical  inscriptions,  and  representations 
of  offerings  to  their  divinities. 

Of  all  the  works  of  the  ancient  Egyptians,  those  which  have 
caused  the  greatest  wonder  to  the  world  at  large  are  the 
Pyramids  of  Qizeh,  supposed  by  Sir  Oardner  Wilkinson  to 
have  been  erected  2120  years  b.c.*  Herodotus  dates  the 
Great  Pyramid  about  900  years  b.o.,  or  about  460  years 
before  he  visited  Egypt.  Chevalier  Bunsen  places  them 
about  2000  years  before  that  period;  and  this  is  confirmed 
by  the  opinions  of  GhampolMon  and  Rosellini. 

The  Oreat  Pyramid,  said  to  have  been  built  by  Gheops,f  is 
TOO  feet  square  at  the  base,  and  4*70  feet  in  height;  the  second 
is  650  feet  square,  and  160  feet  in  height;  the  third,  400  feet 
square,  and  160  feet  in  height.  About  300  paces  from  the 
second  pyramid  stands  the  gigantic  statue  of  the  Sphinx, 
whose  length,  from  the  forepart  to  the  tail,  has  been  found  to 
be  125  feet.  Belzoni  cleared  away  the  sand,  and  found  a 
temple  between  its  legs,  and  another  in  one  of  its  paws. 

The  mechanical  skill  of  the  Egyptians  is  shown  in  their 
quarrying  and  working  stone;  and  the  means  that  must  have 

•  And  attrllrated  by  iiiin  to  Saphii  and  SAn-avpUa. 
t  Hm  other  two  l)j  OephrtoM  and  l^otriiiiu. 
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been  used  to  convej  sach  immense  blocks  of  stone  as  we  find 
in  their  works,  from  qnarries  situated  at  a  distance  from  them, 
natorally  surprise  ns.^ 

The  obelisks  of  Thebes  and  Heliopolis  vary  in  size  from  tO 
to  93  feet  in  length, "*"  and  are  built  of  one  stone.  The  largest 
in  Egypt,  which  is  at  the  great  temple  at  Eamac,  is  calculated 
to  weigh  297  tons,  and  was  brought  about  138  miles  from 
the  quarry.  Those  at  Heliopolis  passed  over  a  space  of  800 
miles. 

The  two  colossal  statues  in  a  sitting  attitude  (one  of  which 
is  the  Tocal  Memnon),  are  each  of  a  single  block,  47  feet  in 
height,  and  contain  11,500  cubic  feet:  they  are  carved  front 
stone  not  known  within  several  days'  journey  from  the  place 
where  the  statues  are  found;  and  at  Memnonium  is  a  colossal 
statue,  which,  when  entire,  weighed  887  tons.  The  raising 
of  the  obelisks  is  considered  a  far  greater  test  of  mechanical 
diH  than  the  transport  of  these  prodigious  weights;  but  into 
liie  mode  that  was  adopted  we  have  no  ins^ht  from  any  re- 
presentations yet  discovered. 

Of  the  taste,  style,  and  character  of  Egyptian  Architecture, 
little  can  be  said  beyond  admiration  at  the  immensity  of  the 
works,  and  the  patience  with  which  they  must  have  been 
accomplished. 

The  masses  of  material  which  the  country  produced 
measured  their  efforts  and  conceptions,  and  their  inven- 
tion was  exhausted  by  a  very  restricted  number  of  combi- 
nations. 

Then*  monuments  are  admirable  for  grandeur  and  solidity, 
and  they  have  a  truly  imposing  effect;  but  we  can  only  con- 
sider them  as  part  of  the  history  of  Architecture  and  Art, 
because  the  ornaments  and  sculpture,  originating  from  a  sym- 
bolical religion  peculiar  to  the  Egyptians,  admit  of  no  revival, 
even  were  art  more  immediately  connected  with  them. 

The  columns  are  evidently  a  representation  of  a  bundle 
of  reeds  or  'lotu»«tems,  tied  together  at  the  top  and  base,  the 

•  tb  Gwdner  WilklnMii'*  **  HEumeni  and  Costoma  of  the  Anotent  Egjptitaa,*' 
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leaves  of  which,  as  well  as  those  of  the  palm,  are  chiefly  used 
in  ornamenting  the  capitals. 


CHAPTER  IL 

Grecian  Architecture. 


Architecture  and  Art  have  been  always  progressive,  and 
have  not  appeared  at  once  in  fnll  perfection;  yet,  in  our  ad- 
miration of  their  perfection,  we  do  not  always  consider  the 
history  of  their  progression,  or  the  sources  from  whence  they 
q)rang.  Ko  style,  with  the  exception  of  the  Egyptian,  was 
the  spontaneous  growth  of  the  soil  on  which  it  flourished,  or 
proceeded  directly  from  the  nations  that  practised  it;  the 
the  genns  of  all  other  styles  were  borrowed  from  people 
whose  habits  and  religious  customs  were  totally  dissimilar; 
and  its  advances  or  unprovements  were  the  natural  results  | 
of  civilization,  caused  by  intercourse  with  other  nations  in 
times  of  peace,  or  by  the  adoption  of  all  that  was  worthy 
of  imitation  in  conquered  states,  during  the  incessant  wars 
that  were  carried  on  in  the  eastern  parts  of  the  world. 

Thus  was  it  with  the  much-admired  Architecture  and  Arts 
of  Greece  and  Rome,  so  that  centuries  elapsed  ere  any  thing 
worthy  of  those  terms  was  to  be  found  in  either  empire. 

Greece  was  divided  into  a  number  of  petty  states,  which,  in- 
dependent of  each  other,  and,  therefore,  necessarily  rivals,  sur- 
rounded themselves,  as  a  means  of  protection,  with  thick  walls, 
long  before  they  had  learned  the  art  of  building  temples^  and 
when  their  huts  or  houses  were  of  the  rudest  character.  The 
first  erections'were  their  acropoles,  inva^bly  situated  on 
eminences  which  were  ocmverted  into  citadels,  and  served  for 
places  of  security  when  the  population  became  too  numerous 
to  remain  in  them,  and  had  spread  themselves  over  the  sur- 
rounding phiins.  The  acropoles  usually  contained  all  things 
of  the  greatest  value  to  the  community,  such  as  the  public 
treasures,  the  archives,  and  the  temples  of  the  tutelary 


OF   ARCHITECTURE.  61 

diyinities;  indeed,  they  were  to  the  Greeks  what  the  capltol 
was  to  the  Komans. 

The  oldest  remains  of  walls  and  acropoles  exist  at  Tiryns, 
or  Tyrinthos,  and  Mycenae,  near  Argns,  in  the  Morea,  and  are 
said  to  have  been  built  by  the  Cyclopes,  a  tribe  which  is  sup- 
posed to  have  arrived  from  Thrace  or  Phcenida,  and  settled 
in  Asia  Minor.  The  date  of  the  masonry  is  supposed  to  be 
coeval  with  the  time  of  Abraham,  who  arrived  in  Canaan  b.  g. 
1917.*  Sir  William  Gell  makes  the  date  of  the  buildings  b.  g. 
1379.  All  that  at  present  exists  of  Tiryns  consists  of  portions 
of  the  walls  of  the  acropolis,  which  are  from  21  to  25  feet  in 
thickness,  and  45  feet  in  hdght,  built  of  tremendous  blocks 
of  stone,  from  10  to  13  feet  long,  and  4  feet  4  inches  thick.  In 
the  thickness  of  these  walls  are  two  ranges  of  galleries,  each  5 
feet  broad  and  about  12  feet  high:  the  shape  of  these  passages 
is  triangular,  the  sides  sloping  upward  until  they  meet.  This 
form  was  obtained  by  making  the  horizontal  courses  of  mason* 
ry  project  one  beyond  the  other,  the  edge  of  each  course  being 
splayed  off  so  as  to  give,  from  the  interior,  very  much  the 
apppearance  of  a  kind  of  arch  having  been  constructed.  They 
probably  conducted  round  the  whole  of  the  citadel,  and  were 
used  as  shelters  for  the  garrison  during  the  night  or  bad 
weather.  Mr.  Woodsf  says,  that  no  tool  seems  to  have  been 
applied  to  the  stone,  but  that  the  rude  masses  are  merely 
heaped  on  one  another,  taking  care  in  the  position  of  each  suo- 
eessive  block  to  place  it  where  it  would  most  exactly  fit  into- 
the  work,  and  most  probably  keeping  the  smoothest  side  out- 
wards to  form  the  fiEUse  of  the  work.  The  workmanship 
of  these  walls  is  nothing  more  than  that  of  the  modem  fencing 
without  mortar,  the  interstices  between  the  larger  stones  being 
filled  up  with  others  of  smaller  size,  unworked,  and  merely 
heaped  on  one  another.  Pausanias  informs  us,  that  when  the 
Argives  attempted  to  destroy  Tiryns,  the  walls  were  so  strong 
that  they  could  not  throw  them  down:  he  also  describes  them 

•  Fosbroke. 

t  **  Letten  on  Arohitectare,**  2  toIb.  4to. 
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to  be  eqnally  worthy  of  admiratton  with  the  Pyramids  of 
Egypt.t 

The  next  dty  connected  with  Greece  that  demands  our 
notice^  on  acoonnt  of  its  early  fortifications  and  acropoUs. 
of  which  parts  exist  at  the  present  time,  is  Mycens,  neat 
Argos>  likewise  built  by  the  Cyclopes,  or  by  Mycensens, 
B.  c.  1700,  and  ccmsiderably  enlarged  by  Persens  about 
B.  0.  1390.  The  walls  of  this  city,  like  those  of  TIryns,  are 
in  some  places  built  of  rongh  stones,  from  8  to  9  feet  in 
length:  when  entire,  they  mnst  hare  been  60  feet  high, 
although  at  present,  in  the  most  perfect  part,  their  height  is 
only  43  feet  The  general  thickness  is  21  feet,  bnt  in  some 
places  25  feet,  and  they  are  mostly  constructed  of  well- 
jointed  polygonal  stone.  Some  remains  of  towers  are  dis- 
oemible. 

"  The  Gate  of  tiie  Lions''  owes  its  celebrity  to  the  basso- 
relievo  by  which  it  is  sormounted,  the  subject  of  which  is 
two  lions,  with  their  fore^mwe  resting  on  a  pedestal:  from 
this  the  gateway  takes  its  name.  This  sculpture  (on  a 
triangular  stone  over  the  architrave)  is  the  most  ancient 
qpedmen  of  this  kind  of  Grecian  art;  it  is  10  feet  6  inches 
wide  at  the  base,  and  9  feet  in  height:  between  the  lions  is 
a  semi-circular  pUlar,  bearing  some  resemblance  to  the  Doric 
Order,  although,  contrary  to  the  general  usage,  it  increases 
in  size  from  the  bottom  to  the  top.  The  date  of  this  sculp- 
ture is  supposed  by  some  to  be  nearly  coeval  with  the  other 
part.  Pausanias  mentions,  that  in  his  day  it  was  r^>orted 
to  be  the  work  of  the  Cyclopes:  however  this  may  be,  there 
can  be  little  doubt  but  that  it  is  the  oldest  specimen  of  Gre- 
cian sculpture  now  existing.  The  architrave  over  this  gate 
is  of  one  stone,  15  feet  long,  and  4  feet  4  inches  in  height, 
and  in  it  are  visible  sockets  of  about  3  inches  in  diameter, 
which  received  the  pivots  upon  which  the  gates  turned. 

t  Sbr  WOUam  G«U  states,  that  on  the  centre  of  the  architniTe  of  the  gatee  an 
holes,  whioh  leads  him  to  suppose  that  the  gates  were  hong  (h>m  large  otatnA 
piTots,  so  that  one  side  opened  inwards,  while  the  others  advanced. 
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We  maj  here  mention  a  subterranean  building  at  Mycen», 
known  as  the  Treasury  of  Atreus,  the  father  of  Agamemnon:* 
the  piindpal  chamber  is  of  a  circular  form,  48  feet  in  diam- 
eter, and  about  49  feet  in  height.  The  covering  of  this 
building  has  the  appearance  of  the  inside  of  a  dome,  which 
has  led  some  authors  to  suppose  that  the  arch  was  known 
in  Greece  at  a  very  early  period ;  but  it  is  now  ascertained 
that  the  principle  of  the  arch  does  not  exist  in  it,  as  the 
construction  is  the  same  as  in  the  arched  passages  at  Tiryns: 
the  courses  are  horizontal,  each  projecting  beyond  the  other, 
with  the  lower  angles  cut  away  until  they  meet  at  the  apex, 
which  consists  of  one  very  large  stone.  Beyond  this  is  a 
yaolt  or  inner  chamber,  in  the  waUs  of  which,  as  well  as 
those  of  the  larger  chamber,  are  a  number  of  bronze  nails, 
which  in  all  probability  were  used  to  fasten  plate  of  metal 
to  the  walls  ;  a  custom  doubtless  resorted  to  on  some 
occasions,  as  we  read  of  **  brazen  chambers"  and  "  bra- 
zen   temples.''f      The  courses  of    stone  in    this   build* 

•  AtreuB  came  to  the  throne  of  Axgos  927  B.  c. 

t  There  are  other  instanoefl  of  subternmeoas  chambere  being  lined  with  thin 
plates  of  metal ;  that  at  Axgoi,  in  which  Acrldiu  oonCned  Wa  daughter,  was  prob- 
abfy  limllar  to  those  of  the  adjacent  riyal  city.— Vide  Donaldson's  '  Description  of 
the  SaMenaiieaa  Chamber  at  Hjwnm.* 
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ing  are  regular, 
although  of  un- 
equal size,  and 
laid  without  ce- 
ment :  the  lintel 
of  the  door  is  of 
one  piece  of 
stone,  of  about 
27  feet  long,  17 
feet  wide,  and 
3  feet  9  inches 
thick,  and  is 
calculated  to 
weigh  about  133 
tons  ;  a  mass  of 
stone  to  which 
none  can  be 
compared,  ex- 
cepting those 
used  in  Egypt.* 
Notwithstand- 
ing the  magni- 
tude of  these 
works,  the  sci- 
ence of  Mechan- 
ics was  in  its  in- 
fancy, and    the 


^>;^^^^^^5^<^.:;^. 


•  Mr  Donaldson  states  that  « there  are  nnmeroua  buildings  and  excaTationa 
in  Egypt,  Sicily,  and  Italy,  constructed  in  a  manner  similar  to  this  subterraneouH 
chamber.  In  the  Memnoninm  at  Thebes  is  an  oblong  chamber,  corered  by  a  semi 
circular  Taulting,  the  stones  of  which  hare  horizontal  courses  projecting  beyond 
each  other  as  they  adrance  in  height,  so  as  to  produce  that  curvilinear  fbrm. 
Near  Noto  in  Sicily,  in  the  district  of  Falconara,  on  the  road  from  MItitello  to  Vixii; 
also  in  Sardinia,  where  these  chambers  are  known  by  the  name  of  Norages  ;  and  at 
Tusculum,  near  Rome,  the  same  construction  exists  ;  but  in  none  of  these  do  w» 
possess  such  correct  dates  as  Pansanias  and  history  itself  ftimish  of  those  of 
OroomenuB  and  Mycenie."— Tide  supplementary  yolume  to  the  <  Antiquities  of 
Athens.' 
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Qreeks  bestowed  bnt  little  attention  on  their  private  hooses: 
all  the  splendor  and  magnificence  of  art  was  reserved  for  the 
Bmbellishment  of  their  temples  and  other  public  bnildings.'*' 
The  most  splendid  period  of  the  Grecian  history  was  be- 
tween the  sixth  and  fourth  centuries  before  the  Christian 
era,  during  the  time  of  the  wars  that  were  carried  on  be- 
tween the  Persians  and  the  principal  states  of  Greece,  and 
to  which  the  greatest  prosperity  of  the  Athenians  may  be 
attributed:  literature  was  cultivated,  and  the  arts  of  archi- 
tecture and  sculpture,  which  were  employed  to  ornament  the 
city,  were  carried  to  a  degree  of  excellence  that  has  never 
been  surpassed.  Greece  was  conquered  by  the  Romans  146 
B.  c,  and  became  a  Roman  province,  although  Athens  and 
Delphi  were  declared  as  free  towns.  Its  history  from  this 
period  is  without  interest  to  us  in  our  inquiry  into  the  pro- 
gress of  art.f  It  was  overrun  by  the  Goths  in  267  ▲.  d., 
and  again  in  398  a.  d.  under  Alaric;  and  after  being  occu- 
pied by  the  Crusaders  and  Venetians,  at  last  fell  into  the 
power  of  the  Turks,  on  the  conquest  of  Constantinople.^ 


CHAPTER  m. 
Roman  Ardiitecture. 
The  Architecture  of  the  Romans  can  scarcely  be  said  to 
be  original ;  it  was  unquestionably  borrowed  from  the 
Etruscans.  Etruria,  a  city  of  Italy  now  called  Tuscany,  is 
supposed  to  have  been  a  colony  of  Greece.  This  opinion  has 
been  formed  by  the  great  solidity  of  the  walls  tlmt  surround 
their  cities,  consisting  of  enormous  blocks  of  stone,  similar 

*  OtM  remark  may  not  be  out  of  place  here,  which  will  explain  the  mode  of 
deciding  on  the  date  of  the  temples,  vis.,  that  in  the  earUert  the  diameter  of  the 
r  ^1  iinQR  was  greater  in  proportion  to  their  height,  and  the  interoolumniationH 
wer«  less,  than  those  of  a  later  period. 

t  See  page  965  for  farther  desoriptioM  of  GiMiaa  Imbiteolani. 

;  The  cloacs,  or  sewers,  which  extended  under  the  whole  of  Rome,  #ere  a  work 
on  which  time  and  expense  were  not  spared ;  they  were  jf  wrought  stone,  and  in 
height  and  breadth  were  so  considerable  that  a  cart  loaded  with  hay  could  pass 
thnngh  them 
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to  the  masonry  of  the  Cyclopes,  and  said  to  be  coeval  with 
the  walls  of  Tiryns,  Mycense,  and  other  works  of  a  very  early 
age.  The  instruction  in  the  art  of  boilding  that  the  Komans 
received  from  the  Etmscans  was  not  probably  before  the 
time  of  the  Tarqnins,  540  b.  c,  when  their  edifices  began 
to  be  constructed  on  fixed  principles.  The  first  Tarqain, 
who  was  a  native  of  Etmria,  did  much  towards  the  improve- 
ment of  Rome,  and  brought  from  his  native  country  a  taste 
for  that  grandeur  and  solidity  which  prevailed  in  the  Etrus- 
can works.  Under  his  reign  the  city  was  fortified,  and  the 
walls  built  of  hewn  stone.  The  reign  of  the  second  Tarquin 
was  distinguised  by  the  erection  of  temples,  schools  for  both 
sexes,  and  halls  for  the  administration  of  justice  :  this  was 
about  508  b.  g.  :  but  to  Tarquinius  Superbus,  the  seventh 
and  last  king,  Rome  was  indebted  for  its  greatest  improve- 
ments ;  he  continued  the  building  of  the  temple  of  Jupiter 
Capitolinus,  finished  the  Circus  and  other  public  buildings, 
and  made  a  regular  drainage  of  the  city  to  the  Tiber.* 

It  will  be  impossible  to  trace  the  Architecture  of  the 
Romans  throi^h  its  various  stages  between  the  time  of  the 
last  king,  508  b.  c,  and  the  subjugation  of  Greece  by  that 
people  in  145  b.  c,  a  period  of  363  years.  The  disputes 
in  which  they  were  continually  engaged  left  little  leisure  for 
the  arts  of  peace.  During  the  time  that  Appius  Claudius 
was  Censor,  about  309  b.  c,  the  earliest  paved  road  was 
made  by  the  Romans ;  it  was  first  carried  to  Capua,  and 
afterwards  continued  a  length  altogether  of  350  miles :  it 
was  paved  with  the  hardest  stone,  and  it  remains  entire  at 
the  present  day.  To  Appius  Claudius  belongs  the  honor  of 
raising  the  first  aqueduct :  the  water  with  which  it  supplied 
the  city  was  collected  from  the  neighborhood  of  Erascati, 
about  100  feet  above  the  level  of  Rome. 

The  materials  for  carrying  on  a  continuous  investigation 

*  We  have  been  compelled  to  go  into  the  general  history  of  the  nations  in  which 
Architeotore  has  originated,  as  it  is  nearly  impoBsible  to  give  the  history  of  one 
without  the  other.  An  improyemont  in  art  has  invariably  been  canaed  bj  loinff 
great  change  in  the  policy  or  religion  of  nations. 
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of  the  styles  of  the  Roman  buildings  are  so  scanty,  that  we 
will  not  detain  the  reader  with  tiseless  speculations,  but  at 
once  proceed  to  that  period  when  Greece  was  reduced  to  a 
Koman  province,  145  b.  c.  Art,  in  the  strict  application 
of  that  word,  was  not  properly  understood  by  the  victorious 
Romans  at  this  time;  but  after  a  succession  of  triumphant 
wars,  when  immense  treasure  was  brought  to  Rome,  and 
they  wished  to  celebrate  their  victories,  there  became  a 
necessity  for  erections  to  record  them,  and  the  riches  that 
were  amassed  were  expended  in  the  adornment  of  Rome. 

The  Greek  Architects  who  settled  in  Italy  executed  works 
of  great  beauty;  they  founded  a  school  of  art,  and  modified 
that  which  were  practised  in  their  own  country,  to  suit  the 
habits,  taste,  and  climate  of  the  Romans.  The  Romans 
were  at  all  times  anxious  to  subjugate,  for  their  own  purposes, 
those  nations  that  successfully  cultivated  the  arts;  a  motive 
which,  joined  to  the  desire  of  aggrandizement,  induced  them 
at  a  very  early  period  to  carry  their  arms  against  the  Etrus- 
cans, who  were  in  a  far  higher  state  of  civilization  than  them- 
selves. We  find  that  they  drew  supplies  of  artists  from  Sicily, 
Asia  Minor,  and  Greece,  instead  of  employing  their  own 
citizens.  Although,  in  Rome,  Architecture  lost  its  simplicity, 
it  gained  in  magnificence:  it  there  took  a  deeper  root  than 
the  other  arts,  from  its  affording,  by  the  dimensions  of  its 
monuments,  more  splendor  to  the  character  of  so  dominating 
a  nation. 

The  first  effort  of  Architecture  was  shown  in  the  temple 
reared  to  Minerva  at  Rome,  by  Pompey  the  Great,  about 
60  years  b.  c.  The  villas  of  the  Romans  were  at  this  period 
of  considerable  extent:  the  statues  of  Greece  had  been 
required  for  their  decoration,  besides  a  plentiful  supply  of 
all  that  Greek  art  afforded.  We  find  that  Cicero  was  in  the 
habit  of  employing  two  Greek  architects,  Ohrysippus  and 
Clautius,  on  his  buildings. 

The  first  permanent  theatre  that  existed  in  Rome  was 
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built  hj  Pompey,  64  b.  c,  and  was  capable  of  containing 
40,000  persons. 

In  the  time  of  Angnstos  (from  30  b.  c.  to  14  a.  d.)  we 
find  that  the  Italian  buildings  attained  a  point  of  magnifi. 
cence  far  beyond  all  that  preceded.  The  conquest  of  nearly 
the  whole  of  the  then  known  world,  added  to  a  general 
peace,  allowed  the  sovereign  to  turn  his  thoughts  to  the 
improvement  of  his  country;  and  a  constellation  of  illustrioufl 
philosophers  and  poets,  who  shone  at  this  time  in  the  metrop- 
olis of  the  empire,  gave  the  minds  of  the  people  an  inclination 
towards  subjects  more  useful  and  honorable  than  the  conquest 
of  remote  and  unoffending  nations.  The  patronage  of  litera- 
ture with  the  fine  arts  by  Augustus  produced  the  most 
brQliant  results,  and  has  caused  a  veneration  for  the  age  in 
which  he  lived.  The  perfection  which  literature  and  archi- 
tecture attained  during  his  dominion  effected  more  towards 
immortalizing  feome  than  all  the  conquests  of  its  emperors, 
and  raised  its  inhabitants  to  a  state  of  civilization  never 
before  equalled.  By  him  was  erected  the  temple  and  forum 
of  Mars  the  Avenger,  the  theatre  of  Marcellus,  and  a  large 
number  of  other  public  buildings.  His  boast  was  not  a  vain 
one,  when  he  asserted  that  he  found  his  capital  built  of  brick, 
and  he  left  it  of  marble. 

Nero  was  the  next  emperor  (with  the  exception  of  Clau- 
dius*) who  seemed  to  have  given  his  attention  to  Architec- 
ture; but  his  buildings  must  be  considered  more  as  monu- 
ments of  his  prodigality  and  expenditure  than  of  correct 
taste.  A  palace  was  erected  for  him,  than  which  nothing 
could  be  more  gorgeous,  nor  could  the  pomp  of  decoration 
be  carried  further. 

The  reigns  of  Vespasian  and  Titus  are  justly  celebrated 
by  the  erection  of  baths  and  amphitheatres  of  such  magni- 
tude as  to  astonish  the  world,  and  to  which  nothing  of  their 

•  Daring  the  reign  of  daadius,  one  of  the  finest  aqnedacts  of  Bome  was  corn- 
pletod,  whose  length  is  46  miles,  tod  the  water  passes  over  arches  raised  i 
than  100  feet  firom  the  surface  of  the  ground  for  nearlj  10  miles  of  It 
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kind,  eithlr  before  or  since,  will  bear  comparison.  The  Co- 
liseom,  so  named  from  its  gigantic  dimensions,  was  com- 
menced and  finished  hj  Vespasian  and  Titos:  it  was  capable 
of  containing  109,000  spectators,  who  conld  view  the  sports 
and  combats  in  the  arena.  The  baths  of  Titns  were  among 
the  wonders  of  the  age;  bat  their  remains  are  not  so  perfect 
as  those  of  others,  although  they  are  still  majestic.'*'  The 
Temple  of  Peace,  the  largest  covered  bnilding  of  antiqnity, 
and  another  temple  dedicated  to  Minerra,  of  the  richest  and 
most  exquisite  workmanship,  were  erected  at  this  time,  from 

TOtoSl  A.D. 

To  give  a  farther  description  of  the  buildings  of  ancient 
Rome  would  be  unnecessary,  as  our  object  is  only  to  treat 
of  the  history  of  the  Styles  of  Architecture,  to  show  the 
periods  at  which  they  attained  their  greatest  excellence,  and 
to  trace,  as  far  as  possible,  the  connection  of  one  with  the 
other.  We  therefore  pass  over  the  reigns  of  Trajan  and 
Hadrian,  celebrated  for  some  fine  architectural  works,  and 
proceed  to  the  styles  that  sprung  up,  on  the  decline  of  the 
empire,  among  those  nations  that  borrowed  their  first  prin- 
ciples of  art  from  the  Romans. 


CHAPTER  IV. 

Byzantium  and  Romanesque. 
Prom  the  time  of  Hadrian,  111  a.d.,  to  that  of  Constan- 
tine,  a  general  decline  in  the  Arts  took  place,  which,  how- 
ever, seemed  to  revive  in  the  reign  of  the  emperor,  and  many 
proofs  are  still  extant.  The  churches  that  were  built  imme- 
diately after  Oonstantine's  espousal  of  the  Christian  faith. 
The  basilicse,  or  halls  of  justice  of  the  ancient  Romans,  were 
undoubtedly  the  types  from  which  these  churches  were  taken; 
and  the  ruins  of  these  buildings  were  often  the  materials 
used.    The  columns  that  divide  the  centre  of  the  church 

*  The  ^thfl  of  Diocletian,  erected  294  a.  d^,  were  ef  great  extent  and  magnil 
«enee,  And  am  in  a  better  state  of  preaervation  than  those  of  ntiu. 
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were  often  taken  from  old  buildings— fiome  wctb  reduced  in 
lieight,  others  were  mounted  on  pedestals  to  suit  the  pur- 
poses to  which  they  were  applied. 
Among  the  edifices  demanding 
notice   are:  the  basilicia  of  St. 
Clement  at  Rome,  said  to  be 
built  on  the  spot  occupied  by  St. 
Clement,  the  immediate  successor 
of  St.  Peter.    This  is  the  only 
edifice  of  this  style  which  we  can 
describe  in  this  work.     It  is  en- 
tered by  a  court,  which  is  sur- 
rounded by  porticoes  and  sup- 
ported by  columns  and  piers;  on 
the  sides  parallel  to  the  front  of 
the  church  arches  spring  from 
the  columns,  but  on  the  others 
there  are  only  architrayes.    Un- 
der' the  portico  nearest  the  tem- 
ple were  placed  the  holy-water- 
Tases,  until  in  after  times  they 
were  removed  in  the  body  of  the 
church  at  the  western  door.  The 
centre  part  of  the  atrium  was  then 
used  for  burial  purposes.    The 
sacristy,     like     all     Christian 
churches  then,  was  semicircular 

in  plan,  and  the  altar,  the  throne  for  the  bishop,  and  exedra» 
or  benches  for  the  priests.  It  was  surmounted  by  a  haif- 
cupola,  the  front  of  which  is  richly  ornamented  with 
marble  and  paintings  of  Christ  and  the  Saints.  The 
cupola  is  covered  with  paintings  of  fcdiage  on  a  gold  ground; 
the  remainder  of  this  semicircular  part,  known  by  the  name 
of  "  apsis,"  is  richly  ornamented  with  figures  of  the  Saints. 
On  each  side  of  the  apsis  were  small  apis  sides.  One  of 
them  was  called  the  vestiarium,  and  contained  the  priests^ 
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robes  and  the  consecrated  vessels;  the  other,  the  evangeKum, 
received  the  sacred  books,  charters,  &c.  &c.  This  arrange- 
ment still  exists  in  Greece.  The  chancel,  which  was  nsed  by 
the  inferior  ecclesiastics,  and  contained  the  pulpit  and  am- 
bones,  was  situated  in  front  of  the  apsis,  and  enclosed  by  a 
low  partition  of  marble;  it  is  raised  one  step  from  the  level 
of  the  church.     The  floor  is  decorated  with  mosaics. 

The  Church  of  St.  Sophia  was  consecrated  May  330.  It 
is  built  like  a  Grecian  cross.  It  cost  one  million  dollars. 
Besides  this,  Constantine  built  25  churches.  The  cathedral 
at  Pisa,  in  Italy,  was  built  100  years  after  that  of  St.  So- 
phia. Its  plan  is  the  Latin  cross.  The  length  is  304  feet, 
and  the  width  101;  the  transverse  branch  is  234  feet  by  65 
feet  in  width.  A  detailed  account  we  cannot  give — a  mere 
sketch  is  all  we  promised. 


CHAPTER  V. 

The  Architecture  of  Germany ,  France,  and  Normandy. 

The  sacredness  of  religious  edifices  seems  to  have  protected 
them  from  demolition  and  the  hand  of  the  destroyer. 

Germany  lays  claim  to  churches  of  antiquity  superior  to 
those  of  any  other  country  this  side  of  the  Alps:  those  exist- 
ing of  the  tenth  and  eleventh  centuries  are  very  important 
in  the  history  of  the  art,  and  testify  extraordinary  solidity 
and  magnificence.  Such  are  the  churches  of  Spire,  Mentz, 
and  Worms.  That  of  Spire  was  founded  by  Conrad,  in  1030 ; 
the  east  end  of  that  at  Worms,  still  earlier,  was  commenced 
in  996,  and  the  building  was  consecrated  in  1016;  the  oldest 
part  of  the  cathedral  of  Mentz  is  said  to  be  of  the  date 
of  Archbishop  Willigris,  between  918  and  1009. 

One  of  the  most  instructive  as  w^ll  as  the  most  ancient 
of  these  churches  is  that  at  Worms,  now  in  a  very  perfect  state 
of  preservation.  The  plan  is  strongly  distinguished  by  the 
cross;  the  piers  separatmg  the  nave  from  the  aisles  are  square, 
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with  columns  at  alternate  piers,  to  carry  the  stone  Taulting, 
which  embraces  two  compartments  of  the  lateral  arches  be- 
tween each  groin  or  rib.  The  east  end  is  square  on  the  face 
extemallj,  but  semicircular  inside;  thus  retaining  one  of  the 
prmcipal  features  of  the  Romanesque  basUicse.  On  each  side 
are  circular  turrets  containing  staircases,  and  corresponding 
with  two  at  the  west  end,  although  of  somewhat  larger 
dimensions.  *  The  entrances  are  in  the  north  and  south  sides, 
and  nearer  the  transepts  than  the  west  end.  This  arrange- 
ment is  quite  at  Tariance  with  all  preceding  buildings;  as 
instead  of  the  three  doorways  at  the  west  front,  there  is  an 
apsis  of  the  form  of  three  sides  of  an  octagon,  which  is  used 
as  a  chapel.  At  the  intersection  of  the  nave  and  transepts 
springs  an  octagonal  tower,  which  is  scarcely  higher  than  the 
nave  roof,  and  covered  with  a  cupola:  the  turrets  are  carried  to 
a  great  height,  and  terminate  conically.  This  church,  as  well 
as  those  of  the  same  date,  is  vaulted  with  stone  throughout, 
which  caused  the  introduction  of  the  shaft  on  the  face  of  the 
piersy  and  Ib  one  great  deviatioii  tcm  the  arrangement  of  the 
Roman  basilicse,  which  were  covered  with  horizontal  ceilings; 
or  else  the  wooden  roofs  were  left  exposed,  which  rested  on  the 
walls,  having  no  relation  vertically  to  the  substructure. 

T^e  church  of  St.  Castor,  at  Coblentz,  part  of  which  was 
built  in  the  eleventh  century,  is  likewise  executed  witb  semi- 
circnlar  arches,  which  spring  from  square  piers,  to  each  face 
of  which  a  square  colunm  is  attached.  This  may  be  considered 
as  one  of  the  steps  leading  towards  the  clustered  columns, 
which  gradually  were  introduced  into  the  naves  of  aU  churches 
throughout  the  western  part  of  Europe. 

The  early  German  churches,  although  differing  considerably 
from  each  other  in  their  general  plan,  still  retain  peculiarities 
that  are  not  to  be  seen  in  those  of  other  countries,  though 
erected  about  the  samd  period,  or  rather  later.  The  octa- 
gonal form  of  the  apsides  and  turrets,  and  ih&r  enrichments 
generally  retaining  a  primitive  character,  made  their  Lorn- 
bardic  origin  perceptible.  The  square  piers  which  support  the 
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Dare  arches  evince  a  direct  departure  from  the  Italian  types; 
there  is  likewise  a  prevalence  of  rectangular  faces  and  sqaare- 
edged  projections.  This  general  simplicity  may  be  well  ac- 
counted for,  when  we  consider  that  the  c^ef  impressions  were 
received  from  Romanesque  examples,  which  were  simplified 
from  necessity,  as  there  was  great  deficiency  in  knowledge 
of  art,  although  no  inferiority  in  mechanical  skill. 

In  the  cathedral  of  Worms  we  find  the  pointed  arch,  which 
was  not  introduced  generally  until  a  century  after  the  erection 
of  that  building;  therefore,  if  this  was  not  added  subsequently, 
it  confutes  many  of  the  theories  as  to  the  causes  and  dates 
of  its  introduction. 

The  church  of  Gelnhausen,  in  Suabia,  which  was  built  in 
the  beginning  of  the  thirtQBnth  century,  is  one  of  the  earliest 
German  churches  in  which  a  positive  change  of  style  is  per- 
ceptible throughout;  although  in  many  of  those  of  the  eleventh 
and  twelfth  centuries  there  exists  deviations  from  the  unity 
of  the  designs  which  are  difficult  to  be  accounted  for. 

The  heads  of  the  windows,  instead  of  being  semicircular, 
are  of  the  lancet  form,  with  cusps,  and  differ  firom  the  pro- 
portions before  adopted  by  being  long  and  narrow.  The 
arches  and  windows  in  the  nave  have  trefoiled  heads,  and 
the  windows  of  the  ce^tral  tower  possess  a  marked  distino- 
t  ^n  from  the  earlier  arrangements,  having  the  three  aper- 
tures with  trefoils  inscribed  in  a  semicircular  top,  and  sepa- 
rated by  mulHons. 

The  church  of  St.  Catherine  at  Oppenheim,  commenced 
in  1262,  resembles  in  plaji  that  of  Worms,  being  in  the  form 
of  a  Latin  cross,  and  having  semi-octagonal  chancels  at  the 
east  and  west  ends.  The  latter  is  of  a  subsequent  date,  and 
was  not  consecrated  before  1439.  This  peculiarity  is  ob- 
servable in  several  other  churches  in  Germany:  the  entrances 
are  on  the  north  and  south  sides. 

The  cathedral  of  Strasburg,  which  was  begun  in  122T, 
and  brought  to  its  present  state  in  1439,  holds  the  first 
rank  among  the  Gothic  churches  of  the  Continent,  in  point 
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of  the  high  degree  of  enrichment  which  prevails  thronghoat 
The  length  of  the  body  of  the  church  is  324  feet,  and  the 
height  of  the  nave  vault  is  98  feet.  The  western  facade 
is  divided  into  three  parts,  vertically,  by  buttresses  richly 
ornamented  with  caflopies  and  statues.  The  three  entrances 
are  crowned  by  crocketed  gables,  and  the  divergmg  sides  of 
the  doorways  are  completely  filled  with  niches  and  statues. 

This  cathedral  has  but  one  of  its  spires  completed,  which 
is  at  the  north-west  angle:  it  is  perforated  in  the  richest 
manner,  and  in  height  it  exceeds  any  other  church  in  Europe, 
being  414  feet  from  the  ground. 

The  cathedral  of  Cologne  was  one  of  magnificent  design, 
and  of  a  synmietry  not  surpassed  by  any  of  the  best  works 
of  Greece  or  Rome.  The  site  was  the  ruins  of  a  church 
built  by  Charlemagne.  Archbishop  Conrad  commenced  the 
church  in  1249.  The  length  was  over  500  feet;  the  width 
of  the  aisles  180  feet;  the  roofs  more  than  200  feet  high. 
The  western  towers  were  to  be  500  feet  high,  and  100  feet 
wide  at  the  base.  For  three  centuries  the  work,  by  spas- 
modic efforts,  was  extended ;  but  the  building  was  never 
entirely  completed.  All  that  is  now  done  is  to  keep  it  in 
repair. 

The  German  cathedral  at  TJlm  was  commenced  in  13TT. 
Its  length  is  416;  width,  166;  heighf,  141. 

Ratisbone  cathedral  was  built  in  1480. 

The  greatest  variety  of  forms,  both  in  traceries  and  orna- 
ments, prevails  throughout  most  of  the  larger  churches  of 
Germany  that  were  built  in  the  latter  part  of  the  Gothic 
era. 

The  buildings  of  France  of  the  ninth  and  tenth  centuries 
were  like  those  of  Germany,  in  the  Byzantine  or  Romanesque 
styles,  and  decorated  with  a  profusion  of  mosaic  and  other 
ornamental  work. 

The  invasion  of  the  Normans,  iu  the  ninth  and  tenth  cen- 
turies, caused  the  destruction  of  most  of  the  ecclesiastical 
edifices.    After  Rollo  had  become  Duke  of  Normandy,  and 
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embraced  the  Christian  faith,  he  vied  with  France  in  the 
erection  of  churches.  The  principles  of  the  architecture 
that  prevailed  in  both  countries  were  identical,  being  modi- 
fications of  the  Lombardic  styles,  and  were  characterized 
bj  the  general  use  of  the  semi-circular  forms  in  arches  or 
windows. 

One  of  the  earliest  French  churches  that  presents  any 
features  that  require  our  notice,  is  that  of  St.  Germain  des 
Pres,  which  was  built  by  Abbot  Morard,  in  1014.  The 
nave  of  the  church  still  remains  in  its  primitive  state.  The 
capitals  of  the  columns  possess  much  of  the  character  of  the 
Corinthian  Order;  whilst  others  are  composed  of  birds  and 
griffins.  In  the  churches  of  Normandy,  the  capitals  of  the 
colunms  are  direct  imitations  of  the  Corinthian  Order,  with 
the  exception  of  the  abaci. 

About  800  years  ago  the  large  cathedral  of  Chartres  and 
the  abbey  of  Cluny  of  France  were  built.  The  plan  is  cm- 
dforou 

Towards  the  end  of  the  twelfth  century  an  important 
change  took  place  in  the  architecture  of  the  western  parts  of 
Europe,  by  the  introduction  of  the  pointed  arch,  which  was 
used  instead  of  the  semicircular. 

Concerning  the  origin  of  the  pointed  arch  we  cannot 
treat.  By  some  it  is  supposed  that  it  was  used  in  Noah's 
Ark — and  some  buildings  of  great  antiquity  in  the  east,  at 
Jerusalem  and  Cairo,  are  of  a  pointed  form. 

Dr.  Milner  supposes  that  it 
arose  from  the  intersection  of 
semicircular  arches,  which  were 
frec[uently  introduced  on  the 
surface  of  the  walls  in  the  Nor- 
man Styles,  but  placed  there 
stlely  for  ornament,  as  in  St.Botolph's,  Colchester,  (England.) 

At  Castle  Acre  Prioiy  the  transition  is  apparent;  and  at 
Bristol  Cathedral  it  is  still  further  developed. 


It 
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GasUe  Acre  Priory 

At  St.  Jameses, 
Bristol,  within  the 
interfacing  mould- 
ings, there  is  a  lancet 
window,  the  arch  of 
which  is  struck  from 
the  same  centres,  and 
follows  the  inside  lines.  In  the  above  instances  referred  to, 
the  intersecting  semicircular  windows  are  not  detached  from 
the  wall. 

In  Christ  Chnrch,  Oxford, 
erected  1180,  there  is  an  in- 
stance of  an  interlacLDg  arc  ado 
supported  bj  colaraoa  entirely 
disengaged  from  the  wall,  and 
froni  its  cons  traction  as  well 
as  its  form  may  be  considered 
as  a  transition  between  the 
semicircular  and  the  pointed 
styles. 
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The  pointed  form  suggests  a  greater  loftiness  and  elegance 
in  ccMnposition,  and  to  a  certain  extent  the  principles  of 
arrangement  are  different:  these  again,  in  their  turn,  gradn- 
ally  gave  place  to  others,  apparently  as  much  at  yariance 
with  them  as  they  were  from  the  parent  source. 

The  Editor  differs  from  his  Author  and  agrees  with  Sir 
Christopher  Wren,  that  the  Saracens  of  the  East,  or  the 
Moors  of  Spain  were  the  originators  of  the  pointed  style  of 
Architecture. 


CHAPTER  VI. 
Syrian,  Persian,  and  Persepolitan  Architecture, 

The  ancient  edifices  of  Syria  were  undoubtedly  of  a  cha- 
racter very  similar  to  the  Egyptians,  if  we  may  judge  from 
the  intercourse  that  existed  between  these  nations.  There 
are  no  monuments  left  us  of  Phoenician  architecture. 

Solomon's  Temple  was  built  by  an  architect  and  work- 
men from  Tyre.  The  plan  was  a  paralellogram  of  about 
109^  feet  by  36  feet;  in  front  was  a  pronaos  or  portico  ex- 
tending along  the  whole  width  of  the  temple,  the  depth  of 
which  was  half  its  extent.  The  cell  or  main  body  of  the 
building  was  54 1  feet  deep,  and  the  sanctuary  beyond  36^. 
The  height  of  the  sanctuary  was  36J  feet,  the  middle  part 
or  cell  54|,  and  the  portico  36^.  The  body  temple  was  sur- 
rounded by  three  tiers  of  Chambers,  to  which  there  was  an 
ascent  by  stairs,  and  the  central  space  was  a  court  open  to 
the  sky.  Bells  were  suspended  about  the  temple  and  were 
probably  intended  by  the  sound  they  produced  on  being 
agitated  by  the  wind,  to  keep  off  the  birds  from  the  conse- 
crated edifice.  The  ends  of  the  beams  of  the  upper  floors 
rested  on  stone  corbels,  and  were  not  inserted  into  the  walls, 
which  were  lined  with  cedar,  on  which  were  figures  of  che- 
rubim made  of  wood  and  covered  with  gold;  these  were  ten 
cubits  high,  and  their  expanded  wings  extended  across  the 
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width  of  the  temple.  In  front  of  the  portico  were  two  pil- 
lars of  brass,  each  five  cnbits  high,  and  nearly  four  cabits  in 
diameter.  Th6  chapiters  or  capitals,  also  of  brass,  were  five 
cnbits  high;  one  was  ornamented  with  lilies  on  a  net-work 
ground,  the  other  with  pom^anates. 

The  "  House  of  the  Forest  of  Lebqjion"  was  larger  still 
than  the  temple. 

Persia  was  the  seat  of  one  of  the  most  powerful  empires 
of  Asia  from  a  very  early  period  nntil  the  invasion  of  ihe 
country  by  Alexander  the  Great,  330  B.C.,  during  which 
time  the  art  of  building  must  have  been  practised  to  a  great 
extent.  But  alasl  "  time  the  destroyer^  has  left  nothing  bat 
ruins  from  which  we  may  judge  of  its  former  splendor.  On 
the  great  fertile  plain  of  Merdasht  or  Istaker,  in  the  pro- 
vince of  Farisistan,  are  the  ruins  of  the  city  of  Persepolis. 
The  ruins  are  1,200  feet  from  north  to  south,  and  600  feet 
from  east  to  west.  It  is  undoubtedly  the  site  of  a  palace. 
There  are  other  ruins,  and  all  seem  to  indicate  that  some 
intimate  connection  must  have  existed  between  the  architects 
of  Persia  and  Egypt. 

A  great  resemblance  exists  between  the  present  architec- 
ture of  Persia  and  other  Mahommedan  countries,  and  it 
therefore  requires  no  description  of  its  peculiarities. 


CHAPTER  Vn. 
I%t  AmdefU  Ankitectwre  rf  Jndku 

Of  all  the  remains  of  ancient  buildings  that  hare  attracted 
the  curiosity  or  attention  of  the  traveller  devoted  to  anti- 
quarian research,  none  have  been  investigated  with  less 
satisfaction  as  regards  their  history  or  chronology  than  those 
of  India. 

The  ancient  monuments  of  India  are  of  two  kinds,  the 
excavated  and  the  structural;  the  one  being  cut  out  of  the 
rocks,  while  the  others  are  erected  of  different  materials  in 
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the  nsaal  way.  The  former  were  made  by  the  Baddhists, 
a  sect  whose  earliest  existence  dates  600  b.c. 

The  caves  consist  of  three  classes:  the  first  of  these  ar« 
Yihara,  or  monastery  cayes,  the  earliest  of  which  are  natural 
caverns  slightly  improved  by  art,  appropriated  to  religious 
purposes:  those  which  followed  had  a  verandah  opening  into 
the  cells  for  the  abodes  of  the  priests,  but  without  sanctu- 
aries or  images  of  any  kind.  The  simplest  form  of  these 
conMsts  of  merely  one  square  cell  and  a  porch,  sometimes 
nearly  30  feet  in  length;  in  others  the  arrangement  is  ex- 
tended by  the  verandah  opening  into  a  square  hall,  on  three 
sides  of  which  the  cells  are  placed.  Another  subdivision  of 
the  Yihara  caves  consists  in  the  enlargement  of  the  hall  and 
the  consequent  necessity  for  the  use  of  pillars.  In  these, 
besides  the  cells  there  was  always  a  deep  recess  facing  the 
entrance,  in  which  the  statue  of  Buddah,  with  his  attendants, 
was  usiially  placed;  thus  making  the  cave  not  only  an  abode 
for  the  priests,  but  a  place  of  worship.  To  this  division  by 
far  the  greater  number  of  Buddhist  excavations  belong; 
those  at  Ajunta  are  the  finest,  though  good  specimens  exist 
at  EUora  and  Salsette. 

The  second  class  consists  of  Buddhist  Chaitya  caves:  these 
must  be  considered  as  the  temples  or  churches,  and  one  or 
more  of  them  is  attached  to  every  set  of  caves  in  the  west  pf 
India:  the  plan  and  arrangement  of  them  are  exactly  the 
same,  though  the  details  and  sculpture  vary  with  the  age  in 
which  they  were  erected.  These,  unlike  the  Yiharas,  seem 
to  have  taken  the  same  form  at  once,  as  is  seen  in  that  of 
Karli,  which  is  the  most  perfect,  and  believed  to  be  the  oldest 
in  India.  It  has  been  supposed  &om  this  circumstance  that 
they  were  copies  of  the  interiors  of  structural  buildings, 
though  no  traces  of  such  buildings  exist  in  India,  Ceylon,  or 
beyond  the  Ganges.  In  all  these  caves  there  is  an  external 
porch,  or  music-gallery,  and  an  internal  gallery  over  the 
entrance;  the  centre  part  of  the  temple  is  surrounded  by  cir- 
cular or  octagonal  pillars  that  divide  it  from  the  aisles,  and 
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are  carried  round  the  semicircalar  part  at  the  farthest  end^ 
and  which  may  be  considered  as  an  apsis:  the  whole  bears  a 
strong  resemblance  to  the  arrangement  of  the  early  Norman 
churches.  The  nave  or  centre  part  is  twice  its  width,  and  is 
roofed  by  a  wagon  vault;  the  roof  of  the  aisles  is  generally 
flat.  In  the  centre  of  the  semicircular  part  stands  the 
Daghopa,  in  part  of  which  there  is  always  a  sculptured  niche 
containing  a  figure  of  Buddha  and  his  attendants.  The  third 
class  consists  of  Brahmanical  caves,  many  of  which  have  a 
great  resemblance  to  the  Vihara,  though  the  arrangement  of 
the  pillars  and  the  position  of  the  sanctuary  are  in  no  instance 
the  same.  The  walls  are  nearly  always  covered  with  sculp- 
ture, while  the  Viharas  are  generally  decorated  with  painting 
and  inscriptions.  The  finest  specimens  are  at  Elephanta  and 
Ellora;  others  are  to  be  found  in  the  island  of  Salsette,  near 
Bombay.  The  excavated  temple  at  Elephanta  is  130  feet 
long  by  110  feet  wide,  and  14J  in  height.  The  ceiling  is 
flat  and  supported  by  four  rows  of  columns  connected  by  a 
fascia,  or  simple  architrave:  the  columns  are  9  feet  high, 
standing  on  pedestals;  they  are  reeded  or  ribbed,  and  have 
projecting  capitals  of  a  semicircular  form  in  profile,  from 
which  spring  the  brackets  of  the  ceiling.  Against  the  walls 
are  sculptured  colossal  human  figures  in  high  relief,  which 
differ  from  each  other  by  a  variety  of  symbols,  representing 
the  attributes  of  the  deities  whom  they  worshipped.  At  the 
farthest  end  there  is  a  square  recess,  supposed  to  be  the  sanc- 
tuary;  on  either  side  of  the  door  by  which  it  is  entered  there 
are  large  figures.  There  are  100  of  these  caves  three  stories 
high  cut  out  of  the  rock.  Some  are  160  feet  high.  The 
Buddhists  nearly  always  adopted  the  Arch  form  in  their 
Chaitya  temples. 

There  is  still  another  class  of  excavations  cut  out  of  rock; 
they  are  of  one  block  of  stone.  These  temples  have  the 
appearance  of  standing  in  pits,  as  all  the  surrounding  parts 
have  been  cut  away.  The  most  remarkable  of  this  class  is 
the  Kylas  and  Ellora,  which  is  one  of  the  most  modern  spe- 


OF    ARCHITECTURE.  81 

dmeDS  of  exca?ations  in  India,  bnilt  abont  900  a.]>.  It  ir 
iOO  feet  long  hj  24t  wide,  and  is  at  the  north-east  ai^le 
104  feet  deep;  round  the  sides  of  this  area  is  a  cloister  sup- 
ported on  square  pillars,  which  are  covered  with  subjects 
from  the  Indian  mythology.  The  centre  part  is  occupied 
with  the  entrance  parilion,  the  chapel  of  Nandi  and  the 
g^nd  temple  and  sanctuary,  round  which  are  balconies  sup- 
posed to  hare  been  used  by  the  musicians  on  solemn  occa- 
sions. The  approach  to  it  is  by  a  bridge,  from  which  you 
descend  to  the  chapel  by  nine  steps;  and,  on  passing  on  over 
another  bridge,  you  arriye  at  staircases  on  either  side,  which 
lead  to  the  inner  court,  the  temple  and  cloisters.  On  each 
side  of  the  bridge  are  gigantic  representations  of  elephants, 
and  beyond  are  two  richly  carved  pillars  or  obelisks. 

The  upper  parts  of  the  buildings  were  supported  on  square 
piers  or  pillars,  and  from  all  sides'^f  their  capitals  brackets 
projected  equal  to  their  width,  and  leaving  generally  a  space 
equal  to  three  diameters  between  their  greatest  projection, 
thus  leaving  only  one-half  of  the  whole  length  of  the  archi- 
trave unsupported;  but  when  a  greater  space  was  required, 
a  succession  of  projecting  brackets  placed  above  each  other 
was  adopted,  sometimes  meeting  in  the  centre,  thus  having 
the  effect  of  a  horizontal  arch.  The  effect  of  this  is  un- 
doubtedly pleasing,  as  the  projecting  brackets  on  all  sides  of 
the  square  capital  produce  in  perspective  a  variety  of  lines, 
and  great  play  of  light  and  shade. 

One  of  the  oldest  structural  monuments  or  temples  is  that 
of  Bobaneswar,  which  is  60  feet  square  at  the  base  and  180 
feet  in  height. 

In  plan  the  Indian  temples  or  pagodas  are  square;  the  only 
light  that  is  admitted  is  by  the  door. 

One  of  the  largest  Hindoo  temples  is  that  at  Chillamba- 
ram,  on  the  Coromandel  coast,  which  from  its  dimensions 
and  antiquity  is  held  in  high  veneration.  This  cluster  of 
temples  is  a  rectangular  space  1332  feet  in  length  by  936  in 
width,  by  walls  30  feet  in  height.    This  area  contains  a 
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variety  of  temples,  mach  decorated  with  sculpture  of  figarefl 
and  ornaments  more  canons  than  beantifnl;  these  are  con- 
nected by  extensive  colonnades  and  porticoes.  Pyramids 
stand  over  the  entrance  of  the  onter  endosores,  and  consist 
of  several  floors. 

There  are  many  other  pagodas  of  large  dimensions. 

Among  the  interesting  works  of  the  Hindoos  are  the 
Bonds  or  dams,  which  are  made  for  the  purpose  of  intercept- 
ing the  course  of  small  rivers,  so  as  to  form  an  artificial  lake 
for  the  purpose  of  irrigation:  on  these  dams,  which  are  con- 
structed of  stone,  palaces  and  temples  are  generally  placed, 
and  between  them  are  very  broad  flights  of  steps  leading 
down  to  the  water,  which  are  ornamented  frequently  with 
figures  of  elephants,  and  were  used  as  fountains.  That  at 
Kaj-Sing,  at  Oddypore,  is  386  paces  in  length,  and  was  built 
in  1653. 

The  Indian  styles,  whatever  their  defects  may  be,  have 
the  merit  of  being  original;  for  there  can  be  little  doubt  but 
that  they  were  invented  in  the  country  where  we  now  find 
them. 


CHAPTER  Vm. 

Chinese  Architecture* 


The  architecture  of  China,  unlike  that  of  other  nations, 
has  retained  its  particular  character  during  all  times  without 
any  mutation.  Their  native  historians  ascribe  the  origin  of 
building  to  their  Emperor  Fou-Hi,  who  first  taught  his  sub- 
jects that  art  about  368  b.c.  In  the  year  246  a.d.,  the  Em- 
peror Tsin-Chi-Hoang-Ti  demolished  all  the  buildings  of  im- 
portance, so  as  to  remove  all  records  of  the  grandeur  and 
power  of  his  predecessors:  except  a  few  temples  and  tombs 
in  the  mountains,  which  are  supposed  to  be  of  a  prior  date, 
nothing  remains  of  a  higher  antiquity. 

The  type  of  all  Chinese  buildings,  whether  they  are  used 
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for  the  purposes  of  religion,  or  as  residences,  is  nndoabtedl;^ 
a  tent ;  and  the  convex  form  of  their  roofs  shows  that  they 
are  a  copy  of  those  made  of  more  pliant  materials,  sustained 
at  different  points  from  brackets  at  the  top  of  Tertical  sap- 
ports.  The  material  generally  employed  is  wood  ;  that  most 
in  use  is  the  nan-mon,  which  is  said  to  last  more  than  a 
thousand  years :  stone,  marble,  bricks,  bamboo,  and  porce- 
lain tiles,  are  also  used. 

In  China,  improvement  seems  to  have  been  considered  an 
innovation  and  direct  breach  of  the  laws,  which  are  looked 
upon  as  something  more  than  human  ordinances,  from  their 
supposed  perfection  and  antiquity. 

One  great  hindrance  to  any  advance  in  architecture  is 
caused  by  the  construction  of  their  private  houses  and 
public  buildings  being  subject  to  the  restrictions  of  public 
functionaries  (who  may  be  properly  designated  district  sur- 
veyors), backed  by  most  arbitrary  laws  :  under  their  super- 
vision every  one  is  obliged  to  build  according  to  his  rank, 
and  for  every  house  a  certain  size  as  well  as  details  are  fixed. 
These  officers  seem  to  govern  the  arts  in  China,  and  the  laws 
regulate  the  magnitude  and  arrangement  of  residences  of  the 
various  degrees, — ^for  a  noble  family,  for  a  president  of  a 
tribune,  for  a  mandarin,  and  for  all  classes  who  can  afford 
the  luxury  of  a  house.  The  size  of  public  buildings  likewise 
comes  under  their  management.  The  merchant,  whatever 
the  amount  of  his  wealth  may  be,  is  compelled  by  this 
regulation  to  restrict  the  dimensions  and  decorations  of  his 
house  to  his  exact  grade  or  standing  :  this  refers  only  to  the 
external  part  of  his  dwelling  ;  the  interior  arrangements  are 
unfettered.  According  to  these  prohibitions  (for  they  cannot 
be  considered  in  any  other  light),  the  level  of  the  ground 
floor,  the  length  of  the  frontage  of  the  building,  and  the 
height  of  the  roofs,  are  in  an  advancing  scale  from  the  citizen 
to  the  emperor,  and  their  limits  must  be  attended  to  without 
appeal. 

The  buildings  generally  are  only  of  one  story  ;  and  in  Pekin 
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the  shopkeepers  are  obliged  to  sleep  under  their  pent-hoases 
in  the  open  air  in  sommer.  One  reason  perhaps  justifies 
their  houses  generally  being  only  of  one  story,  which  is  the 
slightness  of  their  construction,  and  which  renders  them 
incapable  of  bearing  any  thing  above  them.  The  general 
character  and  arrangement  of  the  Chinese  houses  is  so  well 
understood,  that  no  object  will  be  gained  by  enlarging  on  the 
sabject.  In  evefy  part,  nothing  is  seen  bat  a  succession  of 
combinations  of  frame-work  and  trellises  painted  in  all  the 
primiti?e  colors,  which  has  caused  the  impression  that  the 
Chinese  houses  bear  a  greater  affinity  to  bird-cages  than  to 
any  thing  under  the  sun  :  the  form  of  some  of  their  doors  is 
sometimes  circular  or  octagonal,  and  tends  to  strengthen  it, 
as  in  no  other  country  are  apertures  of  that  form  used  for 
entrances. 

The  palaces  resemble  a  number  of  tents  united  ;  and  the 
highest  pagodas  are  nothing  else  than  a  succession  of  them 
piled  on  one  another,  instead  of  side  by  side  :  in  short,  from 
the  smallest  village  to  the  imperial  residence  at  Pekin,  no 
other  form  but  that  of  a  permanent  encampment  prevails. 
Lord  Macartney,  who  travelled  the  whole  empire  from  the 
farthest  part  of  the  great  wall  to  Canton,  observed  that  there 
was  but  very  little  variation  in  the  buildings  to  be  seen. 

Amidst  the  substantial  works  of  the  Chinese  the  most 
remarkable  are  the  bridges  :  that  at  Loyau,  in  the  province 
of  Fod-Kien,  is  copposed  of  250  piers  built  with  very  large 
stones,  which  support  enormous  granite  lintels,  or  stones 
placed  horizontally  ;  these  are  crowned  by  a  balustrade.  A 
considerable  number  of  bridges  have  been  constructed  in 
China,  and  they  are  considered  to  be  works  of  great  magni- 
tude and  importance.  To  the  Chinese  is  attributed  the  earliest 
application  of  the  suspension  bridge,  which  has  been  so  much 
adopted  in  modern  times  in  situations  where  no  other  means 
of  passage  could  have  been  applied. 

The  temples  of  the  Chinese  are  generally  small,  and 
consist  of  only  one  chamber,  which  is  the  sanctuary  of  theur 
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*dols ;  on  the  outside  is  a  gallery :  others  stand  in  a  coort 
surrounded  by  corridors.  In  some  instances  the  interior  is 
spacious:  that  at  Ho-Nang,  near  Canton,  is  590  feet  in 
length  by  260  in  width  ;  the  temple  is  constructed  of  wood, 
and  covered  with  painted  and  varnished  porcelain.  It  has 
been  estimated  that  Pekin  and  its  environs  contain  nearly 
10,000  nddo  or  idol  temples,  some  of  which  are  superior  in 
decoration  to  those  at  Canton. 

Amongst  the  buildings  that  are  peculiar  to  China  are  the 
pagodas,  or  towers  of  from  six  to  ten  stories,  diminishing 
upwards  :  the  projecting  top  of  each  story  presents  the  con- 
cave form  before  referred  to  ;  and  the  plan  of  those  buildings 
is  generally  an  octagon.  The  most  celebrated  is  that  of 
Nang-King,  which  is  called  "  the  tower  of  porcelain  ;"  it  is 
40  feet  in  diameter  at  the  base  and  200  feet  in  height  ;  in  the 
centre  is  a  staircase  connecting  each  stage,  and  which  is 
lighted  by  windows  on  four  sides  ;  the  openings  do  not  occur 
over  each  other,  but  in  alternate  stories  ;  the  whole  is  cased 
with  porcelain.  The  age  of  this  pagoda  is-  little  more  than 
three  centuries. 

Commemorative  buildings  and  triumphal  arches  or  doors 
are  very  numerous  throughout  China  :  they  are  placed  at  the 
entrances  of  streets  as  well  as  before  principal  buildings  ; 
the  better  class  of  which  consist  of  a  central  and  two  side 
openings  :  the  lower  part  is  generally  of  stone,  without  any 
mouldings  ;  the  upper  part  is  of  wood,  dnd  supported  on 
horizontal  lintels,  the  constructive  arch  being  as  little  known 
in  China  as  in  other  Eastern  nations. 

The  great  wall,  which  extends  for  1500  miles,  has  perhaps 
caused  a  much  higher  opinion  to  be  formed  of  the  monuments 
of  the  Chinese  than  a  careful  survey  justifies.  It  is  (with  an 
exception  in  favor  of  their  bridges)  the  only  work  of  any 
importance  that  can  give  the  Chinese  any  position  as  a  con- 
structive people.*     It  consists  of  an  earthen  mound  faced  by 

•  From  the  architecture  as  well  as  the  omamentat  works,  the  impression  is  cob- 
f«j«d  ♦J*^*  mechanical  skill  and  iasitaticn  are  the  onlj  iseultiea  that  are  posaesisd 
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walls  of  brick  and  masonrj  ;  its  total  height  is  20  feet.  The 
platform  od  the  top  is  15  feet  broad,  and  increases  to  25  feet 
at  the  base  of  the  wall ;  at  intervals  of  200  paces  are  towers 
of  40  feet  square,  which  diminish  to  BO  feet  at  the  top  ;  their 
height  in  some  places  is  37  feet,  in  others  48.  This  wall, 
which  commences  in  the  sea  to  the  east  of  Pekin,  extends 
along  the  frontiers  of  their  provinces,  over  rivers,  mountains, 
villages,  and  often  in  places  that  are  of  themselves  protections 
from  any  hostile  invasion  :  it  engaged  a  million  of  persons 
for  ten  years  in  its  erection.* 


CHAPTER  IX. 
Arabian,  Saracenic,  or  Moorish  Architecture. 

In  consequence  of  the  very  few  examples  remaining,  we 
have  little  evidence  of  the  ancient  architecture  of  the  Ara- 
bians. The  Caaba  at  Mecca  is  the  only  existing  temple  in 
which  the  Arabians  worshiped  their  idols :  this  was  so  much 
altered  by  Mahommed,  that  it  is  difficult  to  trace  the  portions 
of  the  prior  erections. 

From  the  appearance  of  Mahommed,  a.d.  600,  conunenced 
a  style  of  architecture  which  extended  from  the  Indus  along 
the  northern  coasts  of  Africa,  and  to  a  considerable  portion 

bj  the  ChiDMe,  \b  their  Arts  seem  to  be  eonflned  to  ieirile  copies  of  the  woiks  of 
Nature,  without  any  feeling  of  composition  or  inyention.  The  ancient  people 
must  indeed  have  been  widely  different  in  their  composition,  as  thej  have  credit 
for  the  discorerj  of  the  magnetic  eompass  before  121  a.d.;  the  art  of  printing  In 
the  tenth  century  ;  the  earliest  manufacture  of  silk  and  poteclain  ;  and  last, 
though  not  least,  the  composition  of  gunpowder,  which  their  descendants  of  the 
present  day  ose  to  so  little  purpose. 

*  The  first  emperor  of  the  Tsin  dynasty  caused  this  wall  to  be  boilt  as  a  protec- 
tion against  the  Tartars,  though  it  has  been  supposed  that  the  employment  of  a 
large  mass  of  people,  who  were  in  a  state  of  excitement  at  his  tyranny,  was  the 
more  direct  cause  of  its  erection,  or  it  would  not  haye  been  carried  orer  placet 
that  were  quite  inaccessible  to  an  enemy,  and  therefore  in  theae  sitnatiMia  nnflnss 
It  has  now  stood  nearly  sixteen  hundred  years.  He  ordered  all  the  'boclka  of  the 
learned,  including  the  writings  of  Confucius,  to  be  cast  into  the  flames,  JBor  tlae 
same  reason  that  catued  the  destructioB  of  all  the  principal  existing  bnildiagi. 
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of  Spain.  In  the  latter  country  it  attained  its  greatest 
ezceUence. 

The  mosqne  which  was  built  at  Jenisalem  by  Omar,  the 
second  caliph,  about  a.d.  640,  is  supposed  to  have  been  the 
first  of  their  erections  beyond  the  limits  of  Arabia.  Of  the 
nature  of  this  edifice  we  are  ignorant,  in  consequence  of  the 
numerous  additions  made  to  it  at  subsequent  periods.  When 
Damascus  became  the  seat  of  the  empire,  it  was  considerably 
improved;  and  among  its  splendid  buildings  was  the  cele- 
brated mosque  founded  by  Alwalid  II.  In  the  year  a.  d. 
762,  the  foundations  of  Bagdad  were  laid;  and  this  city 
remained  the  imperial  seat  for  500  years.  The  magnifi- 
cence of  the  palace  of  the  caliphs  could  only  be  exceeded  by 
that  of  the  Persian  kings;  and  the  pious  and  charitable 
works  of  those  days  have  neyer  been  equalled,  as  water  cis- 
terns and  caravanseras  were  built  along  several  hundred 
miles  of  road. 

Nearly  all  the  remams  of  the  ancient  architecture  of  the 
Eastern  Saracens  are  the  mosques  at  Mecca  and  Jerusalem: 
to  these  may  be  added  the  castle  of  Cairo,  and  the  ruins  of 
the  hall  of  Joseph. 

The  most  splendid  specimens  of  Arabian  or  Saracenic 
architecture  are  to  be  found  in  Spain,  of  which  the  most 
ancient  is  the  mosque  at  Cordova,  begun  in  780  by  Abd-el- 
rahman,  then  king  of  this  part  of  the  Moorish  dominions. 
It  was  erected  within  the  first  century  after  the  Moors  had 
established  themselves  in  Spain.*  It  is  an  insulated  paral- 
lelogram of  620  feet  in  length  by  420  in  breadth,  and  is 
divided  into  two  parts;  one  of  them  is  an  open  court,  in 
which  worshipers  performed  their  ablutions  before  entering 
into  the  body  of  the  temple:  on  three  sides  there  is  a  colon- 
nade 25  feet  wide,  and  on  the  other  are  the  several  doors 

•  The  Moon,  under  Musa  n>n  Nosneyr,  the  viceroy  of  the  northern  p&rt  of  Africa, 
landed  in  the  south  of  Spain  a.i>.  711,  a.  h.  89;  and  within  two  monthi,  Cordora, 
Granada,  Jaen,  Malaga,  and  Toledo,  then  the  capital  of  Spain,  were  redmed,  or 
opened  their  gates  to  the  conquerors.  The  xnosqae  of  Cordova  was  flntshed  hj 
Hiflfaam,  i.]>.  794. 
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commimicatiiig  with  the  mosqae.  This  consists  of  nineteen 
naves  divided  by  seventeen  rows  of  colomns:  thus  the  interior 
presents  an  appearance  of  a  forest  of  columns  composed  of 
jasper  and  other  marbles;  they  are  18  inches  in  diameter, 
and  surmounted  by  capitals  which  bear  a  strong  resemblance 
to  the  Corinthian  and  composite  orders;*  these  are  connected 
by  segmental  arches.  The  ceilings  are  of  wood,  painted;  the 
enrichments  are  of  stucco,  also  painted  in  various  colors, 
decorated  with  legends  and  occasionally  gilt.  After  the 
conquest  of  the  city  by  San  Ferdinand,  in  1238,  tl^e  mosque 
was  converted  into  a  cathedral;  and  the  character  has  since 
been  greatly  injured  by  erections  that  were  necessary  for  its 
adaptation  to  the  service  of  the  Christian  religion. 

The  most  perfect  example  existing,  that  can  convey  an  idea 
of  the  extent  to  which  sumptuousness  of  ornament  and  en- 
richment can  be  carried,  is  to  be  found  in  the  Alhambra,  the 
residence  of  the  Moorish  kings  of  Granada,  erected  between 
the  years  A.n.  1240  and  1348.  In  this  there  are  no  traces 
of  art  peculiar  to  any  other  nation;  the  composition  and  dis- 
tribution of  the  ornaments  being  arranged  with  consmmnate 
skill.  To  attempt  a  short  description  of  this  model  of  pure 
Arabian  architecture  would  only  be  an  injustice  to  it/  as  no 
notion  would  thereby  be  conveyed  of  this  extraordinary 
work;  we  therefore  can  only  remark,  that  every  part  of  the 
walls  and  ceilings  is  covered  with  a  mass  of  ornament  en- 
riched with  gold  and  the  most  brilliant  colors,  and  which 
bears  the  strongest  evidence  of  the  high  degree  of  refinement 
and  luxury  at  which  the  Moors  had  arrived  prior  to  theor 
overthrow.f    The  whole  of  the  ornaments  are  composed  of 

*  TlieM  wvre  pfobftUy  obUiaed  firon  Mwie  Roman  boOdlnfi  that  udited  in  Um 
9»i(rhbourhood,  M  mbm  ot  tham  Imt*  bMM,  ao  m  to  hriag  thtm  to  ihm  reqvired 
kei^t.  while  others,  which  w«i«  too  ahort,  w«re  IngthoMd  bj  givins  them  tall 
oapiuU.    In  this  buUdioi;  there  are  vpwarde  of  WO  eolnmaa. 

t  For  a  fuUdeeoripUoD,  with  views  and  the  detaOs  lepreecnted  in  their  orjginal 
colore,  the  reader  le  refenred  to  the  work  pabUahed  bj  Mr.  Owen  Jonea,  which  ia 
tni!j  worthj  of  the  macniftcenee  that  It  iUnatrataa;  and  it  ia  to  bercfretted  that 
it  haa  not  reeeired  aiUBcient  patrooace  to  reimborae  him.  Bia  principal  lemone- 
ration  nnat  be  the  conrietion  that  he  haa  prodaeed  that  which  Sa  anc^oaDed  a 
emcmtaon  ^  anj  thi^  that  baa  pieeadad  It. 
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stacco;  and  it  has  been  obserred,  that  no  nation  has  con- 
stracted  so  many  magnificent  buildings  without  haying 
recourse  to  the  quarry. 

Moorish  architecture  has  several  kinds  of  arches:  the 
horse-shoe  form,  having  the  centre  raised  above  the  spring  of 
the  curve,  which  likewise  diminishes  in  width;  the  pointed 
arch,  in  which,  likewise,  the  greatest  width  is  above  the  im- 
post or  spring  from  which  the  curve  commences.  Some  of 
these  arches  contain  on  the  inside  a  succession  of  small  cusps 
of  a  segmental  form.  The  next  example  is  that  of  the 
cuspid  arch,  strictly  so  termed,  the  outline  being  produced 
by  intersecting  semicircles,  very  simUar  to  the  trefoil  heads 
of  Gothic  windows,  with  the  exception  that  they  are  not 
circumscribed  by  a  continuous  arch.  Another  example  in 
the  Court  of  Lions  in  the  Alhambra,  it  being  circle  headed 
and  stilted  and  considerably  more  than  a  semicircle:  the  part 
below  the  centre  of  the  curve  is  vertical,  and  rests  on  small 
corbels  that  are  fixed  against  panels  wider  than  the  slender 
pillars  that  support  them. 

The  style  is  noted  for  its  extremely  slender  proportions 
and  for  its  fanciful  and  diverse  character. 

Among  the  features  of  this  style  is  the  honeycomb,  fret- 
work, or  pendants,  which  compose  the  ceilings  of  the  build- 
ings of  the  later  dates.  It  is  a  cone-shaped  covering,  but 
omated  with  a  multiplicity  of  projecting  forms,  which  ren- 
der its  appearance  at  first  perplexing;  but,  like  the  mosaics, 
it  is  extremely  simple  in  principle. 


CHAPTER  X. 

Druidical,  Celtic,  and  Anglo-Roman  Architecture. 

The  earliest  remains  of  a  structural  nature  are  the  un- 
hewn stones  which,  in  various  fonlis,  are  found  in  different 
parts  of  the  island.  The  introduction  of  those  in  the  south- 
em  parts  are  chiefly  attributed  to  the  Phoenicians,  or  Ca- 
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naanites  of  Tyre  and  Sidon,  who  were  the  most  expert 
sailors  of  antiquity,  and  maintained  a  commerce  with  the 
southern  parts  of  England. 

It  is  quite  certain  that  their  frequent  voyages  suggested 
the  idea  of  planting  a  colony  in  this  part  of  Britain,  and 
that  they  then  introduced  the  custom  of  erecting  gigantic 
stones,  which  had  been  practised  in  Asia.  These  erections 
are  yaried,  and  may  be  classed  as  follows:  1,  the  single  stone 
or  obelisk;  2,  circles  of  stones  of  different  numbers;  3,  sa- 
crificial stones;  4,  cromlechs  and  cairns;  5,  logan  stones;  6, 
tolmen,  or  colossal  stones. 

The  most  remarkable  of  these  monuments  is  on  Salisbury 
Plain,  in  Wiltshire,  which  has  been  generally  considered  as 
a  Druidical  or  Celtic  work.  It  consists  of  concentric  circles 
of  large  stones,  placed  upright  in  the  ground  like  pillars, 
with  another  large  stone  resting  upon  them  as  an  architrave 
or  lintel,  which  is  secured  by  mortices  and  tenons;  thus 
indicating  a  regular  principle  of  construction,  although  the 
stones  themselves  are  not  squared. 

The  earliest  habitations  of  the  Britons  were  of  a  circular 
form,  and  composed  of  wicker  fiUed  in  with  clay,  and  some- 
times placed  up<Mi  foundations  of  stone;  although  caves  were 
much  used  at  the  same  time. 

The  erection  of  stf  d  buildings  in  England  dates  from  the 
invasion  of  Julius  Csesar,  in  the  year  55  b.  c.  Quite  an  impe- 
tus was  given  to  the  building  propensities  of  the  people,  and 
in  the  third  century  Britain  was  noted  for  the  number  and 
skill  of  its  artificers.  After  the  departure  of  the  Komans, 
▲.D.  410,  architecture  declined. 


CHAPTER  X 

Architecture  in  England, 

The  History  of  Agriculture  in  England  commences  with 
structures  of  unhewn  stone,  the  remains  of  which,  in  varioufl 
forms,  are  found  in  different  parts  of  the  island.    Their  in- 
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troduction  is  chiefly  attributed  to  the  Phcenicians  or  Canaan* 
ites  of  Tyre  and  Sidon,  who  were  expert  sailors  and  main- 
tained a  commerce  with  the  soathem  parts  of  England. 

The  most  remarkable  of  their  monuments  is  Stonehenge, 
on  Salisbury  Plain,  in  Wiltshire.  It  consists  of  concentric 
circles  of  large  stones,  placed  upright  in  the  ground  like 
pillars,  with  another  large  stone  resting  upon  them  as  an 
architrave  or  lintel,  which  is  secured  by  mortices  and  tenons; 
thus  indicating  a  regular  principle  of  construction,  although 
the  stones  themselves  are  not  squared.  ,  The  remains  at  Are- 
bury,  near  Silsbury  Hill,  are  merely  rude  masses  of  stone 
work  in  the  form  of  a  circle,  with  smaller  detached  circles  of 
unhewn  stones  within  its  other  area. 

The  earliest  habitations  of  the  Britons  were  of  a  circular 
form,  and  composed  of  wicker  filled  in  with  clay,  and  some- 
times placed  upon  foundations  of  stone. 

From  the  invasion  of  Jolius  Csesar,  in  the  year  55  b.  g., 
may  be  dated  the  erection  of  solid  buildings — ^temples,  the- 
atres and  public  edifices  were  erected,  and  the  art  of  archi- 
tecture advanced  till  the  departure  of  the  Komans  in  410 
A.D.  This  is  the  ''Druidical,  Celtic,  and  Anglo-Roman 
Architecture"  of  England. 

The  "Anglo-Saxon''  Architecture  commenced  with  the 
arrival  of  the  Saxons  in  449  a.  d.  What  little  remained 
of  the  art  was  shortly  extinguished,  for  the  Saxons,  like 
the  inhabitants  of  the  other  parts  of  .Oermany,  were  to- 
tally ignorant  of  all  civilized  modes  of  living,  being  accus- 
tomed to  dwell  only  in  hovels,  built  in  the  rudest  manner 
with  branches  of  trees  and  reeds;  all  knowledge  of  build- 
ing, therefore,  seems  to  have  been  lost  for  nearly  two  cen- 
turies afterwards. 

In  the  latter  part  of  the  Tth  century  the  art  of  building 
stone  edifices  was  revived,  and  many  churches  were  built 
"  after  the  Roman  manner,"  or  debased  Roman  style  then 
prevalent  in  France  and  Germany.  This  style  has  received 
the  title  of  Anglo-Saxon.    The  plans  of  the  churches  dif- 
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fered  considerably,  and  must  haTO  been  r^olated  hj  their 
size.  Some  were  cmciform — ^in  fact  a  goodly  portion  were. 
The  builders  used  to  constract  crypts  beneath  their  most 
celebrated  chorches.  The  plans  of  the  smaller  churches  were 
generally  oblong.  The  towers  were  usually  placed  at  the 
west  end.  The  quoins  are  of  a  description  known  as  the 
Anglo-Saxon  style,  and  called  long  and  short  work,  from 
their  being  arranged  with  stones  of  equal  size,  placed  alter 
nately  in  a  Tertical  and  horizontal  position  upon  each  other, 
thus  bearing  resemblance  to  debased  rustic  work. 

The  heads  of  the  doorway  of  the  An^o-Saxon  style  are 
dther  triangular  or  semicircular;  the  latter  were  more  gene- 
rally used,  and  those  which  are  more  ancient  were  cod- 
stmcted  of  large  flat  bricks  or  tiles  placed  on  end,  and  the 
spaces  between,  which  are .  nearly  equal  to  them  in  width, 
filled  in  with  coarse  mbble-work;  the  jambs  or  imposts  of 
the  arches  were  generally  of  stone.  The  mode  of  forming 
these  arches,  as  well  as  the  walls  in  which  tiles  were  intro- 
duced, either  in  horizontal  layers,  or  arranged  herring-bone 
fashion,  was  undoubtedly  copied  firom  the  later  works  of  the 
Romans. 

The  triangular-arched  head  is  of  a  later  date,  and  pos- 
sesses little  constructiye  merit;  the  extreme  of  the  triangle 
rests  on  a  plain  abacus,  the  impost  in  some  cases  projecting 
from  the  wall.  The  prevailing  character  of  the  Anglo- 
Saxon  style  is  massiveness,  with  only  the  occasional  intro- 
duction of  a  moulding,  which  in  most  cases  consists  simply 
of  a  scpire-faced  projection  with  a  chamfer  or  splay  on  the 
upper  or  lower  edge;  the  sculpture  of  that  period  was  ex* 
tremely  rude,  and  rarely  introduced. 

The  principal  religious  edifices  were  destroyed  on  the  sub- 
jugation of  the  country  by  the  Danes,  1012  a.  d. 

The  commencement  of  the  "Anglo-Norman  StyUP  is  dated 
from  the  Conquest  by  William,  m  1066  a.  d.  Churches  were 
built  so  rapidly  that  TO  years  afterwards,  on  the  compilation 
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of  the  Doomsday  Book,  1700  were  recorded  as  then  being 
in  existence. 

The  Anglo-Norman  conyentaal  churches  were  cmciform  in 
plan,  with  a  low  tower  rising  at  the  intersection  of  the  choir 
and  nave  with  the  transepts:  the  former,  as  in  the  case  of 
some  churches  in  Germany,  terminated  with  a  semicircular 
apse.  Apsidal  eastern  terminations  were  frequently  appended 
to  the  chapels  attached  to  the  churches.  The  aisles  were 
continuous  throughout  the  choir  as  well  as  the  nare,  so  that 
on  solemn  occasions  the  whole  church  might  be  traversed  in 
processions.  The  altar  was  generally  aflized  to  a  low  rere- 
dos  screen  or  wall,  which  was  placed  between  the  eastern- 
most piers.  Above  the  aisles  that  extended  round  the  nave 
and  choir  was  a  triform  which  communicated  with  chapels 
similar  to  those  below.  The  west  or  principal  front  was 
sometimes  flanked  with  towers,  in  addition  to  that  before 
named;  at  the  angles  of  the  transepts  and  porches  were 
generally  placed  massive  buttresses,  or  else  turrets  termi- 
nated by  conical  or  polygonical-shaped  cappings  or  pinnacles. 
In  the  smaller  churches,  the  plans  were  similar  to  those  of 
the  Anglo-Saxons,  and  consisted  only  of  a  nave  and  chancel, 
with  a  low  square  tower  at  the  junction,  supported  by  bold 
semicircular  arches:  in  these  the  apse  at  the  east  end  is  very 
frequently  introduced;  mdeed  it  is  a  distinctive  feature  of 
that  style  which  bears  the  name  of  Norman  or  Romanesque 
(derived  from  ancient  basilicse),  and  never  introduced  after 
the  style  which  we  inmiediately  received  from  the  Continent, 
namely,  the  semicircular-arched,  had  passed  away. 

The  Anglo-Norman  style  of  architecture  might  be' divided 
into  three  classes, — ^the  Primitive,  the  Enriched,  and  the 
Transition :  in  the  two  former  kinds,  the  principles  are 
identical,  although  the  moCe  of  ornamentation  that  is  used, 
unless  considered  in  its  various  stages,  appears  to  be  the 
result  of  fresh  impressions  derived  from  some  foreign  source : 
as  regards  the  latter,  it  explains  itself,  having  features  of  a 
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somewhat  different  character,  which  were  the  germs  of  a 
st'jle  totally  disshnilar  in  principle. 

The  Norman  style  embraces  the  very  plainest  as  well  as 
the  richest  specimens  of  work,  from  that  characterized  by 
the  low  sqnare  and  circolar  piers,  so  numerously  distributed 
about  the  country,  to  the  florid  decoration  with  which  many 
of  our  cathedrals  and  abbeys  are  embellished.  The  former 
of  these  exhibit  but  massive  and  clumsy  remains  of  the 
classical  principles,  but  they  display  a  grandeur  and  solemnity 
of  appearance  from  the  solidity  of  masonry  and  smallness  of 
the  openings.  The  piers  in  the  earlier  buildings  were  either 
entirely  square,  or  else  a  fiuccession  of  receding  faces  crowned 
by  a  phiin  square  abacus,  the  lower  edge  of  which  was  cham- 
fered. Isolated  circular  columns  were  likewise  used  in  this 
country  shortly  after  the  Conquest,  as  at  the  chapel  of  the 
White  Tower,  London,  Oreat  Malvern  church,  and  the 
cathedrals  of  Gloucester,  Peterborough,  Durham,  and  Here- 
ford,* besides  several  conventual  and  collegiate  churches.  At 
the  later  periods,  portions  of  columns  were  attached  to  the 
square  piers  ;  those  facing  the  nave  or  choir  were  carried  up 
to  the  clerestory  windows,  and  from  their  capitals  sprung  the 
ribs  of  the  groining  of  the  roof ;  the  others  carried  a  part 
of  the  mouldings  of  the  nave  arches,  as  in  Norwich  and 
Peterborough  cathedrals.  In  the  latest  instances,  the  square 
pier  is  entirely  discontinued,  and  the  columns  are  connected 
t<^ther  without  the  angular  pieces. 

The  arrangement  of  the  interior  compartments  of  the 
Norman  cathedrals  and  larger  churches  is  that  from  which 
nearly  all  others  of  subsequent  dates  were  copied ;  it  consisted 
of  three  tiers  or  stages.  The  lower  or  larger  opening  was 
spanned  by  a  simicircular  arch,  which  rested  on  the  piers 
before  described,  above  which  was  a  horizontal  stringsjourse : 
in  the  second  story,  or  triforium,  were  two  smaller  arches, 
supported  in  the  centre  by  a  slender  column  ;  these  were 

<  Ftfteen  of  th«  twenty-two  Bigliah  cathedrals  retain  parts  of  tfaalr  Norman 
erection,  either  in  the  crypts  or  superstracture. 
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eoclosed  in  a  larger  aicb,  the  span  of  which  was  rather  less 
than  that  below  it ;  above  this  was  another  string^onrse : 
in  the  third,  or  clerestory,  there  were  generally  three  arched 
openings  divided  by  columns,  that  in  the  centre  being  higher 
and  wider  than  the  others,  and  forming  either  the  window, 
or  an  opening  before  it,  in  the  thickness  of  the  wall.  These 
three  arches  generally  occupied  a  space  equal  to  the  arch 
below  them,  and  were  enclosed  in  the  arch  springing  from  the 
shaft  which  formed  part  of  the  semi-circular  stone  groining 
with  which  the  larger  churches  were  usually  vaulted. 

In  all  the  Anglo-Norman  Churches,  \he  western  and 
southern  doorway  seems  to  have  been  decorated  with  a  profu- 
sion of  ornamental  mouldings  and  sculpture.  Many  of  the 
Norman  doorways  have  the  arch  heads  filled  up,  forming 
what  is  called  the  tympanum  ;  this  is  frequently  adorned  by 
sculpture  of  the  Savior,  angels,  saints  or  animals. 

Another  peculiarity  of  this  style  is,  that  the  arch  is  the 
feature  on  which  the  greatest  amount  of  ornament  and 
enrichment  was  bestowed.  The  decorative  details  and 
moulding  of  this  style,  although  numerous  are  of  a  peculiar 
description,  and  appear  to  have  been  worked  on  the  originally 
plain  surface  of  the  masonary,  and,  in  many  cases,  re-worked 
at  an  after  period  to  a  greater  degree  of  richness  than  they 
originally  possessed.  The  chevron  or  zig-zag,  for  instance  is 
the  most  common  ;  in  the  earlier  instances  its  form  is  little 
more  than  indented  on  the  plain  face  of  the  projection  or 
wall ;  afterwards  we  find  it  partially  beaded  ;  then  double 
beaded  with  hollow  ;  and  in  the  latest  examples  it  was  com- 
pletely cut  away,  and  standing  out  in  full  relief,  with  a 
second  series  of  mouldings  carved  on  the  backing.  There  is 
also  the  billet — ^the  pellet, — the  star — ^the  nail-head — and  the 
embattled  fretted  raouldiugs* 

The  windows  of  this  style  were  usually  small  and  extremely 
simple,  having  no  mouldings  round  them,  but  only  a  receding 
face  on  the  outside,  the  inside  being  splayed.  Towards  the 
beginning  of  the  twelfth  century,  mouldings  and  columns 
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were  introduced  in  the  jambs,  and  the  semi-circnlar  heads 
were  carved  with  the  zig-zag  and  other  enrichments  ;  aboat 
the  year  1180  the  highest  degree  of  ornamentation  ever 
applied  to  Norman  art  was  arrived  at. 

The  Korman  style,  which  had  been  gradnally  advancing, 
in  the  richness  of  its  arrangement  and  ornaments,  from  the 
period  of  its  introduction  into  this  coantry  np  to  the  middle 
of  the  twelfth  centary,  began  from  that  time  to  evince  the 
germs  of  different  combinations  and  features,  which  were 
characterized  by  the  verticality  of  its  principles,  and  a  change 
from  the  semi-cifcnlar  to  the  pointed  form  of  the  arch.  This 
has  been  called  the  Transition,  or  Semi*Norman  style,  as  in 
it  we  find  the  pointed  arch  in  its  incipient  state,  formed  by 
the  intersections  of  portions  of  a  circle,  whilst  the  detaOs 
and  accessories  remained  unaltered  :  thus  was  the  pointed 
arch,  for  nearly  fifty  years,  completely  intermixed,  more  or 
less,  in  conjunction  with  the  pure  Norman  style,  without 
entirely  superseding  it,  until  the  close  of  the  twelfth  century. 
We  have  already  drawn  the  attention  of  our  readers  to  some 
of  the  various  theories  respecting  the  direct  origin  of  the 
pointed  arch,  and  shall  therefore  offer  no  further  observations 
on  them,  but  merely  consider  this  prominent  feature  as  we 
find  it  introduced  in  our  buildings,  apparently  resulting  from 
new  combinations,  and  as  being  the  consequence,  and  not  the 
cause,  of  a  new  style. 

The  Transition,  or  Semi-Norman  style,  which  lasted  during 
the  reigns  of  Henry  the  Second  and  Richard  the  First, 
evinced,  in  its  early  stages,  no  other  deviation  from  the 
Norman  than  that  of  the  arches  being  pointed  ;  but  these 
were  frequently  introduced  in  situations  where  the  old  form 
was  actually  built  with  and  even  surmounting  them.  Thus 
we  find  them  in  the  choir  of  the  church  of  St,  Cross  Samp- 
shire  :  the  lower  arches  here  are  pointed,  whilst  the  arcade 
above,  as  well  as  the  clerestory,  is  strictly  Norman  :  the  same 
arrangement  exists  at  Malmsbury  abbey  church,  with  the 
exception  of  the  upper  story  having  been  built  nearly  two 
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oentnries  afterwards.  In  the  transept  of  Bomsey  chnrcb,  at 
the  west  end  of  Croyland  abbey  church,  Lincolnshire,  and 
in  many  other  instances,  the  pointed  arch  is  placed  beneath 
the  semi-circolar  ;  and  this  has  not  been  an  after  alteration, 
bat  is  really  the  original  work.  The  span  of  the  arches  at 
this  time  became  greater,  the  columns  higher  and  less 
massive,  and  the  capitals  began  to  be  ornamented  with  a 
kind  of  foliage  terminating  in  a  Tolate  or  bnlbons  leaf.*  The 
columns  were  frequently  octagonal  in  form,  and  the  bases 
had  additional  mouldings  with  an  overlaping  ornament  at 
tike  angles,  and  were  placed  upon  square  plinths. 

Although  the  alteration  of  the  arch  and  diminution  in  the 
masmveness  of  the  colunms  were  at  first  the  only  indications 
of  a  transition  from  the  style  of  the  Normans,  yet  other  pecu- 
liarities, which  followed  in  gradual  succession,  hear  testimony 
to  the  certain  progress  that  was  being  made  towards  a  more 
ornate  and  lighter  style  of  architecture.  The  mouldings  were 
more  generally  beaded  and  less  massive,  yet  the  use  of  the 
zig-zag,  of  various  forms,  was  still  i'etained.  The  columns 
of  the  doorways  were  frequently  banded  in  the  centre,  and 
placed  quite  free  in  the  receding  angles  and  splays. 

Examples  of  this  period  may  be  instanced  in  many  of  the 
Norman,  as  well  as  Early  Pointed  buildings  :  the  great  west 
tower  and  south  wing  of  Ely    cathedral  are  especially 
deserving  of  attention.    Perhaps  no  finer  specimen  than  this 
exists  in  the  kingdom  :  the  pointed  arch,  the  trefoiled  head, 
and  other  features  of  the  next  period  in  this  example,  here 
just  begin  to  appear,  although  the  whole  aspect  is  decidedly 
^Norman.    The  vastness  of  the  surfaces,  which  are  completely 
Icovered  by  arcading  and  sculpture,  both  within  d,nd  without, 
TTom  the  ground  to  the  very  roofs,  is  almost  bewildering  to 
the  eye  :  the  date  is  about  llTO.f    Buildwas  abbey,  Shrop- 
shire ;    Malmsbury,   Eirkstall,   Fountains,   and    Croyland 
abbeys  ;  the  churches  of  New  Shoreham  ;  Eutland,  North- 

•  The  eutem  part  of  Canterbury  cathedral  OloatrateB  these  pecnliaritiee. 
t  Palej'B  <  Ifannal  of  Gothic,'  p.  08. 

9 


W  HI8T0BT  AND  RUDIMENTS 

amptonshire;  Walsoken,  Norfolk  ;  Ketton,  Rutland;  Blox- 
ham,  Oxfordshire  ;  Little  Snoring,  Norfolk  ;  retain  portions 
of  the  work  of  this  date.  Trinity  chapel,  and  the  circular 
part  called  Becket's  Crown,  Canterbury  cathedral,  built  a. 
D.  1115,  are  very  interesting  :  St.  Joseph's  chapel,  Glaston- 
bury, erected  at  this  period,  is  perhaps  the  rich^  specimen 
now  remaining  of  the  Semi-Norman,  or  Transition  style,  and 
remarkable  for  the  profusion  and  beauty  of  its  sculptured 
detail,  as  well  as  the  close  resemblance  it  presents  in  many 
parts  to  the  succeeding  styles.* 

It  has  been  usual  to  date  the  introduction  of  the  Pointed, 
or  what  has  been  denominated  the  Early  English  style,  f  to 
about  A.  D.  1200,  although  the  vertical  principles  from  which 
it  sprung  were  not  fully  developed  for  thirty  years  afterwajrds. 

The  lancet,  as  well  as  the  equilateral  shaped  arch,  wem 
used  at  this  period.  The  mouldings  in  general  consist  of 
alternate  rounds  and  deep  cut-hollows,  producing  a  strong 
effect  of  light  and  shade  :  the  tooth  ornament  is  of  frequent 
occurrence  and  used  only  in  architecture  at  this  date. 

The  features  of  this  style  which  principally  distinguish  it 
from  all  others  are,  the  lancet  windows,  the  thin  isolated  and 
clustered  shafts,  the  buttresses  and  pinnacles,  the  foliage,  the 
mouldings,  and  the  sculptured  ornaments  and  figures  ;  all  of 
which  must  be  studied  with  care  in  order  to  understand  and 
appreciate  fully  its  peculiarities,  and  will  be  found  generaUy 
to  determine  the  dates  of  the  churches.  The  windows  are 
of  various  kinds  in  the  early  period  :  the  lancet  windows, 
long  and  narrow,  of  one  light,  were  most  frequently  used, 
with  merely  a  small  splay  on  the  outside,  and  without  any 
label  moulding  ;  afterwards  they  were  surmounted  by  labels, 
which,  being  continued  horizontally  from  window  to  window, 
formed  a  string-course  between  them.  Two  lancet  windows 
under  a  single  drip-stone  are  sometimes  met  with,  but  in  the 
most  beautiful  specimens  of  this  arrangement  the  jambs  and 

m  Bloum's  Gothic 

t  This,  as  w^  as  the  Perpendicular,  or  Late  Pointed,  is  peculiar  to  <rar  oooiftry, 
M  nothing  limllar  ia  to  be  foand  in  anj  boildings  abroad. 
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the  pier  between  the  openings  are  ornamented  with  slender 
shafts,  crowned  by  moulded  capitals,  and  surmounted  by  the 
mouldings  of  the  arches,  over  which  are  moulded  double 
labels.  The  next  arrangement  is  that  of  a  triplet,  or  a 
combination  of  three  windows  together,  that  in  the  centre 
being  higher,  and  in  some  cases  larger  than  those  at  the 
side  :  the  arrangement  of  columns  in  front  of  the  piers  and 
on  the  jambs,  as  well  as  the  arch  and  label  mouldings,  is 
similar  to  the  last  noticed.  These  windows,  in  the  smaller 
parochial  churches,  are  most  frequently  placed  at  the  east 
end  of  the  chancels,  and  are  only  splayed,  or  very  slightly 
decorated  with  mouldings.  The  combination  that  next 
demands  our  attention,  in  consequence  of  its  evincing  the 
germs  of  another  class  of  Gothic  architecture,  and  by  its 
being  the  first  approximation  towards  the  introduction  of 
tracery  in  the  heads  of  windows,  is  that  in  which  a  part  is 
pierced  over  a  double  lancet  window,  comprised  within  a 
single  drip-stone.  Circular  windows  were  frequently  intro- 
duced during  the  prevalence  of  this  style,  and  were  inserted 
above  other  windows  within  the  angular  part  of  gables. 

The  doorways  of  this  style  vary  considerably  both  in  form 
and  in  the  arrangements  of  the  arch  mouldings  and  the  sup- 
porting columns :  in  some  cases  the  columns  are  single  de- 
tached shafts,  placed  in  a  receding  angle,  whilst  in  others  we 
find  them  in  three  or  four  receding  spaces,  and  sometimes 
connected  by  bands  or  otherwise  moulded  :  the  upper  mould- 
ings of  the  capitals  were  mostly  continuous,  and  from  them 
sprung  assemblages  of  small  bead  and  hollow  mouldings,  in 
which  the  tooth  ornament  was  frequently  introduced.  In  the 
cathedrals  and  large  conventual  churches  we  meet  with  double 
doorways,  divided  by  clustered  columns  or  ornamented  piers, 
and  enclosed  by  a  two-centred  arch ;  the  space  above  the 
openings  being  filled  either  with  sculptured  figures  and 
ornaments,  or  else  by  moulded  quatrefoiled  tracery.  In  some 
of  these  the  heads  of  the  openings  are  cinquefoiled,  and 
richly  decorated  with  mouldings  and  sculpture.  * 
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The  pillars  usually  consist  of  small  shafts  (often  of  Pnrbeck 
marble),  arranged  round  a  circular  pier,  and  connected  by  a 
band  of  mouldings  at  half  the  height  of  the  shafts,  and  at 
the  capitals  and  bases  :  others  of  differ^it  kinds  are  to  be 
found  ;  a  circular  or  octagonal  pillar  is  common  in  country 
churches,  which  is  crowned  by  moulded  capitals,  in  which  the 
nail-head  and  tooth  ornaments,  and  also  the  rich  flowing 
foliage  of  that  style,  are  used.  The  buttresses  of  this  date 
were  often  yery  prominent,  and  are  frequently  carried,  with 
occasional  weatherings,  to  the  tops  of  the  parapets,  and 
terminated  either  by  high  pyramidical  cappings,  or  else  by 
acutely  pointed  pediments.  Buttresses  at  this  period  were 
seldom  placed  diaganoUy  at  the  angles  of  the  buildings, 
although  such  disposition  in  the  succeeding  style  was  very 
general.  The  angles  of  the  buttresses  were  frequently 
chamfered,  or  else  small  shafts,  not  projecting  beyond  the 
face,  were  introduced.  The  carved  foliage  is  very  remu*ka- 
ble  for  boldness  of  effect,  and  was  much  used  in  capitals, 
brackets,  bosses,  crockets,  and  spandrils;  it  was  often  so 
much  undercut  as  to  be  connected  with  the  mouldings  and 
backings  only  by  the  stalks  and  edges  of  the  leaves.  There 
is  generally  a  stiffness  and  mannerism  in  the  combinations  of 
the  sculpture  of  this  era,  but  the  effect  of  it  is  almost  always 
so  beautiful,  that  we  overlook  its  unreality  in  the  great  flex- 
ibility and  freedom  both  of  the  conception  and  execution. 
The  prevailing  leaf  is  a  trefoil;  this  was  also  used  to  form 
the  crockets,  which  had  their  origin  in  this  style. 

"The  Decorated,  or  Geometric  Middle  pointed  style," 
dates  from  a.  d.  1214  to  1311,  during  the  reign  of  the  three 
Edwards. 

The  Decorated  style  is  of  two  characters,  which  can  be 
easily  defined  by  the  nature  of  the  traceries  of  the  windows, 
and  should  he  denominated  "  early  and  late  decorated.^  In 
the  former,  the  geometrical  figures  prevail,  consisting  of 
combinations  of  circles,  trefoils,  quatrefoils,  cinquefoils,  and 
triangles.    It  is  remarkable  for  the  harmony  of  its  forma. 
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The  tracery  and  cnspings  were  fullj  developed;  and  the 
uniting  of  seT^al  openings  as  a  whole  under  one  arch,  or  a 
snccession  of  concentric  mouldings,  marked  an  evident  devi- 
ation from  the  arrangement  and  principles  of  the  Early  Eug^ 
iish  architecture.  This  Geometric  Middle  Pointed  style  may 
be  considered  to  have  been  in  nse  until  about  a.  d.  132*7,  or 
the  beginning  of  the  reign  of  Edward  the  Third,  when  the 
compositions  of  the  windows  seem  to  haye  undergone  a 
change,  and  the  flowing  or  wavy  lines  succeeded,  producing 
an  almost  endless  variety  of  combinations.  At  the  period 
to  which  we  now  refer,  viz.,  from  132?  to  1317,  the  archi- 
teetore  of  this  country  may  justly  be  considered  to  have 
attained  its  greatest  excellence,  both  as  regards  graceful 
proportion  and  a  luxuriant  profusion  of  beautiful  ornament 
and  mouldings.  By  very  gradoal  progression,  and  almost 
imperceptible  changes,  had  these  principles  of  gracefdl  de- 
sign and  anequalled  beauty  of  execution  been  arrived  at; 
and  it  cannot  be  denied  but  that  the  architectural  art  of  this 
period  was  neither  equalled  nor  surpassed  in  any  other  coun- 
try or  in  any  age. 

The  general  plan  of  ecclesiastical  and  monastic  buildings 
of  this  era  was  little  mari^ed  by  any  deviation  from  that 
which  preceded  it:  any  change  in  the  arrangement  is  to  be 
attributed  more  to  the  requirements  of  the  sitaatlon  than  to 
any  alteration  in  the  principles.  To  the  details  and  parts 
of  the  combinations  we  must  look  for  the  distingnishing  pe- 
culiarities. Throughout  the  century  during  which  this  style 
prevailed,  the  same  kind  of  arch  was  generally  used,  and  was 
either  equilateral,  obtose-angled  triangles,  or  segmental  in 
form.  The  mouldings  consisted  chiefly  of  quarter  or  three- 
quarter  rounds,  with  fillets,  and  in  small  churches  double 
recessed  splays  alone  were  used:  the  deep  hollows  and  unfil- 
leted  beads  of  the  former  style  were  quite  discontinued. 

The  piers  of  this  period,  on  which  the  nave  arches  rested, 
wece  frequently  composed  of  half  or  three-quarter  cylindrical 
shafts,  which  in  some  instances  had  small  fillets  at  their 
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greatest  projection,  and  in  others  smaller  shafts  or  filletecl 
mouldings  were  placed  at  the  jimction  of  the  large  shafts  : 
this  arrangement  differs  from  the  Early  English  in  the  ool* 
nmns  being  more  closely  united.  The  octagonal,  cylindrical 
and  circular  pier  is  more  generally  to  be  found  in  small 
churches.  The  capitals  are  more  frequently  bell-ehaped, 
crowned  by  quarter-rounds,  fillets,  and  other  mouldings,  and 
haying  at  the  lower  part  a  beaded  or  chamfered  astragal 
In  the  richer  instances,  or  in  large  churches,  the  capitals 
were  either  numerously  moulded,  or  ornamented  with  light 
elegant  foliage,  distributed  completely  orer  all  parts  of  the 
capital  but  the  abacus  and  the  astragal;  figures,  battlements, 
and  the  ball-fiower  were  frequently  introduced  on  it.  The 
bases  of  the  piers  diifer  from  those  of  the  preceding  style,  in 
their  being  composed  of  two  or  more  small  round  mouldings^ , 
with  either  a  quarter-round  or  hollow  below,  and  beneath  it 
a  splay  or  curred  moulding  was  sometimes  introduced.  The 
ogee  form  was  in  some  cases  used,  but  it  mwe  frequently 
denoted  a  later  period.  In  plan,  the  base  mouldings  take 
various  forms,  not  always  following  that  of  the  shaft,  but 
changing  frt>m  the  circular  to  the  octagonal,  and  from  the 
octagonal  to  the  square. 

The  windows  oi  this  style,  as  we  have  before  stated,  differ 
from  those  of  the  Early  English  style,  in  having  their  opeii- 
ings  connected  and  blended  together  either  by  geometrical 
or  flowering  tracery  comprised  under  twoK^ntered  arch 
mouldings.  They  are  generally  large  and  oi  good  propor- 
tion: those  which  were  j^aced  either  at  the  east  or  west 
fonts,  or  at  the  transepts,  varied  from  three  to  seven  lights 
each,  and  were  divided  by  muUions,  "^hich  at  the  springing 
of  the  arch  branched  out  either  into  geometrical  or  flowing 
combinations.  The  great  variety  of  the  traceries  in  windows 
of  this  style  renders  their  description  extremely  difficult. 
In  the  best  and  most  perfect  instances,  we  find  a  princqwl 
and  subordinate  arrangement;  the  extreme  mouldings  bound- 
ing the  general  forms,  whilst  the  secondary  or  inside  mould- 
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ings  mark  the  disposition  and  form  of  the  lights.  It  is 
scarcely  necessary  to  observe,  that  these  harmonious  arrange- 
ments of  flowing  lines  were  not  produced  solely  from  a  cor« 
rect  perception  of  beaatiful  forms,  but  were  grounded  on 
that  consummate  skill  and  mathematical  knowledge  for  which 
the  freemasons  of  this  country  were  so  eminent.  Square- 
headed  windows  were  very  frequently  employed,  both  in  the 
aisles  of  the  smaller  churches  and  in  the  clerestories;  in  many 
of  them  the  ball-flower  is  inserted  into  the  hollows  of  the 
jambs  and  along  the  top  mouldings,  and  sometimes  it  is 
introduced  into  the  under  mouldings  of  the  label.  S^ 
mental,  fiat-headed  and  circular  windows  were  likewise  used. 
Windows  of  triangular  form,  having  the  sides  curved  and 
filled  in  with  tracery,  are  likewise  peculiar  to  this  date,  and 
either  used  to  fill  up  the  angle  of  the  gable  or  in  clerestories. 
Square  and  diamond-shaped  windows  are  sometimes  intr^ 
duced  in  church^  of  this  period. 

The  buttresses  of  this  style  are  more  varied  in  form  and 
disposition  than  those  which  preceded:  in  the  smaller  buUd- 
ings  they  axe  generally  of  two  stages,  and  firequently  finished 
by  gable-headed  terminations,  sometimes  adorned  with 
crockets  and  finials.  A  gable  is  sometimes  introduced  at 
the  middle  weathering,  and  at  the  top  there  is  only  a  succes- 
sion of  weatherings  or  moulded  water  tables,  with  a  splay 
and  half  round  moulding  at  the  nosing  or  greater  projection. 
Traceries  and  panels  are  frequently  sunk  within  the  faces  of 
the  buttresses  of  the  large  ecclesiastical  buildings.  Niches 
were  likewise  made  in  some  of  those  attached  to  parochial 
churches.  Except  in  large  buildings,  where  the  buttresses 
have  pyramidical  terminations,  the  gable  heads  are  not  car- 
ried above  the  parapets.  In  many  cases  both  the  heads  and 
set-offs  are  weathered  and  splayed  without  enrichment:  the 
buttresses  of  this  date  were  placed  at  the  angles,  or  diagon- 
ally with  the  faces  of  the  walls.  Flying  buttresses  were  also 
used. 

The  niches  of  this  period  were  generally  surmounted  by 
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canopies  of  a  pedimental  or  ogee  foroL  The  parapets  were 
pierced  with  trefoil  and  qoatrefofl  openings.  Oorgojls,  or 
grotesque  figures  projecting  firom  the  walls,  were  first  eat- 
plo jed  to  conduct  the  waters  from  the  gutters  ConeemiDg 
the  other  minor  details,  we  cannot  now  speak. 

We  hare  now  reached  the  "third  period  of  the  pokUed 
styUp  which  ma j  be  dated  from  the  latter  part  of  the  four- 
teenth centory  to  the  connnenc^nent  of  the  sixteenth,  or 
early  in  the  times  of  Henry  the  Eighth.  The  general  pecu- 
liarities of  the  fiolly  developed  style  of  the  fifteenth  century 
are  chiefly  visible  in  the  increased  expansion  of  the  npriglit 
and  square  tendency  of  the  tracery  of  the  windows,  the 
gorgeous,  fan-like  tracery  of  the  groinings,  the  foor-eentered 
ardies  and  horizontal  Hnes  of  the  doorways,  the  excessive 
decoration  of  the  wooden  roofs,  and  in  the  decoration  of 
Iftraldric  enrichments  and  color. 

The  next  class  is  "  T^le  Castellated  wnd  DomesUe  BuUdings 
of  England,  from  the  Norman  to  the  Tudor  TiimesP  The 
bnUdings  of  the  Anglo-Saxon  nobility,  as  well  as  those  of 
the  burgesses  and  ooBHnon  people  of  England,  were  c/fekr^ 
humble  character,  and  consisted  of  timber  covered  with  reeds 
and  straw:  the  former,  says  William  of  Malmsbury, ''  squan* 
dered  their  ample  means  in  low,  mean  dwdlings.'^  On  the 
settlement  of  the  Normans  after  the  Conquest^  the  kings, 
nobility  and  prelates  erected  large  and  magnificent  palacea 
or  castles;  and  the  barons  were  equally  jealous  in  raising 
fortified  castles,  as  were  the  priests  in  erecting  fortified 
buildings.  This  change,  like  all  others  in  the  art  of 
building,  was  the  result  of  necessity:  the  Normans  found, 
that  although  they  had  conquwed,  and  intended  to  retain 
possession  of  the  country,  yet  they  were  surrounded  by  vas- 
sals by  whom  they  were  detested,  on  account  of  the  plunder 
and  subjugation  to  which  they  were  ccnnpeUed  to  submit. 
During  the  reign  of  Stephen,  from  1185  to  1154,  no  less 
than  1115  castles  were  raised  from  their  foundations.  An 
eminence  near  a  river  was  the  situation  usually  chosen:  the 
boundary  walls  were  often  of  great  extent,  and  in  plan  verj 
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irregular,  their  form  being  regulated  bj  the  nature  of  the 
position,  or  levels  of  the  ground:  the  whole  was  surrounded 
by  a  broa4  ditch,  called  the  fosse,  which  could  be  filled  with 
water  when  required.  The  most  advanced  work  beyond  the 
fosse  was  the  barbican  or  watch-to^er;  it  was  placed  before 
the  drawbridge  and  principal  entrance,  as  a  protection  from 
sudden  assaults:  these  outworks  were  of  great  strength,  and 
so  planned,  that  if  the  gate  was  forced,  those  within  could 
still  annoy  the  assailants  from  the  turrets  and  embrasures 
during  their  attack  on  the  drawbridge  entrance.  Within 
the  ditch  was  a  wall  of  great  strength,  frequently  from  8  to 
9  feet  in  thickiiess,  and  as  much  as  30  feet  in  height;  towers 
were  placed  at  the  most  commanding  or  principal  positions 
of  it,  in  which  the  principal  officers  of  the  castle  resided: 
inside  of  the  wall  were  the  apartments  for  the  retainers,  ser- 
vants, as  well  as  storehouses  and  necessary  offices.  On  the 
top  of  the  wall  was  a  platform  extending  the  whole  length 
and  over  the  towers:  the  side  towards  the  ditch  was  pro- 
tected by  battlements.  The  great  gate  was  flanked  on  each 
side  with  a  square  or  drcnlar  tower,  and  above  the  gateway 
were  rooms  which  communicated  with  those  in  the  towers. 
The  mode  of  protecting  this  entrance  was  by  a  portcullis,  or 
framework  of  wood  faced  with  iron;  it  was  fixed  in  a  groove, 
and  was  raised  or  lowered  by  machinery;  behind  this  were 
massive  oak  double  doors,  which  were  either  covered  with 
iron  or  large  nail-heads.  Within  the  external  wall  was  a 
large  open  space  or  court,  containing  the  chapel:  in  some 
instances  another  ditch  or  wall  enclosed  an  inner  court  or 
ballium,  where  the  dungeon  or  keep  was  placed.  This  great 
tower,  the  principal  stronghold  of  the  castle,  was  built%  on 
the  most  elevated  spot,  somethnes  on  an  artificial  mound, 
and  varied  from  four  to  five  stories  in  height.  The  walls 
were  of  great  thickness,  and  in  them  the  passages  or  stairs 
were  built:  the  openings  were  small,  and  admitted  but  little 
light  into  the  apartments.  This  building  was  used  as  the 
residence  of  the  owner,  or  constable  of  the  castle,  and  was 
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provided  with  nndergroimd  vaults  for  the  confinement  of 
prisoners.  On  the  second  floor  was  the  state  room  or  hall  foi 
entertainment,  as  well  as  a  chapel.  This  mass  of  masonry 
was  made  to  contain  provisions  and  anmmnition  for  a  long  de- 
fence, in  the  event  of  the  rest  of  the  castle  being  taken:  the 
well  was  nsnallj  in  the  centre  of  the  tower,  and  had  openings 
to  each  floor.  "*"  The  only  admission  to  this  tower  was  by  a  door 
at  from  15  to  20  feet  from  the  ground,  approached  by  a  steep 
external  staircase.  The  whole  of  this  strong  building  was 
surmounted  by  projecting  battlements  and  machicolations, 
through  the  openings  of  which  arrows,  stones  and  other  mis- 
siles  were  thrown  on  the  assailants.  In  the  beginning  of  the 
fourteenth  century,  the  habitable  began  to  change  into  the 
castellated  mansion.  \ 

The  Domestic  and  Civil  Architecture  of  England  of  the 
Tudor  and  Elizabethan  periods,  differ  from  the  preceding  ia 
its  applicability  to  domestic  as  well  as  ecclesiasticfd  structures. 

In  the  ornamental  domestic  architecture  of  the  fifteenth 
and  sixteenth  centuries,  generally  designated  Tudor,  (there 
are  very  few  examples  before  that  period,)  we  perceive  the 
same  style  as  that  of  the  ecclesiastical  buildings  applied  to 
another  class,  where,  although  the  parts  are  somewhat  differ- 
ently composed,  the  btyle  of  ornament  and  detail  is  essen- 
tially the  same.  Some  features,  such  as  doorways  and 
porches,  are  very  little  altered  firom  those  of  churches;  while 
others,  unknown  to  the  latter  class  of  buildings,  such  sa 
chimneys  and  projecting  windows,  became  highly  character- 
istic and  decorative  in  this.  Oriel  and  bay  windows  are 
peculiar  to  this  style:  these  terms  are  often  used  indiscrimi- 
nately;— ^the  former  of  these  project  out  in  the  upper  part 
of  the  building,  and  overhang  that  below,  being  corbelled 
upon  mouldings  splaying  downwards  on  every  side:  the  latter 
may  be  similar  in  openings  and  ornament,  but  they  rise  imme- 
diately from  the  ground,  and  are  connected  with  the  building 
by  the  base  and  string-course  mouldings.    Oriels  are  both 

•  Tho(M  at  Rochester  and  Oonlsbnrg  are  stUl  ezlating. 
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single  and  compound,  that  is,  are  either  confined  to  one  of 
the  upper  floors  of  the  building,  or  carried  up  through  all 
its  stories. 

Although  chimneys  had  been  long  invented,  and  were 
much  in  useior  other  rooms,  our  ancestors  do  not  appear  to 
have  introduced  them  generally  into  their  halls  until  the 
end  of  the  fifteenth  or  the  early  part  of  the  sixteenth  cen- 
tury. The  previotisly  open  hearth,  on  which  the  fire  was 
made,  was  in  the  centre  of  the  hall,  and  the  smoke  escaped 
through  the  louvre  lantern  in  the  roof:  about  this  period 
they  were  added  to  many  halls  of  an  older  date. 

The  general  plan,  as  we  have  before  observed,  of  the 
larger  mansions  of  the  Tudor  period  was  quadrangular,  con- 
sisting of  an  inner  and  base  court,  between  which  stood  the 
gate-house:  on  the  side  of  the  inner  court  facing  the  en- 
trance, the  principal  apartments  were  placed;  these  consisted 
of  the  hall,  the  chapel,  the  great  chamber  and  dining-room, 
and  were  connected  with  a  gallery  for  amusements,  running 
the  whole  length  of  another  side  of  the  quadrangle. 

The  great  halls  in  the  palaces,  mansions  and  colleges  of 
this  period  were  extremely  lofty,  frequently  predominating 
over  the  surrounding  buildmgs:  the  ceilings  and  roofs  were 
very  boldly  constructed  and  elaborately  ornamented. 

The  reign  of  Elizabeth  is  remarkable  for  the  introduction 
of  a  style  of  domestic  architecture  more  systematic  in  plan, 
more  commodious  in  its  arrangements,  and  imposing  in  its 
effects,  than  any  preceding.  Up  to  this  period  the  mansions 
of  the  nobles  were  only  one  story  in  height,  and  in  plan 
greatly  deficient  in  the  reqmrements  incidental  to  the  im- 
proved social  condition.  Indeed,  the  domestic  architecture 
under  Elizabeth  had  assumed  a  more  scientific  character,  and 
we  have  ample  evidence  that  no  building  was  now  undertaken 
without  the  previous  arrangement  of  a  well  considered  plan. 
Books  on  the  arts  of  design  and  construction  were  now  pub- 
lished, and  architects  had  begun  to  act  upon  a  system  in  the 
construction  of  the  palatial  houses  of  the  aristocracy.    Tht 
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prindpal  deriatioQ  from  the  plans  of  the  Tador  houses  was 
in  the  freqaent  introdnction  of  baj  windows;  the  hnproTe- 
ment  in  the  galleries,  which  were  now  generally  lofty,  wide, 
and  more  than  100  feet  in  length;  that  of  staircases,  from 
being  small  and  inconvenient,  to  occupying  a  considerable 
portion  of  the  mansion,  and  commnnicating  with  the  entrance 
or  staircase  halls  of  spacious  dimensions.  The  exteriors  of 
the  porticoes  were  greatly  enriched  with  carved  entablatures, 
columns,  pilasters,  figures,  armorial  bearings,  and  every 
variety  of  device  which  the  most  fantastic  imagination  could 
supply. 

To  houses  of  this  date,  terraces  of  great  grandeur  were 
generally  attached,  connected  with  each  other  by  broad 
flights  of  steps; — ^they  were  bounded  by  richly  perforated 
parapets  or  balustrades.  The  windows  retain  more  of  the 
Gothic  character  than  any  other  feature;  they  were  divided 
by  mullions  and  transoms,  although  their  height,  as  well  as 
width,  was  generally  much  increased:  in  some  examples  there 
are  three  or  four  tiers  of  openings,  diminishing  in  height  as 
they  ascend. 

The  Italian  Orders  are  much  introduced,  but  their  classic 
proportions  not  attended  to:  the  columns,  pilasters,  and  piers 
are  usually  banded  in  several  courses  by  square  blocks,  which 
are  constantly  decorated  with  diamond  or  jewel-shaped  pro- 
jections: this  ornament  is  of  very  frequent  occurrence,  and 
may  be  considered  as  a  distinct  characteristic  of  this  style. 
The  entablatures  are  more  usually  broken,  either  by  project- 
ing profiles  or  scrolled  and  voluted  ornaments.  The  bay 
windows,  parapets,  and  gables  are  terminated  in  general  by 
perforated  ornaments  of  either  a  square,  circular,  or  scroll 
fonn. 

This  singular  manner  of  designing  must  be  examined  to 
be  well  understood;  no  description  can  possibly  convey  a 
just  idea  of  its  complex  forms  and  elaborate  ornaments. 
There  is  perhaps  no  class  of  English  architecture  more  com- 
pounded of  inconsistencies,  defects,  and  beauties,  than  this 
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mixture  of  Gothic  and  Italian;  but  to  be  properly  appre* 
ciatedy  it  should  be  studied  with  a  mind  unbiased  alike  by 
the  tendencies  of  a  prerious  education  and  the  indiscriminat- 
ing  caprices  of  fashion.  The  af^lication  of  this  style  to 
country  mansions  is  unquestionably  not  to  be  equalled  by 
any  other,  as  its  varied  forms  of  plan  and  outline  will  either 
harmonize  or  contrast,  beautifully  with  scenery  of  any 
description. 

One  of  the  most  celebrated  architects  of  the  reigns  of 
Elizabeth  and  her  successor  was  John  Thorpe,  who  designed 
and  erected  most  of  the  principal  palatial  edifices  of  the 
time.  The  general  form  of  his  plans  is  that  of  three  sides 
of  a  quadrangle,  and  the  portico  in  the  centre.  When  the 
quadrangles  were  used,  they  are  surrounded  by  an  open 
arcade  or  corridor.  Bernard  Adams  and  Lawrence  Brad- 
shaw,  Robert  and  Huntingdon  Smithson,  were  also  eminent 
architects  of  this  period. 

The  plaster  ceilings  of  the  Elizabethan  date  are  particu- 
larly deserving  of  attention,  on  account  of  their  richness  and 
beautiful  arrangement :  the  fire-places,  paneling,  cornices, 
friezes,  and  ornaments  of  the  principal  apartments,  were  ex- 
tremely varied,  an4  generally  good  in  design. 

The  early  part  of  the  seventeenth  century,  during  the 
reign  of  James  the  First,  is  the  period  of  the  introduction  of 
unmixed  Italian  architecture  into  England:  it  is  to  be  attri- 
buted to  the  genius  of  Inigo  Jones,  who,  in  the  early  part 
of  his  professional  career,  had  erected  and  altered  several 
large  buildings  in  the  mixed  style,  which  continued  to  pre- 
vail until  his  masterly  designs  of  the  Venetian  school  caused 
a  general  admiration  and  adoption  of  this  class  of  art  Lit- 
tle is  known  of  Inigo  Jones  or  his  works  as  an  architect  pre- 
vious to  1605,  when  James  the  First  visited  the  university 
of  Oxford,  at  which  time  he  was  employed  on  the  quadrangle 
at  St.  John's  college,  and  had  been  to  Italy:  from  that  time 
until  his  second  visit,  the  buildings  on  which  he  was  engaged 
were  of  a  mixed  or  transition  character;  when,  by  a  carefial 
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Study  of  the  works  of  Palladio,  he  perfected  his  taste,  ripened 
his  jadgment,  and  laid  the  fonndation  for  his  fhtnre  well- 
merited  reputation.  On  his  return  to  England  he  was  appoint- 
ed to  the  office  of  Surveyor  of  Public  Buildings,  and  from 
that  time  his  fame  and  practice  rapidly  increased. 

The  numerous  works  executed  by  Jones  have  received,  at 
different  times,  both  praise  and  severe  criticism  :  it  must  be 
admitted  that  his  admiration  of  Palladian  architecture  some- 
tunes  led  him  to  adopt  plans  and  arrangements  for  houses 
not  altogether  suited  to  our  climate  or  habits,  and  to  aim  at 
a  splendor  of  design,  which,  under  the  curcnmstances,  could 
not  be  accomplished.  The  combination  of  his  windows  was 
Italian,  and  the  piers  between  them  were  frequently  so  large 
as  to  offer  too  much  obstruction  to  the  admission  of  suffi- 
cient light.  Objections  have  been  offered  to  the  height  of 
his  roofs,  and  the  unmeaning,  as  well  as  useless,  introduction 
of  porticoes  in  the  centres  of  his  fagades.  The  encourage- 
ment received  by  Inigo  Jones  was  brought  to  a  close  by  the 
misfortunes  of  his  royal  patron:  art  or  artists  found  so  little 
favor  or  encouragement  during  the  time  of  the  Conmion- 
wealth,  that,  unmindful  of  his  talents,  he  had  to  pay  iS545 
as  a  penalty  for  being  a  Roman  Catholic.  Disappointment 
and  trouble  accelerated  his  death,  which  took  place  in 
1651. 

The  fire  of  1666,  which  destroyed  nearly  the  whole  of 
London,  was  the  occasion  to  which  Sir  Christopher  Wren 
was  indebted  for  the  opportunities  of  displaying  his  skill  in 
architecture  and  constructive  science.  One  of  his  first  de- 
signs was  that  for  the  rebuilding  the  city  on  a  regular  plan, 
which  unfortunately  was  never  carried  wholly  into  effect, — 
and  is  the  more  to  be  regreted,  as  we  then  should  have  been 
spared  the  inconvenience  resulting  from  our  present  bad 
arrangement.  The  task  of  re-erecting  the  cathedral  of  St 
Paul  and  the  greater  part  of  the  churches  in  the  city  was 
intrusted  to  Wren,  whose  distinguished  talents  were  fully 
equal  to  the  stupendous  undertaking.      No  architect,  before 
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or  since  his  time,  has  possessed  sneh  a  variety  ( f  knowledge, 
both  in  design  and  construction:  the  multiplicitj  and  mag- 
nitude of  his  works  proclaim  the  uniyersality  of  his  genius. 
The  same  hand  produced  the  noblest  of  modem  cathedrals, 
the  largest  palace,  hospitals,  and  numberless  public  and  pri- 
yate  buildings,  besides  twenty-five  churches  in  the  city  of 
London.  Great  length  of  days  were  bestowed  on  hun;— • 
"  he  lived  to  enrich  the  reigns  of  several  princes,  and  dis* 
graced  the  last  of  them;'' — (at  the  advanced  age  of  86  he 
was  removed  by  George  I.  from  the  office  of  Surveyor  Gen- 
eral;)— "he  restored  London,  and  recorded  its  fall;" — ^he 
designed  and  lived  to  complete  a  building  which  is  the  boast 
of  England  and  the  admiration  of  the  world,  of  which  a  gen- 
eral description  is  all  that  we  can  give. 

The  cathedral  church  of  St.  Paul  stands  on  a  greater  por- 
tion of  the  site  .of  the  old  one:  the  designs  were  approved  by 
Charles  II.,  and  the  warrant  issued  for  the  execution  of  the 
works  on  the  Ist  of  May,  1676.  The  first  stone  was  laid  on 
the  21st  of  June,  1675:  within  ten  years  the  walls  of  the 
choir  and  aisles  and  the  north  and  south  porticoes  were  fin- 
ished, and  the  piers  of  the  dome  were  brought  up  to  the 
same  height.  The  highest  stone  on  the  top  of  the  lantern, 
which  was  the  last,  was  laid  by  the  son  of  the  architect,  in 
1110.  The  whole  edifice  was  completed  in  thirty-five  years, 
having  only  one  architect,  one  master-mason,  and  the  see 
being  occupied  the  whole  time  by  one  bishop. 

The  plan  of  St.  Paul's  is  a  Latin  cross,  measuring  from 
east  to  west  480  feet;  its  general  breadth  on  the  exterior  is 
125  feet,  and  from  the  north  to  the  south  ends  of  the  tran- 
septs 280  feet.  The  western  end  of  the  edifice  is  flanked  by 
towers  on  the  same  plan  as  the  walls,  but  projecting  27  feet 
beyond  the  north  and  south  walls,  thus  making  the  whole 
width  of  the  fagade  180  feet.  The  exterior  of  the  building 
consists  of  two  Orders; — ^the  lower,  or  Corinthian,  stands  on 
a  basement  10  feet  above  the  ground,  which  is  the  level  of 
the  church,  which  on  the  western  side  is  approached  by  a 
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magnificent  flight  of  marble  steps,  extending  nearly  the  whole 
breadth  of  the  front.  From  this  level  to  the  top  of  the 
entablature,  or  the  whole  height  of  ^the  Order,  is  50  feet ; 
and  from  this  to  the  upper  part  of  the  second  Order,  which 
is  Composite,  is  40  feet ;  thus  making  the  whole  height  of 
the  body  of  the  church  100  feet  from  the  ground.  A  mag^ 
nifioent  portico,  of  the  two  Orders  in  height,  ornaments  the 
western  front;  the  lower  story  consists  of  twelve  coupled 
columns,  and  the  upper  of  eight,  besides  four  pilasters  ;  this 
portico  is  surmounted  by  a  pediment,  on  whose  tympanum 
the  subject  of  the  conversion  of  St.  Paul  is  sculptured  in 
high  relief.  At  the  ends  of  the  transepts  are  porticoes,  in 
form  of  a  segment  of  a  circle,  round  which  are  six  fluted  Co- 
rinthian columns;  this  is  crowned  by  a  half-dome,  resting 
against  the  wall  of  the  building. 

In  the  absence  of  an  elevation  and  section  of  the  dome 
and  lantern,  it  would  be  nearly  impossible  to  give  a  satisfac- 
tory description  of  the  constructive  peculiarities  of  this  and 
other  portions  of  the  building;  we  must  therefore  content 
ourselves  with  only  giving  the  dimensions.  The  height  from 
the  pavement  to  the  opening  of  the  inner  dome  (which  is  of 
brick-work)  is  168  feet,  and  its  diameter  100  feet.  On  the 
haunches  of  this  dome,  at  200  feet  from  the  pavement,  rests 
the  base  of  a  cone  of  brick-work,  the  top  of  which  is  285  feet 
from  the  level  of  the  church:  this  carries  a  stone  lantern  55 
feet  high,  terminating  in  a  dome,  and  above  this  is  »  ball 
and  cross.  The  external  dome  is  of  oak,  covered  with  lead, 
and  is  supported  by  horizontal  and  vertical  timbers  resting 
on  corbels  fixed  in  the  brick  cone.  The  lateral  thrust  of  the 
cone  and  the  interior  dome  is  restrained  by  four  tiers  of  strong 
iron  chains,  bedded  with  lead  in  grooves  cut  in  the  masonry 
at  the  base  and  at  different  heights  on  the  exterior  of  the 
dome.  The  towers  at  the  extremities  of  the  western  front 
are  220  feet  high,  and  ornamented  with  Corinthian  pilasters, 
terminating  above  the  roof  of  the  church  in  open  lanterns, 
and  covered  with  domes.    On  the  exterior  of  the  buildiAgp 
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the  Interrals  of  the  colamns  and  pilasters  are  occupied  by 
niches  or  windows  with  semi-circular  or  horizontal  heads, 
and  crowned  by  pediments.  In  the  upper  Order  of  the 
north  and  south  sides  there  are  no  windows,  as  it  is  merely  a 
screening  wall  to  the  naye. 

This  edifice  may,  for  elegance  of  design,  bear  comparison 
with  any  in  Europe,  not  even  excepting  St.  Peter's  at  Rome, 
though  it  is  far  from  being  so  large.  It  must  be  admitted, 
however,  that  the  interior  faces  of  the  walls  present  a  naked 
appearance,  and  require  much  embellishment  from  omamentr 
al  sculpture  before  they  will  harmonize  with  the  richness  of 
the  exterior.  A  great  defect  also  arises,  in  the  interior, 
from  the  want  of  connection,  which  is  caused  by  the  arcades 
interrupting  the  entablatures.  Sir  Christopher  Wren  ap- 
pears to  have  surpassed  all  those  who  preceded  him  in  the 
skill  required  for  raising  a  building  on  the  minimum  of  foun- 
dation. Some  criterion  may  be  drawn  of  the  comparative 
skill  employed  in  the  construction  of  other  buildings  some- 
what similar,  by  comparing  the  ratio  between  the  area  of 
the  whole  plan  and  that  of  the  sum  of  the  areas  of  the  whole 
of  the  piers,  walls,  and  pillars  which  serve  to  support  the 
superincumbent  mass.  To  produce  the  greatest  efifect  by  the 
smallest  means  is  one  of  the  first  qualifications  of  an  archi- 
tect, and  the  similarity  of  four  churches  affords  a  criterion  of 
their  respective  merits  as  to  the  least  amount  of  solid  for 
area. 

Wren  lived  to  complete  St.  Paul's  (which  cost  ^£736, 752, 
exclusive  of  the  stone  and  iron  enclosures  round  it,  which 
cost  iSll,202):  he  died  in  1*723,  at  the  age  of  91,  and  was 
buried  under  the  fabric, — ^with  four  words — 

SI   QU^RAS  MONUMENTUM  CIBCTTUSPICB. 

At  the  commencement  of  the  eighteenth  century  flourished 
Sir  John  Yanbrugh,  who  built  edifices  after  fashions  of  his 
own. 

After  him  came  James  Gibbs,  who  built  many  churches 
and  other  buildings;  then  came  Sir  William  Chambers,  the 
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architect  of  Somerset  HooBe  and  the  author  of  an  exodlent 
work  on  dvil  architectore. 

England  to^y  practiseB  all  Borts,  and  has  no  dirtincti?! 
style  of  its  own. 
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Definition  of  Architedure—Its  Necessity,  Uses  and  ReqiUrtmente. 

"  WeU  Imildlng  Uth  thzM  coDditiMu  :  QmiMo41^,  Fli^BiieM 

SkB  HKCRT   WOfROIC 

Architecturk  is  the  art  of  well  building;  in  oth«r  words, 
the  perfect  adaptation  of  a  building  to  each  of  its  parts,  and 
to  the  purposes  of  its  building.  There  is  a  wide  difference 
between  the  art  of  Building,  and  Architecture— but  none 
between  Architecture  and  iceW-Building.  No  building  is 
well  built  which  does  not,  in  addition  to  all  its  utilitarian 
purposes,  evince  the  greatest  beauty  capable  under  the  cir- 
cumstances, to  attract  the  attention,  to  exercise  the  fancy, 
to  subdue  the  passions,  to  call  forth  the  aspirations,  or  to 
Jazzle  with  its  imposing  majesty,  as  may  be  most  appropriate. 
The  contemplation  of  perfection  is  always  the  contempla- 
tion of  a  thing  of  Beauty.  Perfection  is  always  .beautiful, 
and  truly  has  it  been  said  of  Architecture,  or  well-building, 
that  it  is  "  the  art  of  the  beautiful  in  buUding." 

The  contemplation  of  "  a  thing  of  beauty  is  a  joy  forever,** 
and  rightly  has  Sir  Henry  Wotton  said  that  ^*  Delight"  is 
an  inseparable  condition  of  Architecture.  That  building 
which  awakens  not  in  the  human  breast  feelings  of  pleasure 
or  delight,  is  not  well-building,  or  Architecture. 

In  no  civilized  country  is  the  art  of  true  Architecture  less 
understood  or  practiced  than  in  the  United  States.  True, 
we  have  buildings  which  are  perfect  samples  of  nearly  every 
style,  character,  and  order  of  architecture,  which  has  ever 
been  known  in  any  portion  of  the  globe.  But  there  is  a 
prevailing  sentiment  too  common  among  our  people,  that  if 
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it  be  "  firm  or  stable/'  and  commodions  or  convenient,  that 
all  thiett  is  reqnired  is  had.  This  sentiment  was  never  learn- 
ed by  man  from  nature,  nor  does  he  act  upon  it  in  his  other 
occupations  and  pursuits.  The  rain  that  descends  from  the 
heavens  to  moisten  the  earth  and  to  nourish  vegetation,  fails 
not  while  doing  its  work  to  paint  the  beauteous  rainbow  to 
please  and  gladden  the  hearts  of  all  observers.  Our  coun- 
trymen should  have  it  impressed  upon  them  that  even  though 
their  buildings  be  convenient  and  stable,  unless  they  show  all 
the  beauteous  perfection  which  the  circumstances  admit,  they 
are  neither  architectural  or  well-built.  Buildings  may  be 
sometimes  perfectly  fitted  to  their  purpose,  and  yet  not  only 
devoid  of  beauty,  but  positively  hideous  and  disgusting  to 
the  eye.  There  are  four  points  quite  necessary  to  be  kept  in 
view  in  Architecture — ^Politeness,  Beauty,  Expression  and 
Poetry. 

1st.  PolUeness.  From  the  time  that  selfish  Cain,  the 
first-bom,  beat  down  as  an  enemy  and  destroyed  his  brother 
Abel,  the  second-born,  to  the  present  day,  selfishness  has 
been  a  dominant  and  degrading  principle  of  manhood.  As 
manhood  grew  in  the  human  breast,  so  selfishness  begain  to 
die.  Step  by  step  may  we  see  man's  exclusiveness  expand- 
ing from  self  to  the  family,  from  the  family  to  the  tribe,  firom 
the  tribe  to  the  nation,  tOl  to-day  we  see  manhood  owning 
man  for  his  brother.  He  even  does  not  now  consider  that 
edifice  or  structure  well-built  which  does  not,  in  addition  to 
its  purposes  of  utility,  possess  that  beauty  which  will  awa- 
ken manly  pleasure  and  delight  in  the  breast  of  every  brother 
man  who  contemplates  it.  That  selfishness  which  erects 
buildings  with  a  single  eye  to  the  convenience  of  him  who 
builds  them,  has  died  out.  The  fraternity  of  manhood 
requires  that  it  most  be  adorned  with  beauty,  built  with  pro- 
priety, fitness  and  order,  so  as  not  to  offend  to  the  sense  or 
taste  of  men,  but  to  please,  to  amaze,  or  to  compliment 
them. 

2d.  Beauty  is  ever  associated  with  perfection,  not  ornament. 
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The  beauty  of  simplicity  far  exceeds  the  mock  beauty  of 
gaudy,  showy  oruamentation.  The  beauty  of  simplicity 
never  fails  to  call  forth  admiration.  Beauty  is  not  capable 
of  division  into  its  constituent  parts — ^its  very  essence  con- 
sists in  its  wholeness.  Our  limits  will  not  permit  us  to 
follow  oar  author  in  his  attempt  to  divide  under  general 
heads  the  various  parts  of  beauty. 

3d«  Expression,  Education  is  not  required  to  feel  the  ex- 
pressiveness of  art;  give  us  the  mind  wholly  uneducated  in 
it;  give  us  the  rustic  or  the  child  unused  to  cities,  uncorrupt- 
ed  by  the  sight  of  abused  architecture,  and  he  shall  imme- 
diately feel  in  the  true  art  all  its  intended  effects, — shall  be 
awed  by  the  sublime  majesty  of  the  Doric,  or  raised  by  the 
heavenward  aspiration  of  the  Gk)thic  temple  ;  soothed  by 
the  mild  repose  of  Palladio,  and  enlivened  by  the  playful 
fancy  of  Scammozzi;  sobered  by  the  severe  purity  of  the 
Greeks,  and  relaxed  by  the  picturesque  riot  of  Yanbrugh  ; 
attracted  by  the  inviting  urbanity  of  the  Yicentine  villa,  and 
repelled  by  the  gloomy  frown  of  the  Florentine  castle. 
Among  pieces  of  true  architecture  he  shall  not  need  to  ask 
which  is  the  temple,  and  which  is  the  forum.  He  shall 
know  at  a  glance  the  festive  theatre  and  the  stern  hall  of 
hoodwinked  justice,  the  modest  hospital  and  the  patrician 
palace.  He  shall  not  mistake  what  is  public  for  what  is 
private,  nor  fail  to  distinguish  which  buildings  are  dedicated 
to  business,  which  to  pleasure  or  to  repose.  All  this  is  ex- 
pressed by  art,  not  conventionalism,  and  is  intelligible  to  the 
perfectly  artless^  as  well  or  better  than  to  him  of  cultivated 
taste — and  why?  Because  the  cultivation  required  does  not 
consist  in  learmifig,  but  in  wnkarnmg  the  prejudices  of  a  life, 
— ^in  getting  rid  of  the  mass  of  falsehood  imbibed  during 
years  passed  in  the  presence  of  an  indiscriminate  mixture 
and  misapplication  of  every  thing  that  is  expressive  in  archi- 
tecture'; the  abuse  of  employing  it  all  alike,  for  the  sake  of 
amament  instead  c^  propriety j  fancy  instead  of  discretion.  In 
the  culture  required  to  feel  rightly  the  effects  of  this  an. 
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there  is  nothing  to  be  leanit,  but  every  thing  to  be  nnleamt. 
The  savage  and  the  highly  cnltivated  are  alike  in  this 
respect ;  or  rathef ,  the  acme  o(  this  cultivation  is  to  approach 
as  near  as  possible  to  the  feelings  of  the  totally  ignorant, — 
of  one  to  whom  all  architecture  is  new.  Bat  to  those 
brought  np  in  modem  English  cities  this  is  perhaps  impossi- 
ble, (I  do  not  mean  in  its  perfection,  bnt  in  snch  degree  as 
to  be  nsefal,)  so  completely  must  their  natural  sense  of  right 
and  wrong  become  in  this  respect  deadened  and  subverted, 
by  the  time  their  education  is  complete. 

If  there  be  no  differences  of  expression  in  architecture, 
then  is  it  no  fine  art,  but  a  trifle  beneath  the  notice  of  an 
educated  man,  and  which  must  soon  find  its  level,  by  sink- 
ing into  the  hands  of  mere  constructors  and  dec<mitor8. 

Definite  expression,  though  almost  foi^tten  and  become 
a  dead  letter,  in  modem  English  architecture — ^though 
almost  above  the  reach  of  the  art  in  its  present  state— is  yet 
not  the  highest  aim  of  that  art,  in  its  complete  form.  It  is 
acknowledged  that  this,  in  common  with  all  the  arts  of  ex- 
pression, presents  in  its  most  excellent  works  a  merit  or 
merits  not  to  be  described  or  conveyed  in  any  other  medium 
than  the  art  itself, — ^moreover,  a  d^;ree  of  excellenoe  supe- 
rior to  mere  expression,  because  capable  not  only,  like  that, 
of  reaching  and  affecting  the  mind,  but  also  of  elevating,  re- 
fining, or  improving  it. 

In  the  want  of  a  better  term,  this  portion  of  each  art  has 
been  called  its  poetry, — a  very'  questionable  applicati<m  of 
the  name  of  one  art  to  express  a  particular  p<Nrtion  of  an- 
other. However,  we  must  take  words  as  we  find  them,  and 
content  ourselves  with  distinguishing  the  things  to  which 
they  have  been  applied. 

Poetry,  in  its  ordinary  and  strict  acceptation,  cannot  exist 
where  there  is  no  language — no  assertion  made — no  story 
told — ^no  idea  stated.  Now,  we  have  denied  to  architecture 
the  power  of  doing  this.  The  phonetic  arts,  viz.,  historical 
painting  and  historical  sculpture,  may  do  it :  they  speak  a 
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langaage — a  natmnJ  and  imiYeraal  langaBge— a&d  therefore 
may  be  poetical,  in  the  strictest  sense  of  the  word.  But 
architectore,  like  mndc,  has  no  natural  language,  and  is 
only  degraded  when  it  attempts  to  speak  an  artificial  one 
by  means  of  conventional  signs.  Nothing  can  be  pushed  out 
of  its  proper  sphere  without  being  degraded;  in  a  lower 
sphere  it  is  cramped,  and  its  highest  qualities  stifled;  in  a 
higher,  it  is  equally  degraded,  because  its  inability  to  do 
what  is  required  of  it,  is  exposed.  Architecture  is  not  ex- 
alted by  attempts  to  render  it  phonetic, — ^to  make  it  senre 
the  purpose  of  a  language. 

Where  there  is  no  language,  there  can  be  no  poetry,  in  its 
strict  sense;  yet  we  hear  of  the  poetry  of  music  and  of  arch- 
itecture; hence  this  term  must  here  be  taken  in  a  ^ore  ex- 
tended sense.  It  may  be  understood  in  three  ways:  firsts  as 
applying  to  the  untaught  portion,  or  that  portion  which 
transcends  the  rules  and  theory  of  the  art  in  their  present 
state;  feeondhf,  as  including  those  beauties  or  perfections  in 
each  art,  which  are  not,  or  hare  not  been,  conyeyed  in  any 
other,— consequently,  not  in  words;  or  thirdly ^sa  applying 
to  those  qualities  by  which  its  highest  productions  are  cal- 
culated to  produce,  not  only  a  transient  emotion,  but  a  per- 
manent eflbct  on  the  beholder.  In  dther  case,  the  predse 
limit  of  the  application  of  the  word  must  be  yagne:  the 
lowest  production  in  which  any  poetry  may  be  considered  to 
exist,  cannot  be  exactly  pointed  out;  but  of  its  existence  in 
the  highest  efforts  of  the  art,  there  is  no  difference  of  opinion. 

Whoeyer  wanders  among  the  hundred  columns  of  the 
great  hall  of  the  temple  of  Kamac;  whoeyer,  by  the  assist- 
ance of  designs  or  models,  and  of  the  fragments  in  the  Brit- 
ish Museum,  restores  and  rebuilds  in  his  mind's  eye,  the 
small  but  glorious  temple  of  the  Athenian  goddess;  whoeyer 
climbs  the  ruined  stairs  of  the  Colosseum,  to  the  edge  of  its 
artificial  crater;  whoeyer  enters  the  cathedral  of  Amiens,  or 
walks  round  the  exterior  of  that  of  Salisbury;  whoeyer 
yiews  any  one  of  these  works  of  architecture,  and  finds  no 
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poetry  in  it,  mtkst  be  incapable  of  diflcoyeringit  in  anything 
else— in  nature  or  in  art. 

There  is,  then,  or  rather  there  hat  betn,  sach  a  thing  as  a 
poetry  of  architecture;  and  we  may  therefore,  inclnding  this, 
consider  the  whole  aim  of  "  architecture  proper,''  apart  from 
bonding,  under  four  heads, — ^politeness,  beauty,  expression, 
and  poetry.  It  has  been  the  object  of  the  present  chapter 
to  point  out  to  the  reader  this  fourfold  use  of  alrchitecture  : 
first,  as  a  courtesy  due,  from  every  one  who  builds,  to  hu- 
manity, on  whose  ground  and  in  whose  sight  he  builds; 
secondly,  as  a  further  refinement  of  this  courtesy  into  positive 
beauty,  by  attention  to  whatever  may  please  the  mind;  and 
preference  of  what  may  please  its  higher  faculties,  before 
that  which  may  please  the  lower,  when  they  are  incompatir 
ble ;  (the  justice  of  this  preference  constituting  the  difference 
between  right  and  wrong  in  art,  commonly  called  good  and 
bad  taste;)  tMrdlf,  as  a  mode  of  conveying  to  the  mind  defi- 
nite emotions,  suited  to,  and  even  indicative  of,  the  character 
and  general  destination  of  the  work;  lastly,  as  a  means  not 
only  of  affecting,  but  d  exalting  or  improving.  The  archi- 
tecture which  attains  only  the  first  of  these  objects  is  no 
more  than  a  poUte  art;  when  it  reaches  the  second,  it  be- 
comes an  omammtal  art;  by  attaining  the  third,  (and  not 
otherwise,)  it  gains  a  titie  to  be  considered  a  Jint,  that  is, 
an  expre$sive  art:  in  those  very  few  of  its  productions  in 
which  the  last  purpose  has  been  accomplished,  does  it  de- 
serve to  be  called  a  high,  a  poetic  art.  As  the  first,  its  aim 
is  to  eondUate;  as  the  second,  to  please;  as  the  third,  to 
touch;  and  as  the  last,  to  tkach. 
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CHAPTER  11. 


Oecular  and  Formal  Beataif— First  Generalization  thereon^Unitii 
and  Variety — Qradwxtion  and  Contrast. 

It  is  the  natural  progress  of  instruction  to  teach  first  what  is  obTions  and  par- 
ceptiUe  to  the  senses,  and  firom  hence  proceed  gradoallj  to  notions  large,  liberal) 
and  eoanplete,  snch  as  comprise  the  more  refined  and  higher  excellences  in  art. 

Sot  JoaeuA  Rbtnoum. 

Great  difference  exists  among  writers  with  respect  to 
cccula/r  and  mefntal  pleasore — some  contending  that  such  a 
distinction  in  fact  exists,  while  others  deny  it,  and  assert 
that  the  eye  experiences  no  more  pleasure  in  contemplating 
one  thing  than  another — ^that  is,  considered  apart  firom  men- 
tal inferences  and  associations. 

It  would  seem,  however,  that  the  eye  has  its  choice  of 
eolar,  for  children  and  savages,  in  the  choice  of  colors,  con- 
salting  nothing  beyond  the  immediate  gratification  of  the 
eye,  inyariably  prefer  a  certain  class  of  colors — those  termed 
cmde  or  positive — ^to  another  class,  those  which  we  term 
dnll  colors  or  tones.  This  is  a  mere  sensnons  preference, 
like  that  of  sound  or  flavor. 

The  discovery  of  a  physical  reason  for  the  preferences  of 
the  eye  must  be  considered  one  of  the  greatest  triumphs  of 
inductive  science.  It  is  perfectly  known  that  the  difference 
is  the  same  in  the  senses  of  sight  and  hearing.  The  most 
pleasurable  sensations  are  produced  by  the  inconceivably 
rapid  repetition  of  vibrations  or  pulsations  very  regularly 
or  even  timed.  The  dead  or  duller  colors  are  caused  by  the 
irreguUMT  vibrations. 

The  harmony  of  colors,  that  is,  the  preference  given  to  a 
juxtapositiDn  of  colors,  rather  than  to  that  of  any  other  two, 
though  equally  bright  or  pleasing  when  seen  separately, 
must  be  wholly  an  occular  beauty;  for  the  mind  cannot  (by 
the  direct  evidence  of  unaided  sense)  discover  any  relation 

11 


122  HISTOftT  AND  RDDnaKTS 

between  red  and  green,  for  instance,  which  does  not  exist 
between  bine  and  green.  We  can  only  saj  that  the  former 
harmonize,  and  the  latter  do  not.  As  the  mind  knows 
nothing,  in  general,  about  this  harmony,  the  mind  can  haY« 
nothing  to  do  with  the  appreciation  of  it.  The  cause  of  this 
harmony  is  :  two  sets  of  vibrations  which  are  each  regular 
in  itself,  and  which  bear  a  simple  ratio  to  each  other,  by 
uniting  together,  form  a  vibration  which  is  therefore  regu- 
lar and  musical;  but  two  vibrations  which,  however  regular 
each  may  be  alone,  bear  no  commensurable  ratio  to  each 
other,  will,  by  their  union,  produce  a  totally  irregular  vibra- 
tion: that  is,  a  noise.  There  are  many  nice  discoveries — 
perhaps  nothing  more  than  theories— concerning  the  cause 
of  harmony  of  colors.  On  the  whole,  it  would  appear  that 
the  laws  of  coloring,  as  a  gratification  of  the  eye  only,  are 
sunply  these: 

1.  That  the  more  regular  the  vibrations  of  any  given  color 
may  be,  the  more  pleasing  will  it  be  in  itself,  apart  from  fit- 
ness or  association  with  others. 

2.  That,  as  these  isochronous  colors — (colors  caused  by 
regular  vibration)^ave  a  more  exciting  effect  on  the  reti- 
na than  those  which  are  of  the  same  brightness  but  not  iso- 
chronous, the  repose  afforded  by  a  change  from  the  former 
to  the  latter  is  also  grateful;  so  that  we  should  follow  the 
example  of  nature's  works,  throughout  which  the  sober, 
mixed  or  subdued  tones  are  the  rule,  and  the  pure  or  isochro- 
nous colars  the  exception;  for  it  is  a  less  evil  to  be  able 
to  find  excitement,  than  to  be  able  to  find  repose. 

3.  That  varidy  of  coloring  is  abstractly  (without  refer- 
ence to  fitness,  &c.,)  more  pleasing  than  monotony,  especi- 
ally when  the  colors  that  adjoin  each  other  have  their  vibra- 
tions in  a  harmonic  ratio;  that  is,  when  they  form  contrasts, 
and  still  more  when  they  are  varied  in  intensity  or  brillian- 
cy, or  both,  as  well  as  contrasted  in  quality. 

4.  That,  as  variety  is  an  exciting  quality,  owing  to  the 
n^pid  changes  which  each  point  of  the  retina  undeigoep. 
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the  change  from  varietj  to  sameness  of  color  is  required 
for  repose;  so  that  here,  again,  we  should  imitate  nature,  in 
which  sameruss  of  coloring  is  the  role,  and  variety  the  excep- 
tion; the  former  being  fonnd  in  all  large  and  grand  objects, 
and  the  latter  only  in  small  and  scattered  organisms. 

Many  writers  have  attempted  to  apply  '' the  harmonious'' 
theory  of  proportion  to  the  dimensions  of  buildings,  without 
any  satisfactory  result. 

Equalrivmid  or  equal-spaced  repetition  is  confessedly  beau« 
teous.  It  is  adopted  in  all  the  higher  arts,  and  leads  to  the 
rhythm  of  poetry,  or  the  equal  spacing  of  the  windows  of  a 
palace. 

I  beHeye  the  chief  charm  of  this  quality  of  architecture  is 
to  be  traced  to  its  expression  of  courtesy  and  consideration 
for  the  spectator.  There  is  another  kind  of  beauty  in  visi' 
ble  objects,  which  is  commonly,  but  perhaps  falsely,  supposed 
to  speak  to  the  eye;  this  is  that  kind  of  symmetry  or  unifor- 
mity which  consists  in  an  exact  correspondence  of  form  be- 
tween  the  two  halves  of  an  object.  To  disting^h  it  from 
other  kinds  of  uniformity  we  will  call  it  the  vmformty  of 
halves.  We  need  hardly  observe  that  it  is  the  most  univer- 
sal in  its  nature,  pervading  all  ranks  of  organic  life,  from 
the  leaf  and  the  flower  up  to  man;  and  all  separate  and  dis- 
tinct creatures,  even  when  inorganic,  from  a  *  crystal  to  a 
world.  It  is  to  the  minor  ornaments  of  architecture  that 
we  must  look  for  its  illustration,  and  not  to  general  forms, 
principal  members,  or  any  constructive  features,  because  fit- 
ness of  destination,  dennite  expression,  and  other  higher  ex- 
cellences, will  always,  in  them,  interfere  with  and  should 
prevail  over  mere  formal  beauty. 

In  analyzing  such  examples  of  ornamental  forms  we 
shall  find  the  chief  properties  common  to  them  in  all  styles, 
to  be  those  which  are  here  mentioned,  viz  : — 

1.  Equal-spaced  repetition^  exemplified  in  all  description  of 
diaper  patterns. 

2.  Uniformity  of  halves;  which  sometimes  has  place  not 
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only  in  one  direction,  or  on  each  side  of  one  axis  or  plane  of 
diyision,  bnt  is  related  to  two  sach  planes  at  right  angles  to 
each  other,  or  to  three  intersecting  each  other  in  a  single 
axle,  and  dividing  the  object  into  six  equal  sectors,  or  to 
four,  fivey  or  any  number  of  such  planes,  subject  to  the  same 
condition';  all  which  practices  are  evidently  founded  on  na- 
ture, in  which  a  single  plane  of  uniform  division  is  charac- 
teristic of  all  the  higher  classes  of  animals,  and  of  numerous 
classes  of  flowers  and  fruits  (the  leguminos®,  papilionaces, 
&c.,):  two  such  planes,  or  a  double  uniformity,  though  a 
rather  uncommon  arrangement,  is  not  without  example  in 
many  vegetable  objects;  a  division  by  three  planes,  or  into 
six  sectors,  pervades  the  flowers  of  monocotyledonous  plants; 
a  fomfold  uniformity,  or  eightfold  division,  runs  through 
those  of  the  crucifer»,  Ac;  and  a  fivefold  belongs  to  the 
great  majority  of  dicotyledonous  flowers,  and  to  the  lowest 
or  radiate  class  of  animals. 

8.  Preferetice  of  curves  to  straight  Knes, — ^Every  eye  pre- 
fers the  patterns  composed  of  curves  to  those  composed  of 
straight  lines,  abstractedly,  without  reference  to  their  sitnsr 
tion,  Ac.  ;  and  though  every  complete  style  of  architecture 
presents  ornament  or  tracery  of  b«th  descriptions,  it  is  easily 
seen  that  the  rectilinear  is  introduced  always  from  other 
considerations,  abstract  beauty,  considerations  of  fitness, 
construction,  consistency  of  character,  '&c., — or  else  to  give 
value  to  the  more  pleasing  forms. 

To  these  principles  we  may  add, 

4.  Preference  of  curves  of  contrary  fiejcure  to  those  which 
have  no  such  contrariety;  the  flowing  tracery  of  the  foui^ 
teenth  century,  for  instance,  to  the  (so  called)  geometrical 
tracery  of  the  thirteenth,  which  is  equally  composed  of 
curves,  but  without  points  of  contrary  flexure.  Every  one 
has  heard  of  Hogarth's  *  line  of  beauty,' — ^the  lett^  S. 

6.  Preference  of  curves  of  varying  ewroature  to  circular 
ones,  llie  mam  difference  between  Greek  mouldings  and 
Roman  ones,  between  Greek  vases  and  Chinese,  \a  that  the 
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former  are  composed  with  oatlines  of  continaaUj  varying 
earYature,  and  the  latter  with  circular  arcs. 

6.  Umty  or  consistency  of  charader, — ^Miztilinear  form  or 
ornament  is,  in  general,  less  beautifiil  than  either  that  which 
is  composed  entirely  of  straight  lines  or  entirely  of  curves. 
This  will  be  especially  the  case  when  several  straight  lines 
M  together  in  one  place,  and  several  carves  in  another,  be- 
cause then  the  mixture  of  incongruous  principles  is  mOst 
obvious.  The  defect  is  best  counteracted  when  the  straight 
and  curved  lines  are  equally  distributed  throughout,  and 
especially  when  a  general  principle  is  seen  to  govern  theii 
use,  that  is,  when  all  the  straight  parts  have  something  in 
common  htsides  straighiness,  and  all  the  curved  parts  some 
common  quality  bemles  their  curvature.  The  same  remarks 
apply  to  the  mixture  of  circular  with  variable  curves,  and,  in 
general,  to  every  attempt  at  mixing  different  styles  of  form. 
It  can  succeed  only  when  some  new  law,  that  did  not  apply 
to  either  of  the  styles  separately,  is  introduced  and  made  to 
govern  their  respective  use,  and  thus  restore  that  consistency 
which  has  been  violated  by  the  mixture;  and  this  law  must 
be  so  extensively  applied  and  strictly  observed,  as  to  be 
quite  obvious  to  the  spectator  at  a  glance.  Thus  those 
ingenious  decorators,  the  Arabs,  wishing  to  combine  the 
beauties  and  richness  of  two  kinds  of  ornament,  often  did  so 
without  inconsistency  by  placing  them  on  the  same  surface, 
but  giving  them  different  degrees  of  relief,  or  different  colors, 
so  that  one  appears  superposed  in  front  of  the  other,  without 
interfering  with  it.  The  eye  can  follow  each  separately,  as 
the  ear  follows  the  base  or  treble  of  a  complex  piece  of 
music. 

It  is  hardly  possible  to  state  collectively  these  proximate 
principles  of  beauty  in  form,  without  being  led  a  step  higher, 
to  a  generalization,  which  reduces  them  all  to  a  broader 
principle,  though  still  odly  a  proxunate  one.  This  has  com- 
monly  been  stated  as  the  combination  of  unity  toith  variett. 
It  is  best  explained,  perhaps,  in  the  words  of  Dr.  Huteheson,  ^ 
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who  states  as  an  axiom,  (with  regard  to  mere  formal  beau- 
ty,) that  where  the  niuformity  is  equal,  the  beautj  of  fonns 
is  in  proportion  to  their  yariety;  and  when  their  variety  is 
equal,  their  beaaty  is  in  proportion  to  their  uniformity. 

Unity  or  uniformity  is  here  taken  in  its  widest  sense,  as 
meaning  oneness  of  any  tkkig,  of  size,  of  form,  of  number,  of 
ratio,  of  succession,  of  any  quality,  or  any  principle  what- 
ever;  it  is,  in  fact,  synonymous  with  method,  order,  law,  or 
eonsistency.  It  is  so  far  opposed  to  rariety,  that  they  can- 
not exist  together  in  regard  to  any  one  quality.  Yet  the 
beauty,  of  which  we  are  now  speaking,  consists  not  as  some 
most  erroneously  suppose,  in  keeping  a  "  happy  medium"  be- 
tween these  two  opposite  principles.  Such  a  rule,  bdng 
merely  negatire,  can  lead  to  no  positire  beauty.  This  con- 
sists not  in  the  ayoidanoe  of  both  the  opposite  qualitieB,  bat 
in  just  the  reverse  of  this,  in  combining  both  in  their  great- 
est possible  perfection, — in  reconciling  the  extremes  of  both. 
Of  course,  this  can  only  be  done  by  the  maintenance  in  all 
the  parts  of  the  composition,  of  perfect  unity  in  regard  to 
some  one  quality  or  circumstance,  with  the  utmost  variety 
in  some  other  quality  or  circumstance.  This  is  necessary  to 
the  display  of  any  beauty,  however  slight;  but  its  degree 
will  be  increased  in  proportion  to  the  number  of  points  of 
correspondence  or  unity,  and  of  points  of  variety.  Hence 
the  designer  examine  and  analyses  the  various  qualities  or 
circumstances  of  the  parts  of  his  deogn,  in  order  to  find  as 
many  points  as  possible  in  which  they  may  be  made  to 
resemble  each  other,  or  to  differ.  Moreover,  the  number  of 
points  of  resemblance,  and  of  points  of  difference,  must  be 
about  equal.  If  the  former  preponderate  in  number,  we  say 
the  design  is  monatorunLSf  or  wanting  in  variety.  If,  on  the 
other  hand,  the  points  of  variety  are  greatly  more  numerous 
than  those  of  unity,  we  call  it  eonfused^  or  wanting  in  char« 
acter  (t.  e.,  self-consistency.)  These  faults  do  not  imply  an 
absolute  excess  of  unity  in  one  case,  or  variety  in  the  other, 
but  only  an  excess  relatively  to  the  other  quality — in  fact,  a 
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deficiency  of  that  other  quality.  And  it  woold  be  well  if 
these  faults  were  always  so  understood,  and  remedied  not  by 
remacmg  a  point  of  resemblance  in  the,  ono  case,  or  of  differ- 
ence in  the  other,  bnt  by  addmg  the  contrary, — ^by  hunting 
out  some  ne[W  point  of  iMerence  or  resembluice,  instead  of 
abandoning  an  old  one. 

Neither  unity  nor  variety  can  eyer  be  carried  too  far,  if, 
for  every  instance  of  the  one,  an  instance  of  the  other  be 
also  found.  It  is  an  error  to  say  that,  in  any  composition, 
one  of  these  qualities  is  in  excess:  it  can  never  be  in  abso- 
lute excess:  it  is  the  other  quality  which  is  in  relative  defi- 
ciency. 

Let  us  now  illustrate  this  principle  by  its  application  to 
the  simplest  cases  of  abstract  beauty  in  nature  and  in  art, 
leaving  the  reader  to  apply  it  to  more  complex  examples. 

It  is  extremely  doubtful  whether  absolute  unity,  without 
any  point  of  variety,  can  constitute  beauty  in  any  object. 
We  have  an  instance  of  such  a  kind  in  a  straight  line  of 
equal  thickness  and  intensity  throughout  its  length.  There 
seem  to  be  cases  where  this  is  admired,  as  in  the  sea-horizon, 
in  a  stratiform  doud,  Ac;  but  we  shall  presently  show  that 
they  would  not  be  considered  beautiful  by  themselves,  and 
only  become  so  by  a  relation  with  their  accompaniments. 

The  case  is  very  different  when  the  line  regularly  dimin- 
ishes in  strength  from  one  end  to  the  other,  as  in  the  per- 
spective image  of  a  railway  bar,  a  distant  glimpse  of  a  lake, 
or  the  searhorizon  in  many  cases.  Here  the  unity  of  direc- 
tion, in  all  parts  of  the  line,  is  accompanied  by  a  variation 
in  strength,  and,  again,  by  an  unity  in  the  law  of  this  varia- 
tion. 

Even  without  this  latter  kind  of  unity,  a  straight  line, 
varying  in  thickness  irregularly^  as  the  angle  of  an  old  but 
firm  building,  is  allowed  to  possess  a  beauty  which  it  had  not 
when  new.  How  different  is  the  edge  of  a  wai))ed  brick, 
or  an  ill-founded  building,  which  wants  the  unity  of  straight- 
ness. 
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An  irregalarly  cnrred  line  is  destitnte  of  beauty  because 
the  variety  (of  direction)  is  obtained  only  at  the  expense  of 
nnity:  not  so  with  a  circular  arc;  though  the  unity  of  dhto- 
turn  is  abandoned,  there  is  a  substitute  for  it  in  the  unity  of 
cwrvature.  It  is  the  simplest  of  lines  that  can  be  beautHuI  X 
in  itself  without  the  aid  of  varying  thickness;  for,  while  its 
parts  all  vary  in  one  respect — direction,  they  all  agree  in 
the  rate  of  this  variation,  i.  e.,  in  curvature.  The  beauty  is 
doubled,  however,  by  a  regular  variation  in  thickness;  for 
there  are  now  two  points  of  variety,  viz.,  in  direction  and  in 
thickness,  and  also  two  points  of  unity,  a  constant  rate  of 
curvature,  and  a  constant  law  of  diminution. 

But  the  circular  curve  is  the  least  beautiful  of  all  regular 
curves;  for,  in  all  others,  an  additional  kind  of  variety  is  in- 
troduced, in  the  variation  of  curvature;  and  an  additional 
kind  of  unity,  in  the  constancy  of  the  law  of  this  variation. 
Without  the  latter  circumstance,  no  increase  of  beauty,  but 
the  very  reverse,  would  accrue  from  the  mere  variety;  for  it 
would  be  obtained  at  the  expense  of  the  unity  of  curvature. 
Thus  the  varied  curvature  in  the  haunches  of  the  Tudor  arch 
is  generally  considered  a  defect.  When  similar  lawless  va- 
riations occur  more  than  once,  they  produce  what  is  called  a 
crippled  curve,  the  ugliest  of  all  lines. 

The  circle,  then,  is  excelled  in  l)eauty  by  all  other  simple 
curves;  but,  fortunately,  perspective  remedies  its  defect,  by 
rendering  its  ocular  image  almost  always  elliptical  or  hyper- 
bolic *  It  is  a  very  rare  case  for  the  eye  to  be  exactly  in 
the  axis  where  the  circle  can  be  seen  as  a  circle,  and  in  such 
a  case  we  never  hear  its  beauty  admured. 

All  other  curves  besides  the  circle  resemble  each  other  as 
regards  the  exhibition  of  unity  and  variety;  and,  accord- 
ingly, we  never  hear  of  any  preference  given  to  one  more 

•  ardes  give  a  parabolic  or  byperbolio  perapectire  image  when  we  riew  th« 
interior  of  a  domed  boUding  from  a  point  perpendicolarlj  under  the  cireomferemee 
of  one  of  its  horisontal  circles.  l%e  Tislble  portion  of  ftu  drcle  will  then  be  pro- 
jected as  a  parabola,  and  all  largv  horizontal  circles  as  hjperbolas  ;  onl/  thoM 
which  are  snvJUr  than  this,  being  seen  in  the  nsoal  manner  as  ellipses. 
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than  another,  on  account  of  abstract  beauty.  Hay  has 
shown  that  the  most  perfect  forms  of  Greek  pottery  and  or- 
nament may  be  imitated  by  combinations  of  elliptic  arcs. 
So  they  might,  doubtless,  by  arcs  of  any  curve  of  yarying 
curvature.  The  parabola  is  admired  in  cascades  and  foun- 
tains; the  catenary f  in  drapery  and  festoons;  the  trochoid  and 
qntrochoidf  in  penmanship ;  the  logarithmic  spiral,  in  shells  and 
volutes;  and  various  kinds  of  dastic  curves,  in  vegetation. 

It  may  be  doubted  whether  the  repetition  of  similar  ob- 
jects at  equal  distances  has  any  beauty  except  when  seen 
perspectively.  It  is  hardly  ever  possible  (indeed  impossible, 
if  they  be  in  a  straight  line)  so  to  view  them  as  to  have 
their  images  formed  on  the  retina,  similar  and  equi-distant. 
Against  unity  of  form  and  of  direction,  then,  we  have  to  set 
off  variety  of  apparent  size  and  apparent  distance  apart;  this 
variety  being  still,  in  each  case,  subject  to  an  uniform  law 
of  increase  or  decrease.  There  are  thus  more  points  of 
unity  than  of  variety ;  and,  accordingly,  a  series  of  this  kind 
requires  but  little  extension  to  render  it  monotonous. 

If  the  series  be  arranged  in  a  regular  curve,  this  deficiency 
of  variety  is  supplied  without  diminishing  the  points  of  unity, 
the  unity  of  direction  being  replaced  by  that  of  curvature, 
&c.,  and  thus  the  beauty  is  greatly  augmented. 

We  may  illustrate  these  principles  by  a  figure  (a)  com- 
posed of  concentric  circles  placed  at  random,  and  varying 
irregularly  in  every  thing  except  their  unity  of  form  and 
concentricity.  This  can  hardly  be  said  to  possess  any  posi- 
tive  beauty,  though  it  would  be  beautiful  by  comparison 
with  a  figure  in  which  they  were  either  crippled  or  not  con- 
Fig.  1. 


centric.    We  gain  nothing  by  equalizing  theit  thicknesses 
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and  the  spuces  between  them  (as  at  b,)  because  this  is  sim- 
ply sabstitating  (in  both  alterations)  unity  for  variety, 
which,  in  both  cases,  we  abandon.  Bat  in  c,  the  two  prin- 
ciples are  reconciled,  the  yariety  in  the  intervals  being  ac- 
companied by  the  unity  of  a  law  regulating  them  all:  thos  a 
certain  degree  of  beauty  is  produced,  which  is  augmented  by 
the  introduction  of  another  source  of  variety  in  the  unequal 
thicknesses,  and  of  unity  in  the  regulation  of  these  also,  by 
an  uniform  law.  The  example  d  is  added  to  show  that  it 
matters  not  how  the  variations  occur,  provided  there  be  as 
many  points  of  resemblance  as  of  difference. 

A  series  of  quantities  or  dimensions,  forming  a  progres- 
sion of  any  sort,  is  thus  always  beautiful,  however  complex 
may  be  the  law  of  the  series.  But  the  arithmetical  progres- 
sion is  less  beautiful  than  any  other,  for  the  same  reason 
that  the  circular  curve  is  less  beautiful  than  any  other.  In 
Mtf ,  the  direction  is  indeed  continually  varying,  but  always 
at  the  same  rate;  and  in  thai,  the  successive  terms  of  the 
series  increase  or  diminish  always  by  the  same  increment  or 
decrement.  Both  are  improved,  therefore,  by  exchanging 
this  sameness  (of  the  curvature  in  one  case,  and  the  incre- 
ment in  the  other)  for  variety,  provided  this  be  r^^ated  by 
one  uniform  law. 

Hence  the  arithmetic  ^'  *• 

cal  spiral  is  the  least 
beautiful  curve  of  its 
kind,  as  any  one  will 
prabably  admit  who 
compares  these  two  examples,  a  being  the  ordinary  form 
of  the  Greek  Ionic  volute,  viz.,  a  geometrical  or  loga- 
rithmic spiral,  and  b  an  imitation  thereof,  as  it  appean 
in  the  temple  of  a  "mixed  orderj*'  at  the  Greek  colony 
of  Selinus,  in  Sicily.  This  is  the  only  instance  I  know 
of  an  arUkmetiud  volute,  a  form  well  worthy  of  the  bun- 
gler who  could  design  such  a  piece  of  inconsistency  as 
Ionic  colunms  supporting  a   Doric  entablature.     Nature 
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affords  instances  of  the  geometrical  spiral  in  every  nni- 
yalve  shell, — of  the  arithmetical  spiral  in  none. 

A  kind  of  iron  fence  has  lately  been  introduced,  in  which 
the  horizontal  bars  are  placed  at  progressively  increasing 
distances  from  the  ground  upwards.  It  shows  how  much 
beanty  may  be  added  to  ah  object  without  adding  anything 
else,  except  (in  this  case)  stability  and  mechanical  fitness. 

Serial  progressions,  however,  have  little  place  in  archi- 
'  tecture,  at  least  in  the  dimensions  of  principal  parts,  because 
equality  always  answers  the  same  purpose,  the  equal  divi- 
sions being  reduced  by  perspective  to  a  progressional  series. 
We  have  an  instance  of  an  actual  series  of  this  kind,  how- 
ever, in  the  stories  of  St.  Bride's  steeple,  which  form  four 
terms  of  a  geometrical  progression  ;  and  any  one  may  easily 
convince  himself  that  the  smallest  perceptible  alteration  in 
the  height  of  any  one  of  them  would  destroy  the  beauty  of 
the  whole  ; — a  very  different  effect  from  any  that  is  observed 
in  deviations  from  the  "harmonic  proportions,"  on  which 
some  insist  and  place  such  reliance. 

All  the  modes  of  combining  unity  with  variety  hitherto 
noticed,  may  be  included  under  the  term  Gradation.  There 
is,  however,  another  mode  of  effecting  this  object,  on  a 
totally  different  principle.  Where  there  are  only  two  ob- 
jects or  parts  of  one  object  considered,  they  may  be  made  to 
correspond  in  certain  respects,  and  vary  greatly,  or  even  as 
much  as  possible,  in  other  respects  ;  and  this  mode  of  recon- 
ciling unity  with  variety  is  termed  Contrast.  It  is  evidently 
opposed  to  gradation^  since  the  two  extremes  are  here 
brought  together  without  any  intermediate  softening  or  pre- 
paration. Consequently  there  can  be  no  compromise  between 
the  two  modes  of  treatment.  Whichever  the  designer 
adopts  in  any  particular  case,  that  principle  and  that  alone 
must  be  carried  out.  In  a  curved  line  there  is  gradation 
(of  direction), — ^in  the  meeting  of  two  lines  at  an  angle, 
there  is  contrast.  So  also  in  a  curved  surface  there  will  be 
gradation  of  light  and  shade, — ^in  the  meeting  of  two  planes, 
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contrast  of  the  same  qualities.  In  either  case,  the  roimdiiig 
off  the  angle  would  be  an  attempt  to  comiuromise  between 
these  opposite  principles  of  beantj,  and  would  lead  to  a 
sacrifice  of  both,  without  an  equivalent ;  so  that  we  need 
not  wonder  at  this  practice  never  having  found  favor  in  any 
style  or  in  any  age,  however  depraved  in  taste.  To  this, 
also,  we  may  attribute  the  absence  of  the  kyperhola  from  the 
extensive  list  of  ornamental  curves.  It  seems  the  only  sim- 
ple or  well-known  curve  that  is  banished  from  decorative 
design,  probably  from  its  too  near  approach  to  the  character 
of  an  angle  rounded  off,  affording  neither  the  beauty  of  con* 
trast  nor  of  gradation. 

Contrast,  then,  consists  in  a  perfect  similitude  between  two 
adjacent  objects  in  certain  respects,  accompanied  by  a  wide 
difference  in  some  other  respect,  or  sometimes  in  two  or 
three  other  respects,  (in  which  cases  we  may  term  it  double 
or  treble  contrast,)  but  the  simple  is« more  common.  Resem- 
blances are  quite  as  necessary  as  differences,  and  indeed  must 
be  more  numerous.  There  can  be  no  such  thing  as  contrast 
between  two  things  that  are  altogether  different.  In  most 
contrasts,  they  differ  only  in  one  point;  and  are  alike  in 
every  other.  • 

The  uniformity  of  halves  derives  its  beauty  from  a  single 
contrast  of  the  most,  perfect  kind.  In  the  case  of  a  plane 
figure,  the  two  parts  are  alike  in  every  respect  except  posi- 
tion. They  are  repetitions  of  the  same  identical  form,  but 
so  placed  that  we  see  the  front  of  the  one  and  the  back  of 
the  other.  In  a  solid  body  they  are  contrasted  also  in  their 
mode  of  receiving  the  light,  yet  perfectly  similar  in  form. 

How  much  the  beauty  of  such  forms  depends  on  the  first 
mentioned  contrast  will  appear  by  regarding  those  few  cases 
of  uniformity  of  halves,  in  which  this  contrast  (of  front  and 
back)  is  omitted,  as  in  the  letters  s  and  z,  in  which,  however, 
the  halves  have  still  a  contrast  of  position.  But  I  know  of 
no  natural  form  composed  on  this  principle. 

In  cases  of  uniformity  related  to  several  planes  of  division, 
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j.e.  in  starlike  forms,  the  nmnber  of  repetitions,  or  sectors,  of 
similar  form,  is  always  even^  and  they  are  alternately  re- 
versed, front  for  back,  in  every  natural  example.  Art,  how- 
ever, in  tunes  of  depraved  taste,  introduced  as  a  novelty, 
forms  of  this  kind  in  which  contrast  is  neglected,  all  the  sec- 
tors presenting  the  same  side  to  the  spectator.  This  gives 
always  the  idea  of  rotation,  whence  the  expression,  a  turn' 
ing  star  or  flower.  This  kind  of  form,  of  course,  is  proper 
for  a  wheel,  but  highly  improper  for  any  part  of  a  fixed 
structure.  Its  non-occurrence  in  nature  is  sufficient  to 
prove  its  inferiority  also  as  regards  abstract  beauty. 

Whenever  Nature  has  repeated  sectors  of  similar  form,  in 
this  manner,  without  alternate  opposition,  she  has  supplied 
its  place  by  introducing  another  element  of  variation,  viz., 
in  size.  In  this  way,  the  whole  class  of  univalve  shells  are 
composed,  by  a  number  of  sectors  round  an  axis,  all  alike  in 
form,  but  whose  sizes  form  a  geometrical  progression. 

The  beauty  of  curves  of  contrary  flexure  (Hogarth's  prin- 
ciple) generally  arises  also  from  contrast.  Hence  it  is  a  mis- 
take to  suppose  that  the  passage  from  convexity  to  conca- 
vity should  be  gradual  ^  that  is  to  say,  to  say,  that  the  curva- 
ture should  continually  diminish  up  to  that  po^nt  of  flexure, 
become  evanescent  at  that  point,  and  then  increase,  as  in  the 
long  italic/.  This  is  what  necessarily  occurs  in  all  curves, 
that  have  naturally  a  contrary  flexure:  but  though  these 
are  appropriate  to  many  purposes,  and  have  a  beauty  of  their 
own,  this  is  quite  distinct  from  that  of  the  flexures  which  arise 
from  the  combination  of  two  curves,  and  is  much  less  frequently 
applicable.  The  former  beauty  is  one  of  gradation;  the  lat- 
ter, one  of  contrast :  for  as  the  change  from  one  law  of 
curvature  to  the  other  must  take  place  at  some  definite 
point,  it  must  be  sudden,  a^d  partake  of  the  nature  of 
contrast 

In  exaniiniug  instances  of  this  kind  of  flexure,  it  will  be 
observed  that  the  mere  identity  of  direction  in  the  two  curves, 
at  the  point  of  contact,  is  not  always  sufficient  to  prevent 
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their  appearing  disjointed, — ^that  is,  deficient  in  unity. 
Hence  some  additional  kind  of  unity  should  be  sought  to 
connect  them,  and  this  we  may  find  in  equality  of  mrvcUure; 
besides  which,  the  most  perfect  contrast  requires  similitude  in 
all  points  except  those  which  are  contrasted:  whence  the  con- 
trast of  two  opposite  and  positke*  qualities  (as  couTezity 
and  concavity)  will  be  most  perfect  when  they  are  both 
equally  removed  from  the  mean  (which  in  this  case  ii 
straightness) ;  whence  we  may  infer  that  tae  deflexions  of 
the  two  curves  from  their  common  tangent  should  be  ini- 
tially equal, — ^that  is,  thebr  ewrvatures  equal  at  the  point  of 
junction.  Accordingly,  in  examining  forms  of  this  kind,  it 
will  be  found  that  when  faulty,  their  fault  arises  from  the 
radii  of  the  two  curves,  at  their  juncti<Hi  being  too  unequal; 
and  in  the  Grecian  forms  composed  of  elliptic  arcs,  by  Mr. 
Hay,  it  will  be  found  that  the  most  graceful  bends  are  those 
in  which  the  two  ellipses  touch  at  two  points  having  the 
greatest  equality  of  curvatnie. 

As  the  change  from  one  law  of  curvature  to  another  must 
always  have  the  nature  of  contrast,  there  appears  no  reason 
why  we  should  seek  to  diminish  this  contrast  without  the 
possibility  of  gaining  the  opposite  beauty — ^that  of  gradation, 
or  continuity;  for  this  can  exist  only  where  the  law  is  con- 
tinuous; or,  in  other  words,  where  the  whole  is  ctie  curve. 
There  appears,  therefore,  no  foundation  for  the  rule  main- 
tained by  an  eminent  architect,  that  wherever  two  curves 
unite  (not  by  an  angle)  it  should  be  by  a  contact  of  the 
second  order.  To  explain  this,  we  must  observe  that  lines 
may  meet  in  an  infinity  of  diflferent  ways.  When  thej  coin- 
cide at  a  point,  and  have  at  that  point  different  directions,  the 
meetmg  is  not  called  a  contact,  but  a  finite  ai^le.  When 
they  have  at  their  meeting  the  same  diredtion^  but  different 
mrvaiures^  it  is  called  a  contact  of  the  first  order.  Of  this 
kind  is  the  contact  of  one  circle  with  another,  and  of  a  circle 

*  Thia  does  not,  of  coone,  applj  to  qoalitlM  of  which  one  \m  onlj  the 
of  the  other  ;  m  Ught  and  shadow,  of  carratare  and  straightneM. 
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(or  any  conic  section)  with  a  straight  tangeni;  for  the  cor- 
yatnre  of  this  is  0.  Contacts  of  this  kind  between  two 
curves  must  be  either  extamalf  (where  their  corvatnres  are 
in  contrai;3^direction8,  that  is,  one  convex  towards  the  same 
side  that  the  other  is  concave,  or  one  -|-  and  the  other  > — ,) 
or  intemaly  when  both  are  cnrved  the  same  way. 

Bat  a  contact  of  the  second  order  requires  that  the  two 
lines  shall,  at  their  meeting  point,  coincide  not  only  in  dir 
rection,  bat  in  cwrvature.  Hence  there  can  be  no  contact  of 
this  kind  between  two  circles,  (for  if  their  carvatares  were 
eqnal  and  tamed  the  same  way,  they  woold  coincide  alto- 
gether,) nor  between  any  conic  section  and  its  tangent,  be- 
cause there  is  no  point,  in  any  conic  section,  that  is  desti- 
tute of  curvature.  But  a  curve  that  naturally  has  contrary 
flexure  may  form  this  kind  of  contact  with  a  straight  line 
drawn  through  its  point  of  flexure  (for  at  that  point  the  cur- 
vature is  0,  being  at  its  transition  from  -f-  to  — .)  Such 
contaet  may  also  be  formed  between  two  conic  sections,  as, 
for  instance,  between  any  point  of  an  ellipse  (not  upon  one 
of  its  axis)  and  its  osadeOory  circle,  or  the  circle  which  both 
touches  and  has  equal  curvature  with  that  point  of  the 
ellipse.  Contacts  of  the  second  order  are  neither  external 
nor  internal,  but  always  mxid;  the  curve  whicl)  is  the  outer 
one  before  contact,  becoming  the  inner  one  afterwards. 

But  if  the  circle  osculate  the  ellipse  at  the  end  of  one  of 
its  axes,  the  contact  is  entirely  exterior  to  the  ellipse  if 
made  on  its  nie,  and  entirely  interior  if  made  on  its  en^,  and 
in  either  case  it  is  that  kind  of  contact  which  we  have  called 
tfUemalf  one  curve  being,  within  the  other.  This  is  a  case  of 
contact  of  the  third  order,  which  consists  in  the  two  curves 
coinciding  not  only  in  direction  and  in  cwrwUurtf  but  also  in 
the  rate  of  variation  of  that  curvature.  This  rate  is  in  the 
present  case  0;  for  the  curvature  of  the  circle  is  unvarying, 
and  that  of  the  ellipse  is,  at  these  points,  at  its  TnATimnTn  or 
minimum,  and  therefore  neither  increasing  nor  decreasing, 
but  in  the  act  of  passing  from  one  state  into  the  other. 
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So,  also,  when  the  cnrvatiires  are  not  only  equal  and  ¥817* 
ing  at  the  same  rate,  bat  this  rate  of  variaticm  is  also  fixed 
in  both,  or  yarying  at  the  same  rate  in  both,  tiie  contact 
will  be  of  the  foubth  order;  and  it  is  obTioas^that  these 
orders  may  be  extended  ad  if^fdtum.  We  may  add,  that 
all  contacts  of  an  even  order  most  be  mixed,  and  all  those  of 
an  odd  order  mnst  be  iwUmal  or  external.  Hence,  in  so 
uniting  two  cnrres  as  to  form  a ''  line  of  beanty,"  or  contrary 
flexure,  the  contact  can  never  be  of  the  second  or  any  eoen 
order. 

The  abandonment  in  architectnre,  therefore,  of  contacts 
of  the  first  order,  would  lead  to  no  little  complexity  in  the 
curves.  Even  in  the  simplest  case, — ^that  of  the  junction  of 
a  curve  with  a  straight  line,  (a^  at  the  springing  of  an  arch 
from  its  pier, — ^we  should  have  to  banish  not  only  the  drde, 
but  every  conic  section,  and  use  some  more  complex  curve, 
such  as  should  have  a  point  of  infinite  radius  {%.  «.,  of  con- 
trary flexure,  if  continued)  at  the  springing.  These  are  not 
only  twMcessa/ry,  but,  I  will  venture  to  6ay,/Ei/!ser^nements. 
By  attempting  to  conceal  the  chai^  from  one  line  to  an- 
other, as  if  it  were  a  fault,  they  tend  to  make  it  appear  one. 
Now,  if  it  be  a  fault,  it  can  never  be  obviated  in  this  way ; 
for  if  the  contact  were  even  of  the  hundredth  order,  it  would 
still  be  an  abrupt  change  from  one  law  of  curvature  to  an- 
other, or  to  straightness.  That  which  must  be  abrupt,  is 
better  made  as  perfect  a  contrast  as  possible,  and  not  as  im- 
perfect as  possible.  The  error  has  arisen  from  inattention 
to  the  fact  that  there  are  two  kinds  of  contrary  flexures,  the 
one  owing  its  beauty  to  oradahok^  the  other  to  contrast  ; 
that  the  first  can  only  exist  where  there  is  an  unbroken  con- 
tinuity of  law, — ^that  is,  where  the  curve  on  both  mdes  ci 
the  flexure  is  one  curve  ;  and  that,  whenever  there  are  two, 
as  there  must  be  some  contrast,  it  should  be  made  as  com- 
plete a  contrast  as  possible,  by  making  the  contact  always 
of  the  first  order ;  always  external;  and  the  contrary  curva- 
tures, at  their  junction,  equal. 
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If  these  viewB  of  curvOinear  form  be  right,  it  will  follow 
that  all  internal  contacts,  and  all  osculations  (or  contacts 
of  an  J  order  above  the  first,)  are  to  be  excluded  from  orna- 
mental design.  This  wonld  condemn  the  Tudor  arch;  for  in 
that  form  the  <;hange  of  curvature  is  always  made  by  an 
internal  contact  of  two  circles:  and  though  it  was  a  capital 
invention  for  its  purpose,  as  we  shall  see  in  a  future  chapter, 
and  the  best  that  could  be  expected  of  a  school  of  masons 
who  appear  to  have  been  acquainted  with  no  curve  besides 
the  circle;  yet  its  obstinate  retention  at  the  present  day,  (to 
the  exclusion  of  the  far  more  fit  and  perfectly  graceful  curve 
of  the  parabola,)  only  shows  architecture,  whether  as  an  art 
or  a  science,  to  be  at  least  three  centuries  behind  the  rest  of 
the  world. 

The  object  of  this  chapter  has  been  to  consider  the  nature 
and  laws  of  those  kinds  of  beauty  in  architecture  which  be- 
long to  colors  and  to  forms  abstractedly;  or  regarded  apart 
from  the  things  to  which  they  may  be  applied,  and  conse- 
quently without  reference  to  their  destinations;  or  to  the 
beauties  of  expression,  definite  character,  or  fitness.  The 
beauties  here  treated  of  are  those  to  which  Mr.  Fergusson 
gives  the  term  sesthetic,  or  sensuous,  but  it  has  been  here 
attempted  to  be  shown  that  this  term  applies,  in  strictness, 
only  to  the  beauties  of  color,  and  that  those  of  form  are 
always  addressed  to  the  mind,  though  they  constitute  the 
lowest  class  of  excellences  so  addressed  ;  ana  in  as  far  as 
they  make  no  attempt  at  definite  expression,  or  the  excite* 
ment  of  a  definite  emotion,  do  not,  according  to  the  views 
explained  in  our  former  chapter,  entitle  the  art  in  which 
they  are  found  to  the  appellation  of  a  Fine  Art. 


CHAPTEE  m. 


Different  kinds  of  Beav^,  of  Sublimity t  and  of  Picturesquenesi-^ 
Jneir  Charactensties, 

It  is  the  business  of  good  taste  to  estimate  each  kind  of 
beauty  or  excellence  in  its  true  relative  value,  so  as  never  to 
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sacrifice  a  higher  beauty  to  a  lower,  or  one  more  nearly  ap- 
proaching to  the  merely  sensual,  but  always  the  reverse. 

As  the  merely  sensuous  must  always  give  place  to  the 
intellectual,  where  they  are  incompatible;  so  must  all  the 
beauties  mentioned  in  our  last  chapter,  not  merely  those  of 
color,  but  those  of  unmeaning  form,  gradated  and  contrasted 
currature,  give  way,  when  necessary,  to  those  of  definite 
character  and  fitness. 

The  first  and  most  obvious  distinction  of  character  in 
beauty  of  every  kind,  is  into  what  may  be  called  the  bold  or 
powerful,  and  the  gentle  or  delicate  styles  of  beauty.  The 
bull  and  the  stag,  the  oak  and  the  palm,  the  rocky  mountains 
and  the  swelling  hills,  the  heroic  and  the  pastoral  poem,  the 
Hercules  and  the  Apollo,  the  pdnting  of  M.  Angelo  and  that 
of  Titian, — ^these  are  a  few  examples  from  the  different  de- 
partments of  nature  and  art,  that  will  illustrate  the  distinc- 
tion here  alluded  to. 

It  is  hardly  possible  not  to  observe  that  these  two  oppo- 
site kinds  of  beauty  in  visible  objects  are  connected  with  two 
opposite  qualities  of  outline,  or  rather  two  principles  in  the 
composion  of  forms.  With  regard  to  the  former  or  more 
partial  view  of  the  subject,  Alison  says, "  Simple  forms,  then, 
may  be  considered  as  described  either  by  angular  or  winding 
lines.  These  different  forms  seem  to  me  to  be  connected  in 
our  minds  with  very  different  associations,  or  to  be  expressive 
to  us  of  very  different  qualities.  I  shall  beg  leave  to  menr 
tion  some  of  these,  without  pretending  to  a  complete  enume- 
ration.    ,    . 

''  1.  The  greater  part  of  those  bodies  in  nature,  which 
possess  hardness,  strength,  or  durability,  are  distinguished 
by  angular  forms.  The  greater  part  of  those  bodies,  on  the 
contrary,  which  possess  weakness,  fragility,  or  delicacy,  are 
distinguished  by  winding  or  curvUinear  forms.  In  the  mineral 
kingdom,  all  rocks,  stones,  and  metals,  the  hardest  and  most 
durable  bodies  we  know,  assume  universally  angular  forms. 
In  the  vegetable  kingdom,  all  strong  and  durable  plants  are, 
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in  general,  distinguished  by  similar  forms."  [He  might  have 
said  always^  in  their  principal  or  structural  parts.]  "  The 
feebler  and  more  delicate  race  of  vegetables,  on  the  contrary, 
are  mostly  distinguished  by  winding  forms.  In  the  animal 
kingdom,  in  the  same  manner,  strong  and  powerful  animals 
are  generally  distinguished  by  angular  forms;  feeble  and 
delicate  animals,  by  forms  of  the  contrary  kind."  To  this 
might  be  added  the  e^^ample  of  the  human  figure,  in 
which,  as  every  beginner  in  drawing  knows,  the  masculine 
outlines  are  those  which  always  present  the  nearest  approach 
to  angularity, — ^the  feminine,  most  roundness  and  contrary 
flexures. 

The  same  author  continues — "2.  In  all  those  bodies  which 
have  a  progress,  or  which  grow  and  decay  within  our  ob- 
servation, the  same  character  of  form  is  observable.  In  the 
vegetable  kingdom,  the  infancy  or  youth  of  plants  is,  in 
general,  distinguished  by  winding  forms.  The  infancy  and 
youth  of  animals  is,  in  the  same  manner,  distinguished  by 
winding  or  serpentine  forms  ;  theur  nature  and  perfect  age, 
by  forms  more  direct  and  angular.  In  consequence  of  this 
connexion,  forms  of  the  first  kind  become,  in  such  cases,  ex- 
pressive to  us  of  infancy  and  tenderness  and  delicacy  ;  and 
those  of  the  second  kind,  of  maturity  and  strength  and  vigor. 

"  3.  Besides  these  very  obvious  associations,  it  is  also  to 
be  observed,  that  from  the  sense  of  touch,  angular  forms  are 
expressive  to  us  of  roughness,  sharpness,  harshness  ;  winding 
forms,  on  the  contrary,  of  softness,  smoothness,  delicacy,  and 
fineness ;  and  this  connexion  is  so  permanent,  that  we  imme- 
diately infer  the  existence  of  these  qualities  when  «the  bodies 
are  only  perceived  by  the  eye.  There  is  a  very  strong  analogy  • 
between  such  qualities,  as  perceived  by  the  sense  of  touch, 
and  certain  qualities  of  mind,  as,  in  all  languages,  such  quali- 
ties are  expressed  by  terms  drawn  from  the  perceptions  of 
the  external  sense.  Such  forms,  therefore,  when  presented 
to  the  eye,  not  only  lead  us  to  inf^r  those  material  qualities 
which  are  perceived  by  the  sense  of  touch,  but,  along  with 
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fhese,  to  infer  also  those  qualities  of  mind  which  from  analogy 
are  signified  by  such  qualities  of  matter,  and  to  feel  from 
them  some  degree  of  that  emotion  which  these  dispositions 
of  mind  themselves  are  fitted  to  produce.  In  all  languages, 
figurative  expressions  of  a  similar  kind  will  be  found  ;  and 
whoever  attends  either  to  his  own  feelings,  or  to  the  mean- 
ing which  men  in  general  annex  to  such  words  in  applying 
them,  to  forms,  will,  I  believe,  be  convinced,  that  the  emo- 
tion which  they  signify,  and  are  intended  to  signify,  is  found- 
ed upon  the  associated  qualities,  and  very  different  from  the 
mere  agreeable  or  disagreeable  sensation  which  the  material 
qualities  alone  convey.    • 

"  4.  The  observations  which  I  have  now  made  relate  prin- 
cipally to  simple  curves,  or  to  forms  in  which  a  single  curvar 
ture  takes  place,  as  the  curve  of  the  weeping  willow,  of  the 
young  shoots  of  trees,  of  the  stem  of  the  tulip,  and  the  lily 
of  the  valley.  There  is  another  species  of  form,  commonly 
distinguished  by  the  name  of  the  winding  or  seipentine 
form,  in  which  different  curves  take  place,  or  in  which  a 
continued  Ime  wmds  into  several  curvatures.  With  this 
form  I  apprehend  we  have  another  and  a  very  unportant  as- 
sociation, I  mean  that  of  ease.  From  what  cause  this  asso- 
ciation arises,  I  will  not  now  stop  to  inquire  ;  but  I  conceive 
every  one  must  have  observed,  that  wherever  we  find  vege- 
tables or  any  other  delicate  or  attenuated  body  assume  such 
a  form,  we  are  impressed  with  the  conviction  of  its  being 
easy,  agreeable  to  their  nature,  and  free  from  force  or  con- 
straint. On  the  contrary,  when  such  bodies,  in  the  line  of 
their  progress,  assume  angular  forms,  we  have  a  strong  im- 
•pression  of  the  operation  of  force,  of  something  that  either 
prevents  them  from  their  natural  direction,  or  that  constrains 
them  to  assume  an  unnatural  one.  That  winding  forms  are 
tiius  expressive  to  us  of  volition  and  ease,  and  angular  forms 
of  the  operation  of  force  or  constraint,  appears  from  a  singu- 
lar drcumstance  in  language,  viz.,  that,  in  general,  all  the 
former  directions  are  expressed  by  verbs  in  the  active  voice. 
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— a  river  winds,  a  vine  wreaths  itself  abont  the  elm,  a  flower 
bends,  &c. ;  while  on  the  other  hand,  all  directions  of  the 
latter  kind  are  expressed  in  general  by  the  passive  voice  of 
verbs."  [The  oak  is  gnamed,  the  river  is  suddenly  deflected, 
the  stem  is  contorted,  &c.]  "  1  believe,^  also,  I  may  appeal 
to  the  observation  of  the  reader,  whether  from  the  winding 
of  a  river,  of  the  ivy,  or  of  the  tendrils  of  the  vine,  he  has 
not  an  impression  of  ease,  of  freedom,  of  something  a^ee- 
able  to  the  object;  and  whether  in  the  contrary  forms,  in 
such  cases,  he  has  not  an  impression  of  uneasiness  from  the 
conviction  of  force  having  been  applied,  or  some  obstacle 
having  occurred  to  constrain  them*  to  assume  a  direction 
nnnatural  to  them.  In  general,  therefore,  I  apprehend  that 
winding  or  serpentine  forms  are  expressive  t6  us  of  ease,  and 
angular  forms,  of  force  or  constraint." 

Nature's  general  mode  of  expressing  strength  and  the  more 
exciting  qualities  being  by  angularity;  and  her  general  mode 
of  expressing  delicacy  and  the  soothing  qualities,  by  curva- 
ture; we  may  conclude  that  there  must  be  a  reason  for  this, 
— that  these  qualities  of  form  must,  in  themselves,  have  a 
connexion  with  these  characters  and  emotions  of  mind,  inde- 
pendently of  all  association  with  natural  objects;  so  that  we 
should  perceive  the  difference  even  if  we  had  never  seen 
natural  objects.  This  I  conceive  to  be  the  case,  for  the 
following  reason  :  Angles  are  instances  of  the  most  abrupt 
CONTRAST  between  the  directions  of  their  component  lines, 
while  curves  owe  their  beauty  to  gradation.  Of  these  two 
qualities,  contrast  is  certainly  that  calculated  to  excite  ;  and 
gradation,  that  calculated  to  soothe. 

If  this  view  of  the  case  be  correct,  it  will  follow,  that  all 
other  kinds  of  contrast,  to  whatever  sense  addressed,  will 
partake  of  the  same  general  character  of  severe  beauty,  as 
angularity  in  form;  and  that  gradation  or  modulation,  wher- 
ever found,  will  express  the  gentler  quah'ties,  as  well  as  cur- 
vature. Now  let  us  see  how  this  holds  good  in  the  other 
departments  of  nature  and  art,  apart  from  form 
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And  first,  of  light  and  shade;  it  is  plain  that  those  solidf 
which  possess  straight  and  angnlar  outlines  will  generally 
possess  plane  surfaces,  meeeing  in  edges  or  nooks.  Here, 
then,  the  two  planes  that  meet  at  anj  edge  or  nook  will 
rarely  receive  equal  degrees  of  illumination, — often  will  one 
be  in  broad  sunshine,  and  the  other  in  its  own  shadow.  In 
no  case,  however,  whether  the  difference  of  luminosity  be 
great  or  little,  will  there  be  any  softening  or  gradation  from 
one  into  the  other,  but  always  an  abrupt  contrast.  Bodies 
of  curved  outline,  on  the  other  hand,  will  generally  possess 
curved  surface,  every  point  of  which,  being  differently  m- 
clined  to  the  incident  rays,  receives  a  degree  of  light  inte^ 
mediate  between  that  of  the  points  on  either  side  of  it,  so 
that  the  whole  surface  glows  with  continued  gradations  pass- 
ing from  the  brightest  point  through  all  intermediate  tints 
into  complete  shade,  but  without  any  line  of  division,  or  any 
contrast.  Thus  the  same  qualities  of  figure  which  most  con- 
duce to  angularity  of  outline,  conduce  also  to  contrasts  of 
light  and  shade  on  the  surface;  and  those  which  accompany 
curvature  of  outline  lead  to  gradated  shadowing. 

The  simple  cone,  and  the  cylinder  with  flat  ends,  are  two 
of  the  most  unpleasing  forms  in  building,  (as  may  be  seen  by 
most  of  the  hideous  additions  with  which  we  crowd  the  tops 
of  our  finest  buildings,  because  Architecture  has  not,  since 
the  time  of  the  Greeks,  found  time  to  discover  how  to  buOd 
chimneys.)  This  want  of  character  in  the  two  forms  in  ques- 
tion, I  attribute  to  the  incongruity  existing  between  an 
angular  outline  and  a  modulated  light  and  shade.  The  con- 
vex roofs  on  angular  plans,  common  in  France  during  the 
seventeenth  century,  are  generally  disliked,  probably  from 
the  opposite  kind  of  inconsistency— curvature  of  outline  with 
contrasted  light  and  shade. 

Rocky  scenery  commonly  owes  its  severe  and  grand  cha- 
racter less  to  angularity .  of  outline  than  to  the  sharply  con- 
trasted light  and  shade  arising  from  the  prevalence  of  plane 
surfaces  and  cuboidal  nooks  and  edges.     How  opposite  ia 
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character  is  the  beauty  of  curved  uudulating  hills,  which 
even  when  magnified  to  the  scale  of  the  Pyrenees,  are  rather 
beautiful  than  grand;  and  this  also  is  due  more  to  the  sha- 
dowing than  to  the  outline,  since  it  is  conspicuous  even  when 
the  sky-lme  is  straight,  angular,  or  absent  from  the  view, 
but  can  hardly  be  rendered  in  an  outline  drawing  only. 

Next,  with  regard  to  color,  the  great  philosopher  of 
painting  says — "  Grandeur  of  effect  is  produced  by  two  dif- 
ferent ways,  which  seem  entirely  opposed  to  each  other. 
One  is,  by  reducing  the  colors  to  little  more  than  chiaro- 
scuro, which  was  often  the  practice  of  the  Bolognian  schools; 
and  the  other,  by  making  the  colors  very  distinct  and  forcible, 
such  as  we  see  in  those  of  Rome  and  Florence;  but  still  the 
presiding  principle  of  both  those  manners  is  simplicity.  Cer- 
tainly nothing  can  be  more  simple  than  monotony;  and  the 
distinct  blue,  red,  and  yellow  colors,  which  are  seen  in  the 
draperies  of  the  Roman  and  Florentine  schools,  though  they 
have  not  that  kind  of  harmony  which  is  produced  by  a 
variety  of  broken  and  transparent  colors,  have  that  effect  of 
grandeur  which  was  intended.  Perhaps  these  distinct  colors 
strike  the  mind  more  forcibly,  from  there  not  being  any  great 
union  between  them  ;  as  martial  music,  which  is  intended  to 
rouse  the  nobler  passions,  has  its  effect  from  the  sudden  and 
strongly  marked  transitions  from  one  note  to  another,  which 
that  style  of  music  requires  ;  whilst  in  that  which  is  required 
to  move  the  softer  passions,  the  notes  imperceptibly  melt  into 
one  another."* 

It  may  be  observed  that  the  term  hrohn  seems  applied 
by  painters  chiefly  to  colors  that  are  made,  at  their  junc- 
tion, to  melt  gradually  one  into  the  other,  or  to  glow  with 
a  rainbow-like  gradation  of  tints,  the  effect  of  supposed 
reflections  of  colored  light  from  neighboring  objects,  as  in  the 
ornamental  style  of  painting  of  the  Yenetians,  of  whom  the 
same  admirable  critic  observes,  "  Though  in  this  respect  the 
Yenetians  must  be  allowed  extraordinary  skill,  yet  even 

•  RiraoLM,  Dlacoane  it. 
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'.hat  skilly  aa  they  have  employed  it,  will  bat  ill  correspond 
with  the  great  style.  Their  coloring  is  not  only  too  brilliant, 
bnt,  I  will  venture  to  say,  too  harmonious  to  produce  that 
solidity,  steadiness,  and  simplicity  of  effect,  which  heroic 
Bubjects  require." 

The  beautiful  analogy,  above  pointed  out  by  this  master, 
between  the  forcible  and  gentle  styles  of  coloring,  and  those 
of  music,  will  convince  the  reader  that  in  this  latter  art  also, 
though  addressed  to  us  through  a  different  sense,  the  oppo- 
site principles  of  contrast  and  gradation  retain  the  same 
distinctive  qualities.  I  doubt  not  that  numerous  passages 
will  occur  to  the  reader  to  prove  that  in  poetry  also  the 
grander  styles  abound  in  contrasted  ideas,  antitheses,  and 
truths  set  forth  in  apparent  verbal  contradictions  ;  while  in 
the  softer  and  more  fascinating  compositions,  such  contrasts 
are  avoided,  and  the  transition  from  one  image  to  another 
is  made  gradually  and  with  preparation. 

We  may  conclude  on  the  whole  that  the  distinction  of 
character  between  angular  and  curvilinear  forms  is  only  a 
particular  case  of  the  general  distinction  between  things  that 
combine  order  and  variety  by  the  principle  of  contrast,  and 
those  which  combine  them  by  the  principle  of  gradatum. 
It  must  be  observed  that  the  general  neglect  of  this  source 
of  different  expressions  in  abstract  forfHf  must  be  attributed 
to  the  fact  that  architecture  is  the  only  art  to  which  it  ap- 
plies. Neither  the  sculptor  nor  the  painter  has  to  study  the 
differences  of  character  belonging  to  the  differences  of  form, 
in  general,  but  only  in  the  particular  species  or  class  of  ob- 
jects which  he  is  representing.  He  has  to  discover  not  what 
varieties  of  form  most  conduce  to  a  particular  expression ; 
but  what  varieties  of  human  form  are  most  associated  there- 
with, because  most  frequently  accompanied  by  the  quality  or 
emotion  he  would  depict.  His  discriminations  of  form  must 
doubtless  be  incomparably  nicer  than  the  architect  requires, 
simply  because  they  are  all  comprised  within  such  incompa- 
tibly narrower  limits.      Instead  of  being  free  to  rang» 
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through  nniyersal  nature,  not  only  through  all  existing  bat 
all  posfiible  forms,  this  choice  is  confined  to  the  limits  to 
which  ]S^ature  has  confined  herself  in  a  single  species;  so 
that,  compared  to  the  architect,  he  resembles  a  musician 
composing  for  an  instrument  whose  range  is  exceedingly 
small ;  or  to  a  draughtsman  who  is  prohibited  the  use  of 
white  or  black,  and  confined  to  a  limited  scale  of  tints :  of 
course  he  must  compensate  for  this  limitation  of  range  by 
a  more  nice  discrimination.  But,  besides  this,  the  varieties 
of  expression  in  animated  forms  depend  on  other  principles 
than  those  applying  to  forms  in  general.  As  the  chemist 
and  physicist  find  the  laws  they  have  deduced  from  dead  mat- 
ter, all  applicable,  indeed,  to  living  organisms,  but  so  modi- 
fied by  the  superaddition  of  new  and  special  laws  as  to  be 
sometimes  hardly  recognised;  so  we  should  err  in  applying 
the  laws  of  expression,  in  abstract  form,  to  imitations  of 
living  forms,  whose  expressions  arise  from  associations  more 
special,  more  narrow  and  concrete,  but,  at  the  same  time,  more 
powerful,  and  generally  quite  overpowering  those  which 
might  arise  from  the  general  laws  applicable  to  all  forms 
alike;  whence  it  happens,  that  the  study  of  these  general 
laws  is,  if  not  useless,  at  least  unnecessary,  to  the  professors 
of  special  design  (painters  and  sculptors),  and  has  thence 
fallen  into  neglect  with  the  professors  of  abstract  design 
(architects  and  decorators) ;  but  we  shall  endeavor  hereafter 
to  show,  that  only  by  attention  to  these  laws  have  the  styles 
which  we  blindly  admire,  miscopy,  and  misapply,  been  ori- 
ginated and  perfected. 

If  it  be  granted,  then,  which  I  think  admits  of  no  doubt, 
that  in  all  unmeaning  things,  {i,e.  all  those  which  do  not  af- 
fect us  by  association,)  and  in  all  the  sensible  qualities  of 
such  things,  as  form,  shading,  color,  and  sound,  the  two 
principles  of  contrast  and  gradation  are  expressive  of  oppo- 
site qualities — ^the  first  being  grand,  forcible,  and  exciting; 
the  other,  elegant,  gentle,  and  soothing — ^it  will  follow,  that 
in  applying  this  rule  to  the  most  varied  and  precisely  defina- 
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ble  of  the  above-named  properties,  (that  of  fonn,)  we  may 
discriminate  between  the  two  extreme  styles  of  form,  or 
those  which  carry  ont  the  said  principle  to  their  fdllest  pos- 
sible extent,  several  intermediate  steps,  several  varieties  of 
form,  which,  by  approaching  nearer  and  nearer  to  the  sunply 
severe,  or  to  the  merely  el^^t,  without  going  to  those  ex- 
tremes,  will  be  fitted  for  varions  purposes,  to  which  the 
extreme  modes  of  treatment  would  be  improper. 

First,  then,  to  decide  what  is  the  absolute  extreme  in  the 
application  of  the  principle  of  contrast.  AU  curves,  being 
instances  of  the  contrary  principle — gradation,  are  evid^tlj 
excluded;  the  forms,  therefore,  must  be  composed  of  straight 
lines  and  angles.  All  angles  are  contrasts,  but  all  are  not 
equally  so.  The  contrast  between  the  directions  of  the  two 
lines,  is  evidently  smallest  in  the  smallest  and  largest  angles 
On  the  other  hand,  the  greatest  difference  that  can  exist  be- 
tween two  directions,  is  perpendicularity.  Right  angles, 
then,  present  a  stranger  contrast  than  any  other  angles. 
Thus,  plane  figures  will  most  powerfully  carry  out  this  prin- 
ciple when  they  are  entirely  rectilinear  and  rectangular 
But  in  proceeding  from  plane  figures,  to  the  more  compli- 
cated case  of  solid  bodies,  we  have  to  consider  not  only  the 
apparent  outline,  as  seen  from  various  points  of  view,  but 
also  the  light  and  shade,  which  often  conduces  more  to  the 
general  character  at  first  sight,  especially  in  large  objects, 
than  the  outline  itself.  Curved  surfaces,  of  course,  are  to 
be  avoided;  but  what  should  be  the  prevailing  angle  of  the 
edges  or  nooks  where  two  planes  meet  7  At  first  view  it 
might  appear  that  the  greatest  contrast  of  light  and  shade 
would  be  insured  by  the  most  acute  arrises;  the  greatest  pos- 
sible difference  of  illumination  being  that  which  occurs  be- 
tween a  plane  exposed  perpendicularly  to  the  sun's  rays,  and 
the  back  of  the  same  plane,  or  a  parallel  one.  But  then  it 
must  be  remembered  that  it  is  impossible  to  see  both  these 
planes  at  once,  and  that  the  smaller  the  angle  between  the 
two  planes,  the  smaller  the  chance  of  an  eye  being  so  situ- 
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flted  fts  to  see  them  both.    On  the  other  hand,  the  larger 
tiie  angle  the  smaller  the  efaance  of  the  son  being  so  situated 
as  to  shine  perpendicolarly  on  one,  without  illaminating  the 
other;  and  when  the  angle  is  larger  than  90  degrees  this  will 
be  Impossible.  An  obtnse  edge  or  nook,  then,  can  never  exhibit 
lAiemazimimi  of  contrast  between  complete  light  and  complete 
shade,  though  every  right  angle  and  acute  one  ma/y  do  so,  and 
the  more  acute  the  more  frequently  will  this  happen,  but  the 
less  frequently  will  it  be  seen.    On  the  whole,  then,  it  may  be 
concluded  (and,  indeed,  might  easily  be  mathematically 
proved)  that  the  greatest  chanoe  of  powerfiil  contrasts  oecwr- 
rii^  and  hdng  seen^  will  be  in  the  case  of  a  rectangular  arris. 
The  solid  figures,  then,  that  most  completely  carry  out  the 
principle  of  contrast,  will  have  plane  surfaces,  and  rectangular 
edges,  or  nooks.   This  is  the  case  with  most  rocks,  (especially 
the  older  limestones,  the  grandest,  perhaps,  of  them  all,)  in 
a  remarkably  uniform  manner.  The  requirements  of  organic 
bodies  generally  render  planes  and  edges  inapplicable  ;  but 
yet,  in  their  outlines,  we  shall  perceive  the  grander  and  more 
powerful  objects,  in  both  the  vegetable  and  animal  kingdoms, 
to  be  characterized,  not  ofnly  (as  Alison  remarked)  by 
angles,  but  chiefly  by  right  angles.     Such  are  the  junctions, 
and  even  chief  bends,  of  the  trunk  and  branches  in  the  giants 
of  the  forest, — the  oak,  and  the  still  mightier  cotton  tree. — 
How  dlflferent  Is  the  effect  of  generally  oblique  junctions  ; 
as  in  the  elm,  many  pines,  and  most  smaller  trees  and  shrubs. 
In  the  most  powerful  animals,  and  even  the  most  sturdy 
varieties  of  generally  weaker  species,  the  straight  lines  and 
right  aligles  of  the  outline  must  have  struck  every  one.    In 
the  rhinoceros,  the  ox,  and  the  bull-dog,  this  is  very  obvious. 
There  is  also  less  curvature  (or,  at  least,  less  convexity)  of 
surface  in  such  organisms,  than  in  the  feebler  and  gentler 
species  ;  for  it  ma^  be  remarked,  that  though  all  curved  sur- 
face introduces  gradation  of  light  and  shade,  concavity  does 
so  to  a  much  less  extent  than  convexity,  for  the  whole  or 
great  part  of  a  concavity  may  often  be  thrown  into  equable 
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shadow,  (as  w^  often  see  in  the  plates  of  a  Doric  column,) 
while  a  convexity  must  always  present  soft  gradation.  Con- 
cavity also  necessarily  leads  to  the  increase  of  edges,  and 
their  consequent  contrasts,  but  convexity  to  their  diminution. 
So  prejudicial  is  smooth  convexity  to  the  kind  of  expression 
now  under  consideration,  that  nature  seems  to  avoid  or 
disguise  it  by  all  sorts  of  expedients  ;  as  rugged  bark,  shaggy 
coats,  marked  muscles,  and  the  folds  of  the  rhinoceros'  hide. 

Rectilinear  but  oblique-angUd  form  may  be  regarded^  a 
style  one  step  removed  from  the  severity  and  grandeur  of 
the  exclusively  right-angled.  It  is  exemplified  in  slate  rocks, 
(less  grand  than  thosa  of  lunestone,  notwithstanding  thcfir 
greater  scale  and  primitive  character,  j  also  in  the  structural 
parts  of  nearly  all  plants  not  remarkable  for  sturdiness  and 
durability.  It  may  further  be  remarked,  that  the  character 
of  grandeur  is  always  diminished,  and  that  of  elegance 
increased,  by  the  introduction  of  gradated  systems  of  lines. 
In  the  rectangular  style  such  thin^  can  hardly  exist.  The 
only  kind  of  gradation  we  can  have,  is  that  of  a  progressiomd 
series  of  dimensions ;  but  when  once  oblique  angles  are 
admitted,  there  can  be  sets  of  lines  exhibiting  a  gradated 
series,  not  only  of  dimensions,  but  of  directions  also.  Thi^ 
is  the  case  whenever  they  form  a  series  of  equal  or  regularly 
gradated  angles,  as  in  radiating  from  a  centre,  forming  any 
star-like  or  flower-like  figure,  or  any  series  of  equal  or 
regularly  graduated  bends,  at  equal  or  regularly  graduated 
distances,  as  in  a  portion  of  a  polygon,  either  regular,  or 
such  as  might  be  inscribed  in  any  curve.  In  fact,  such 
arrangements  will  always  suggest  the  idea  of  a  curve,  and 
we  are  affected  by  the  expression,  not  only  of  what  exists  in 
any  form,  but  also  of  whatever  is  suggested  to  the  eye  by  it. 
Thus  in  even  the  most  exclusively  rectangular  design,  a  step- 
like succession  of  a  few  zig-zags,  either  ^ual  or  regularly 
gradated,  will  immediately  suggest  the  appearance  of  an 
oblique  line  or  surface,  and  will  therefore  lose  a  portion  of 
the  rectangular  character  ;  and  in  that  proportion  fall  off  a 
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fittie  firom  grandeur  towards  el^ance.  So  also  in  obliqne- 
«agled  dedign,  any  admission  of  the  principle  of  gradation, 
as  by  fan-like,  polygonal,  or  curve-like  arrangements,  will  so 
Sar  depart  from  the  severe  character,  as  to  bring  ns  close 
upon  the  verge  of  curvilinear  design.  It  may  be  observed 
that  whenever  small,  short-lived,  or  delicate  plants  are  com- 
posed of  straight  lines,  they  are  made  to  abonnd  in  these 
regularly  gradated  arrangements,  either  radiating  or  cnrve- 
soggesting.  The  eqnisetom  is  an  instance  where  both  are 
folly  carried  out.  In  the  ferns  also  the  straightness  and  . 
angularity  of  detail  (otherwise  so  contradictory  to  the  grace- 
ful curvature  of  the  general  forms)  is  modified  by  the  copious 
introduction  of  the  principle  of  gradation,  not  indeed  in 
direetions,  bat  in  divuTisions,  with  a  degree  of  regularity  and 
uniformity  perhaps  unparalleled. 

From  such  examples  as  the  equisetum,  the  transition  to 
curvilinear  design  is  hardly  perceived.  Here  it  is  observable 
that  those  curve  compositions  will  contain  most  of  the 
principle  of  contrast  and  least  of  gradation,  which  contain 
most  angles  and  fewest  contrary  flexures  ;  for  though  the 
latter  must  perhaps  be  regarded  (at  least  when  composed  of 
two  curves)  as  extremely  delicate,  or  infinitesimal  cases  of 
contrast,  yet  associations  drawn  from  natural  objects  have 
so  taught  us  to  connect  them  with  every  thing  soft,  fragile, 
and  weak,  that  they  are,  and  always  must  be,  the  variety  of 
form  most  removed  firom  the  severe  and  exciting,  and  most 
completely  embodying  the  elegant  and  soothing  qualities. — 
Accordingly  it  appears  that  the  varieties  of  Gothic  tracery 
in  which  this  king  of  form  is  introduced,  (as  the  English 
foliated  and  French  flamboyant,)  are  always  regarded  as 
something  more  light,  delicate,  and  fanciful,  than  the  pre- 
ceding varieties,  which  do  not  contain  less  curvature,  but 
whose  curves  are  united  only  by  angles  and  cusps;  instead  of 
by  contrary  flexures. 

A  further  distinction  must  still  be  made  between  artificial 
contrary  flexnres,  or  those  composed  of  two.  curves,  and 
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natural  one9,  or  those  in  which  the  same  curve  (inth  the 
iame  equation)  continnes  throughout.  We  considered  this 
distinction  in  our  last  chapter,  and  may  now  obserre  that 
the  former  class  (the  artificial  or  amirasted)  were  the  only 
''  lines  of  beanty^'  known  to  or  employed  by  the  Gothic 
artists,  (except  of  coarse  in  imitatire  sculpture,)  and  that 
the  latter  (the  natural  or  gradated)  were  the  only  ones  used 
by  the  Oreeks,  or  by  nature,  as  far  as  we  hare  the  means  of 
tracing.  To  this  class  belong  all  the  natural  fcHms  of  the 
animal  world  ;  as  all  those  of  the  mineral  belong,  on  the 
other  hand,  to  the  rectilinear  and  angular  class. 

Forms  may  be  divided,  then,  as  regards  their  inherent  or 
essential  expression,  (apart  from  association,)  into  at  least 
five  classes^  according  to  their  degrees  of  contrast  or 
gradation  ;  from  the  most  grand,  severe,  and  fordUe,  to  the 
most  elegant,  &ncifhl,  and  delicate.    Thus  we  may  arrange : 

I  BeetillMar  and  rectongolar  fotiDB. 
n.  BeetOlnear  bat  obUqtie-«ne^  foms. 
m.  CarvUiBear  forms  without  eontraiy  flexures. 

IV.  Carriliiiear  f6rms  with  artiflciAl  contrary  fleztuM. 

V.  CnrrillBear  forma  with  natural  ecmtraxy  fleKurai. 

In*  most  complicated  productions,  whether  of  nature  or 
of  art,  we  of  course  find  several  or  even  alt  these  classes  of 
form  united.  Let  us  inquire,  then,  to  what  differemt  parts  of 
such  a  composition  the  different  classes  of  form  are  natu- 
rally and  essentially  best  adapted. 

Alison  has  the  following  correct  remarks  on  this  subject : 
"  The  great  constituent  parts  of  every  building  require  di- 
rect and  angular  lines,  because  in  such  parts  we  require  the 
expression  of  stability  and  strength.  *  *  *  A 
balustrade  might  with  equal  propriety  be  finished  in  waving 
lines,  but  certainly  would  not  be  beautiful.  A  twisted  co- 
lumn, though  affording  very  pleasant  curves  to  the  eye,  is 
acknowledged  to  be  less  beautiful  than  the  common  and 
regular  one.  *  *  *  It  deserves  to  be  remarked, 
that  the  form  of  the  great  constituent  parts  of  all  v^^eta- 
bles,  whether  strong  or  delicate,  is  nearly  the  same;  the 
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growth  of  the  stem  and  the  direction  of  the  branches  being 
in  both  alike,  and  in  both  also  either  in  straight  or  in  ainga- 
lar  lines. '  It  is  principally  in  the  more  delicate  parts  of  the 
first,  in  the  young  shoots,  and  in  the  foliage,  that  they  devi- 
ate from  this  form  and  assume  winding  or  cunrilinear  direc- 
tions. 

It  may  be  taken,  then,  as  a  principle  hardly  admitting  of 
question,  that,  as  in  nature,  so  in  art,  the  graver  and 
more  forcible  varieties  of  form  should  in  every  case  pre- 
vail, most  in  the  ruling  and  structural  parts  of  a  work, 
and  that  the  more  elegant  varieties  should  find  their 
place  chiefly  in  the  ornamental  details.  In  all  the  most  ap- 
proved wm^ks,  of  whatever  style,  this  will  be  found  an  invio> 
lable  rule.  Whether  a  portion  only,  or  all  of  the  five  classes 
of  form  be  employed,  the  class  nearest  the  beginning  of  the 
above  list  will  be  found  in  the  ruling  forms  and  divisions  ; 
and  that  placed  latest  in  our  list  will  be  confined  to  the 
smallest  and  most  ornamental  parts;  the  intermediate  class  or 
classes  being  found  in  features  of  an  intermediate  degree  of 
importance. 

In  deciding  to  which  of  the  five  classes  of  form  a  given 
feature  should  belong,  we  may  consider  this  to  be  dependent 
on  three  elements  justly  ;  1st,  the  graver  or  higher  charac- 
ter of  the  destination  of  the  building  ;  2dly,  the  greater  or 
less  importance  of  the  feature  itself ;  and  3dly,  its  height 
above  the  ground.  And  by  regarding  each  of  these  elements 
apart  from  the  others,  we  may  deduce  these  three  rules : 

I.  That  in  buildings  of  difierent  destinations,  features 
which  are  of  the  same  importance,  and  placed  at  the  same 
heights  relatively  to  the  whole  buildings  to  which  they  be- 
long, should  never  be  found  belonging  to  a  graver  class  of 
form  in  the  building  of  the  lighter  destination,  and  vice  versa. 

II.  That  in  the  same  building,  and  at  the  same  height 
above  the  ground,  principal  and  structural  members  should 
never  belong  to  a  lighter  class  of  form  than  subordinate 
features,  nor  these  to  a  lighter  class  than  ornaments. 
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III.  That  in  the  same  boilding,  features  of  the  same  degree 
of  importance,  font  situated  at  different  levels,  shonld  never 
belong  to  a  graver  dass  of  form  at  the  higher  level  than  at 
the  lower. 

These  rules  will,  I  believe,  be  found  to  apply  more  or  leas 
extensively  both  to  styles  and  to  individual  buildings,  in 
proportion  as  the  said  styles  or  buOdings  are  more  or  leas 
generally  admired  by  persons  of  good  taste.  Let  us  examine 
a  few  instances. 

In  the  Egyptian  buUdings  we  find  forms  of  the  first,  third, 
and  fifth  classes. 

In  the  Doric  Temples  rectangularity  is  strictly  observed 
in  the  plan  and  principal  arrangements,  up  to  the  higher 
part  of  the  structure. 

In  the  Ionic,  the  rectangular  forms  were  discarded  in  some 
minor  matters. 

In  the  Corinthian  Order,  we  have  forms  in  the  second, 
third  and  fifth  kind — the  fifth  kind  reigning  exclusively  in 
fill  the  minor  details. 

In  the  Roman  and  Gothic  styles,  t&e  introduction  of  the 
arch  and  dome  constructions  necessarily  led  to  a  more  fre- 
quent circularity  in  the  principal  parts  of  buildings,  both  in 
plan  and  elevation,  and  this  called  for  a  far  greater  prepon- 
derance of  curved  forms  in  the  minor  features  and  detuls^  ^ 
than  their  servile  adaptation  of  Grecian  forms  (instead  of 
Grecian  principles)  would  admit. 

It  were  impossible  in  our  brief  space  to  seek  for  the  prin- 
ciples of  architectural  manners  that  intervened  between  the 
fall  of  the  Roman  and  the  rise  of  the  Gothic  systems,  filling 
up  a  long  night  of  barbarism  between  the  settii^  of  the 
ancient  civilization,  and  the  appearance  of  the  first  dawning 
beams  that  heralded  in  the  modem. 

As  the  lighter  classes  of  form  are  indisputably  the  most 
beautiful  in  themselves,  apart  from  fitness,  there  is  generally, 
when  the  art  is  in  a  progressive  state,  far  more  danger  of 
their  encroaching  on  tl^e  domains  of  the  graver  classes,  tha^ 
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there  is  of  the  contrary  evil.  Accordingly,  it  was  in  this 
way  that  the  Greek,  the  Gothic,  and  the  It&lian  systems  all 
declined  and  fell  after  their  perfection  had  been  reached,  and 
change  began  to  be  soaght  no  longer  for  the  sake  of  improYe- 
ment,  bat  for  the  sake  of  change.  To  these  we  might  add 
the  Moorish  system,  which  seems  to  have  calminated  in  the 
Alhambra,  and  afterwards  to  have  sank  nnder  this  same 
abuse — ^the  fourth  class  of  forms  gradually  superseding  the 
third,  even  in  so  important  a  member  as  the  arch.  The 
great  defect  of  this  style,  however,  was  always  want  of 
attention  to  this  correct  placing  of  the  different  classes  of 
forms;  and  at  present,  in  the  poor  remains  of  it  practised  in 
Mahommedan  countries,  the  forms  are  jumbled  together  with 
as  little  regard  to  fitness,  as  in  our  own  sham  architecture. 
If  we  may  judge  from  engravings,  the  arches  are  almost 
exclusively  of  the  reflezed  (or  ogee)  form,  while  mere  details 
on  them  are  often  of  a  more  severe  class  (the  second),  and 
the  minutest  lattice-work  often  of  the  first.  The  confusion, 
however,  cannot  be  worse  than  that  to  which  our  own  build- 
ing is  reduced,  in  which  the  gravest  forms  are  often  piled  on 
the  top,  if  indeed  there  be  any  top— architecture  having 
generally  been  driven  from  thence — and  clothing  only  the 
sides  to  a  certain  height,  Jeaving  all  above  to  the  ventilatCHr 
and  chimney-doctor. 

It  is  now  necessary  to  say  a  few  words  on  two  qualities  in 
architecture  and  other  arts,  frequently  distinguished  from  the 
beautiful,  though  at  other  times  classed  as  particular  divi- 
sions thereof :  these  are  the  sublime  and  the  picturesque. 

The  inquiry  into  the  sources  of  the  sublime  in  architecture 
must  on  no  account  be  passed  over  by  the  architect,  as  hav- 
ing no  application  to  his  every-day  practice;  for  the  same 
principles  by  which  sublimity  has  been  produced  in  great 
works,  are  the  only  ones  by  which  the  opposite  of  this 
quality  can  be  avoided  in  small  works;  and,  indeed,  this 
opposite  fviz.,  nuafmess)  is  the  very  worst  fault  a  building 
can  have,  and  its  avoidance  is,  if  possible,  more  important  in 
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little  works,  than  is  the  attainment  of  trae  snblimitj  in  great 
ones^  for  magnitude  and  richness  will,  with  the  many,  always 
suffice  to  cover  the  want  of  the  latter;  while  nothing  can,  in 
small  buildings,  stand  in  the  stead  of  that  for  which  we  have 
no  good  name,  but  which  would,  if  increased  in  scale,  be 
called  sublimity. 

We  conclude  that  the  fvnm  or  arrwngmenU  of  form  used 
in  the  Doric  order,  are  better  suited  to  produce  8ublim6 


No  Gothic  building  ever  possessed  a  particle  of  sublimity, 
unless  at  least  doubling  the  extent,  and  trebling  the  height^ 
of  an  ordinary  Doric  temple. 

This  superior  sublimity  of  square-headed  openings  and 
recesses  arises  not  only  from  their  belonging  to  a  grav^ 
class  of  form  than  the  arch,  but  also,  very  oftien,  from  thdr 
greater  expression  of  ^powtr^  owing  to  our  knowledge,  or 
mechanical  perception,  that  they  muat  require  larger  stones 
in  their  construction.  This  somewhat  vulgar  consideration 
has,  I  am  convinced,  a  great  deal  more  to  do  with  our  appre- 
ciation of  sublimity  In  architecture  than  we  should  be  willii^g 
to  admit.  Thus,  the  original  Doric  cornice  has  very  little 
projection  compared  with  later  forms  of  that  feature,  yet  it 
produces  as  grand  an  effect  as  many  cornices  that  have  three 
times  its  projection.  This  arises  from  the  absence  of  all 
contrivances  for  supporting  it  by  corbelling, — ^from  our  per- 
ception that  it  cannot  possibly  be  built  up  of  little  pieces. 
Add  such  contrivances,  fas  in  the  Corinthian  cornice,  or  still 
more  obviously  in  the  Gothic  machicolations,^  and  you  must 
increase  the  frowning  mass  to  several  times  its  dimensions, 
in  order  to  retain  the  same  bold  and  noble  appearance.  So, 
also,  the  relative  effect  of  square  and  of  arched  coverings 
above  alluded  to,  is  entirely  reversed  in  Gothic  architecture. 
Here,  the  arched  window-head,  when  sufficiently  recessed 
and  overhanging,  has  some  grandeur,  while  the  flat-topped 
Tudor  form  has  not  a  particle;  being  propped  up,  and,  as  it 
w^e,  balanced  on  the  mullions,  whose  apparent  insufficiency 
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for  its  support  only  increases  the  intense  meawmss  of  ezpre» 
aion. 

Next  to  the  prevalence  of  the  graver  classes  of  form,  and 
the  snbordination  of  th€  others  to  them,  nothing  is  more 
essential  to  nobleness,  than  a  principle  analogous  to  what 
painters  term  hreadth,  i.  e.,  abundance  of  one  thing  in  one 
place.  On  this  subject,  Rnskin  has  iosisted  with  his  usual  ^ 
eloquence,*  and,  with  great  truth,  says,  "  that  the  relative 
majesty  of  buildings  depends  more  on  the  weight  and  vigor 
of  their  masses  than  om  any  other  attribute  of  their  design; 
mass  of  everything,  of  bulk,  of  light,  of  darkness,  of  color, 
not  mere  sum  of  any  of  these  but  breadth  of  them;  not 
broken  light  nor  scattered  darkness,  nor  divided  weight,  but 
solid  stone,  broad  sunshine,  starless  shade/' 

On  the  whole,  it  would  appear  that  neither  sublimity  nor 
satisfactory  beauty  in  buOding,  can  be  expected  of  a  flat 
iurface  with  holes  in  it,  however  beautifid  their  forms  and 
arrangement.  There  must  be  variety  and  contrast  of  sur- 
faces, and  la|^  ones  too.  There  is  no  such  thing  as  fine 
architecture  of  only  two  dimensions;  it  must  have  leng^, 
breadth,  and  depth.  No  buOding  has  ever  been  admired 
that  has  not  either  colonnades,  or  arcades,  or  very  promi- 
nent buttresses,  or  a  very  prominent  cornice,  or  very  deeply 
recessed  openings.  These  are  the  chief  means  that  have 
hitherto  been  employed  to  obviate  flatness  (though  never 
for  that  purpose  alone)  in  permanent  buildings.  In  tempomr 
ry  ones  there  have  been  some  other  expedients,  as  the  broad 
eaves  of  Italy  and  Switzerland,  the  overhanging  stories  of 
our  half-timbered  houses,  and  the  verge-boards,  best  deve- 
loped, perhaps,  in  northern  France.  When  iron  shall  be  ad- 
mitted into  architecture,  perhaps  a  new  resource  of  this  kind 
may  be  found  in  balconies  or  window-canopies,  or  both:  but, 
as  a  general  rule,  all  horizontal  masses  of  shadow  seem  ta 
require  a  greater  and  general  mass  of  the  same  kind  at  the 
top  of  the  building;  and  this  is  the  most  general  feature  in 


•  ti  xiM  SeToi  lAiDpf  of  ATChiteeture,"  ehftp.  m.    "  Poww.^ 


156  mSTOBT  AKD  BUDDCEKTS 

all  coantries,  and  is  neyer,  in  any  degree,  a  merely  ornamen- 
tal one,  since  its  use,  to  sEelter  the  walls,  will  always  be 
more  efifectaally  served  the  more  it  projects:  not  an  inch  add- 
ed to  it  can  ever  be  useless. 

Another  mode  of  ayoiding  flatness  has,  indeed,  been  often 
practised  in  rural  buildings,  (being  inapplicable  in  towns,) 
and  consists  in  breaking  the  ground  plan  in  a  complicated 
manner,  and  carrying  up  some  parts  higher  than  others.  It 
has  a  very  specious  appearance  of  effecting  the  object  with- 
out unnecessary  expense ;  but  this  is  a  great  fallacy,  as  any 
one  may  soon  see,  who  makes  a  few  calculations,  that  these 
breaks  and  jetties  add  more  to  the  material  requisite  to  en- 
close and  coyer  a  given  space,  and,  in  fact,  ai^  a  greater 
sacrifice  to  architectural  beauty,  than  the  largest  features 
ever  added  to  such  buildings,  supposing  them  added  for 
ornament  alone,  which  they  never  ought  to  be.  When 
fashion,  however,  runs  mad  after  some  style  devoid  of  promi- 
nent features,  (as  the  Tudor,)  there  is  no  alternative  but 
this  extravagant  broken-plan  system,  as  the  late  Tudor  revi- 
vers/ound  to  their  cost.' 

Of  that  most  highly  artificial  source  of  pleasure,  called 
the  jidurtsqutf  there  have  been  several  explanations  given, 
all  in  substance  the  same  as  that  of  Ruskin,  who  regards  it 
as  a  ** parasitical  sribUmUy,^  or  a  display,  in  the  extraneous 
and  adventitious  circumstances  of  a  thing,  of  such  qualities, 
as,  transferred  to  the  thing  itself,  would  conduce  to  sublimi- 
ty: thus  the  same  shagginess  which  in  the  lion's  mane  con- 
duces to  sublimity,  in  the  goat  constitutes  picturesqueness. 
The  same  depth,  and  prevalence  of  contrast,  in  a  building, 
which,  when  produced  by  evident  design,  leads  to  nobleness, 
or  at  least  obviates  meanness;  when  resulting  from  chance, 
^either  by  the  falling  of  a  building  to  ruin,  or  the  unfore- 
seen clustering  of  several  buildings  together,  j  constitutes 
the  picturesque.  The  chance  combinations,  which,  in  natu- 
ral scenery  on  a  small  scale,  are  most  picturesque,  are  the 
very  same  which,  if  magnified  to  a  mountainous  scale,  would 
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be  the  most  sublime;  so  that  an  artist  might  often  from 
heaps  of  gravel  or  mortar,  compose  scenes  more  awful  than 
he  could  find  in  a  year's  wandering  among  Alps.  Again, 
the  picturesque  in  painting,  or  what  is  called  "  pictorial 
effect,"  consists  in  applying  to  the  adventitious  circumstances 
of  light  and  shade  those  same  principles  and  rules  which  the 
higher  aims  of  the  art  would  require  to  be  observed  with 
regard  to  things  and  actions  themselves;  so  that,  for  in- 
stance, pictorial  effect  requires  one  principal  light,  just  as 
the  higher  excellences  would  require  one  principal  action. 
Whatever  would  be  sublime  or  excellent  in  essentialsj  the 
same  is  picturesque  in  non-essentials,  "There  are  thus,*^ 
says  this  writer,  ''  both  in  sculpture  and  painting,  two,  in 
some  sort,  opposite  schools,  of  which  the  one  follows  for  its 
subject  the  essential  forms  of  things,  and  the  other  the  acci- 
dental lights  and  shades  upon  them.  There  are  various  de- 
grees of  their  contrariety:  middle  steps — as  in  the  works  of 
Coreggio,  and  all  degrees  of  nobility  and  of  degradation  in 
their  several  manners;  but  the  one  is  always  recognized  as 
the  pure,  and  the  other  as  the  picturesque  school."* 

It  would  thus  appear  that  this  quality  has  more  affinity 
with  the  sublime  than  with  the  beautiful,  being  probably  in- 
compatible with  the  latter  in  its  strict  sense,  while  each  of 
these  opposite  qualities  is  compatible  with  the  sublime,  at 
least  with  what  may  be  called  physical  sublimity,  which  is 
the  only  kind  of  which  we  have  hitherto  spoken. 

Consistently  with  this,  we  might  expect  the  picturesque 
in  building  to  be  most  frequent  where  there  is  most  preva- 
lence of  contrast,  and  the  gravest  or  most  contrasted  species 
of  forms;  and  perhaps  the  best  rule  that  could  be  given  for 
its  production  would  be  the  accxmaulation  of  all  the  physical 
elements  above  mentioned  as  conducing  to  sublimity,  with  a 
studied  exclusion  of  those  previously  described  as  belonging 
to  beauty,  such  as  uniformity  of  halves,  equidistant  repeti- 
tion, and  the  principle  of  gradation  in  general. 

•  "  The  Seren  Lamps  of  Architecture,'*  chap.  Ti. 
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We  haye  already  obsenred  that  in  forms,  or  rather  compo- 
flitioiis  oi  form,  of  the  first  two  (or  rectilinear j  classes,  a  dis- 
tinction most  be  made  between  those  which  do,  and  those 
which  do  not,  display  this  principle  of  gradation;  which  can 
occur  in  the  first  class  only  in  one  way,  by  a  gradated  series 
of  dimennons,  whUe  in  the  second  it  may  be  displayed  m  two 
ways,  either  by  gradation  of  dimensions,  or  ot  directions  (L  &, 
of  lines  or  of  angles.  J  The  influence  of  gradated  dimensions, 
in  diminwhifig  gTandenr  and  increasing  el^ance,  may  be 
se^  by  comparing  the  majority  of  Italian  campaniles  f  which 
contain  no  soch  gradation^  wiUi  those  of  Pisa,  Cremona,  or 
St  Bride's,  London,  [the  only  one  of  Wren's  designs  in 
which  this  principle  reigns,]  or  with  the  Chinese  towers,  in 
whidi  it  seems  imirersally  obserred,  and  contributes  not  a 
little  to  th^  want  of  grandeur  or  solemnity.  In  the  grand- 
er and  more  sturdy  classes  of  vegetables,  too,  from  the  cotton 
tree  down  to  the  thorn  bush,  this  principle  is  nowhere  to  be 
found;  while  in  those  few  plants  of  the  minor  and  less  dura- 
ble kind,  that  contain  straight  and  angular  forms,  it  is  car 
ried  to  extreme  perfection,  as  in  the  grasses,  ferns,  &c.  It 
seons  as  if  this  elegance  were  men  them  as  a  substitute  for 
that  of  curratnre,  common  to  other  delicate  y^etable 
forms. 

Now  neither  these  plants,  nor  the  gradated  campaniles, 
woold  erer  be  regarded  in  themselres  as  picturesque  objects, 
while  the  firstmentioned  class  of  each  is  reckoned  among 
the  most  decided  examples  of  this  quality  in  nature  and  in 
art.  The  beauty  of  gradation,  therefore,  while  it  is  only 
prejudicial  to  real  sublimity,  is  destrudive  of  this  sort  of 
"  parasitical  sublimity,"  called  the  picturesque.  Divisions, 
when  not  equal,  must  be  varied  without  any  connecting  law, 
atf  in  fig.  1  A,  never  as  in  c  and  d.  To  show  how  much  a 
prevalence  of  the  lighter  [or  more  gradated]  classes  of  form 
also  militates  against  the  picturesque,  we  may  observe  that 
this  quality  was  perhaps  never  ascribed  to  any  natural  object 
whose  forms  are  exclusively  curvilinear;  and  that  It  is  rare 
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in  [even  the  rains  of]  roand-arched  building;  more  freqnent 
in  the  pointed;  and  most  of  all  in  those  styles  which  are 
destitute  of  arches.  The  Egyptians  often  clnstered  build- 
ings irregularly  to  suit  peculiar  sites;  and  the  temple  thus 
built  on  the  island  of  Philffi  has  been  instanced  as  a  very 
complete  case  of  picturesqueness,  and  will  illustrate  the 
rules  given  above. 


CHAPTER  IV. 


Imitation  of  Nature  and  (fModeh — False  Imitation — Constrwiive 
Truth — Constructive  Unity — Ihree  Systems  thereof. 

It  is  the  highest  possible  aim  of  architecture,  as  of  all  the 
other  fine  arts,  to  imitate  nature.  This  has  been  generally 
admitted;  but  the  kind  of  nature  to  be  imitated,  and  the 
mode  of  imitation,  seem  to  be  very  variously  understood; 
and  the  notions  of  some  architectural  writers  on  this  point 
are  singularly  different  from  each  other,  and  from  the  plidn, 
ordinary  sense  of  the  expression. 

The  difference  between  copying  natural  objects  and  imitar 
ting  nature,  lies  in  the  introduction,  in  the  latter  case,  of  a 
principle  of  generalization.  To  draw  the  likeness  of  a  par-, 
ticular  man,  ever  so  exactly,  though  you  excelled  the  da- 
guerreotype, is  not  imitating  nature.  To  discover  and  draw 
all  that  is  common  to  a  certain  class  of  men,  omitting  every 
thing  that  is  jpeculiar  to  each,  this  is  imitating  nature.  The 
same  principle  must  run  through  everyimitation  of  her,  as 
distinguished  from  an  imitation  of  a  natural  object;  and  it 
must  be  remembered,  that  with  this  latter  imitation,  archi- 
tecture has  nothing  to  do.  A  man  may  learn  to  paint  or 
carve,  simply  by  imitating  individual  models,  and  may  wiHi 
the  vulgar  pass  for  an  artist:  but  in  architecture,  there  is  no 
^ch  thing  as  this  copying  of  one  thing  at  a  time:  the  archi- 
tect p[  mean  the  designer  in  architecture]  must  learn  to  copy 
several  things  at  (moe, — to  imitate  with  generalization. 


160  HISTORY  AND   RUDIMENTS 

Here  is  an  example  :  We  want  a  column,  that  is,  a  long 
body,  intended  for  transmitting  pressure  to  or  from  a  fiat 
surface.  It  evidently  matters  not  whether  the  column  be 
pressed  against  the  surface  or  the  surface  against  it,  nor  in 
what  position  it  be  placed.  A  strut  is  a  column,  only  placed 
horizontally  or  inclined.  The  expression  we  want  to  give  is 
that  of  fitness  to  receive  this  pressure.  Some  nations  have 
copied  columns  from  trees,  and  some  from  men,  but  neither 
of  these  are  imitating  nature  ;  on  the  contrary,  they  are  most 
unnatural,  since  nature  has  not  made  either  a  tree  or  a  man 
to  serve  the  purpose  of  a  column.  Are  there,  then,  no 
columns  in  nature  ?  Certainly  there  are.  The  limbs  of  aU 
animals  are  columns  according  to  the  above  definition,  the 
surface  against  which  they  press  being  the  ground.  The 
human  arm  uplifted  to  support  a  weight  is  also  a  column  ; 
and  when  pushing  horizontally  against  a  wall,  it  is  a 
horizontal  column  or  strut. 

Now,  in  comparing  these  various  natural  columns,  to  dis- 
cover what  they  have  in  conunon,  we  find 

1st.  That  their  transverse  section  has  roundness,  therefore 
we  make  the  artificial  column  round. 

2d.  We  observe  that  they  vary  in  length  from  four  to  ten 
tunes  their  greatest  diameter  ;  but  that,  in  animals  remark 
able  for  power  and  majesty,  they  do  not  exceed  six  times  the 
said  diameter.  Therefore,  when  this  character  is  aimed  aV 
the  columns  are  confined  to  a  length  of  between  four  and  six 
diameters. 

3d.  With  regard -to  their  longitudinal  outline  or  profile, 
they  have  a  general  diminution  from  their  origin  to  the  ankle 
or  wrist,  i,  e,  to  a  point  near  the  surface  against  which  they 
are  applied.  Therefore  we  make  the  artificial  column  diminish 
from  its  origin  (the  ground  or  stylobate)  to  a  point  near  the 
surface  to  be  sustained.  This  'diminution  is  in  a  contrary 
direction  to  that  of  the  legs  of  animals  or  furniture,  because 
they  isQue  from  the  object  to  which  they  belong,  and  apply 
themselves  against  a  surface  below ;  but  the  legs  of  2,feced 
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stractnre  should  issue  from  the  substructure,  and  apply  them- 
selves to  the  support  of  that  above  ;  otherwise  thej  would 
appear  to  belong  to  the  superstructure  and  form  with  it  one 
mass,  distinct  from  that  below,  and  made  to  be  moved  about 
like  a  table.*  The  position,  therefore,  of  the  column,  is  not 
that  of  the  leg,  but  that  of  the  uplifted  arm. 

4th.  Another  circumstance  common 
to  all  the  models,  is  that  the  diminu- 
tion above  noticed,  is  not  regular  or 
straight  lines,  bui  tends,  in  the 
majority  of  cases,  to  convexity-,  i.  e. 
the  diminution,  at  first  slow,  becomes 
more  rapid  towards  the  wrist  or 
ankle ;  and  this  is  accordingly 
imitated,  the  convexity  (or  entasis) 
being,  however,  much 
less  than  in  the 
human  example,  be- 
cause in  that  ex- 
ample it  )p  peculiarly 
great ;  and  the  object  is  not  to 
imitate  this  or  any  other  single 
model,  not  any  particular  limb,  but 
the  general  idea  of  limbs — their 
central  form,  avoiding  all  peculiari- 
ties. If  their  outline  were,  in 
universal  nature,  as  frequently  con- 
cave as  convex,  the  correct  imitation  would  be  to  make  it 
straight ;  but  this  is  not  the  case, — convexity  predominates 
over  concavity,  and  very  slight  convexity  predominates  over 
that  which  is  more  decided. 


*  An  emin«ntftrchiteet  lias  attempted  to  explain  ihis,  by  aiMilinif  as  a  rule,  that 
bodies  most  diminish  as  thej  rMtde  fiwn  the  ty€y  as  a  column  upwards,  or  the  le; 
of  a  table  downwards.  He  does  not  give  anj  reason  or  foundation  in  nature  for  this 
Rile  ;  but  it  would  be  very  desirable  to  do  so,  as  it  would  oyertum  many  long- 
«rtablished  prejndloes  in  architecture,  and  lead  to  some  curious  noyelttes,  svoh  at 
the  downward  diminution  of  balusters,  pedestals,  ha. 
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5th.  We  obserre  it  to  be  a  part  of  the  nature  of  liinbBy 
that,  after  passing  the  smallest  part,  there  is  a  rapid  swelling 
to  form  the  extremity  (hand  or  pawj,  which  is  what,  in  the 
colomn,  we  call  its  capUal.  This  protuberance  is,  in  natore, 
commonly  eccentric  with  regard  to  the  axis  of  the  limb,  pro- 
jecting most  on  the  side  towards  which  the  anunal  looks, 
and  least  ("or  often  not  at^all^  on  the  opposite  side.  But 
this  eccentricity  is  least  in  the  most  powerful  animals,  and  is 
properly  omitted  in  the  column  for  two  reasons  ;  either  as 
an  exaggeration  of  that  which  distinguishes  the  most  power- 
ful models,  1. 1.  those  most  displaying  a  quality  intended  here 
to  be  expressed  ;  or  else  it  is  omitted  as  having  an  obyious 
relation  to  a  property  not  intended  to  be  expressed,  viz., 
locomotion  :  for  the  foot  always  projects  most  on  the  side 
towards  which  it  is  to  move  ;  and  as  the  capital  is  not  to 
move,  there  is  no  natural  example  for  its  projecting  on  one 
side  more  than  another. 

6th.  With  regard  to  the  outline  of  the  extremity,  we  find 
it  to  be  at  first  concave  for  a  very  short  distance,  then  be- 
coming very  slightly  convex,  and  as  it  spreads,  the  convex- 
ity slowly  increases,  till,  at  the  greatest  protuberance  from 
the  axis,  it  rapidly  curves  round,  and  returns  inward  to  a 
smaU  distance.  Such  are  the  points  common  to  the  outline 
of  ecery  animal  extremity,  when  applied  against  a  flat  sur- 
face; and  such  are  those  which  constitute  the  profile  of  the 
capital,  in  that  wonderful  specimen  of  generalized  imita- 
tion, the  original  Doric  column;  that  form  on  which  no  sub- 
sequent efforts  have  been  able  to  effect  any  improvement  in 
fitness  of  expression  to  its  particular  purpose;  that  form 
which  when  first  seen,  so  throws  into  the  shade  everything 
else  that  we  have  ever  se^n  applied  to  the  same  purpose,  that 
it  seems  too  perfect  for  a  human  invention,  and  we  attribute 
it  to  some  power  peculiar  to  the  inventors,  and  now  lost, 
just  as  the  Arabs  attribute  Palmyra  to  the  work  of  genii 
That  this  pile  of  cut  stones,  which  any  mason  could  exactly 
reproduce,  and  which  resembles  no  natural  form,  should  yet 
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express  its  destination  as  perfectly  as  tbe  most  finish^  statue, 
and  appear  as  incomplete  withont  its  entabolature,  as  Atlas 
without  his  globe  ; — ^that  this  eflfect  should  be  produced  alike 
and  instantly  on  every  spectator,  may  well  appear,  to  the  un- 
taught, a  sort  of  magic.  But  such  effects  are  never  the  result, 
as  commonly  supposed,  of  a  happy  idea,  an  instant  stroke  of 
genius  :  they  thus  touch  in  an  instant,  because  they  contain 
the  work  of  years  ;  they  spring  from,  and  are  proportional 
to,  the  amownt  of  thought  which  the  object  embodies,  and  this 
is  independent  altogether  of  the  amount  of  manual  labor  be- 
stowed. A  work  of  elaborate  sculpture,  and  one  of  mere 
masonry,  may  be  exactly  equal  in  this  respect ;  and  when 
either  of*them  strikes  us  with  this  instant  conviction  of  ex- 
cellence, it  is  because  they  contain,  as  it  were,  concentrated 
in  them,  the  thought  perhaps  of  a  life,  perhaps  of  many  lives, 
the  observation  and  analysis  and  intense  patient  study  of 
vuxmy,  directed  all  in  one  direction,  and  with  a  common  ob- 
ject,— the  extraction  and  purification  of  some  general  idea 
in  nature,  as  a  metal  is  extracted  by  the  chemist. 

In  the  study  of  nature  fwithout  which  the  architect  as  well  \ 

as  every  other  artist  can  do  nothing — absolutely  nothing^  he 
must  also  study  the  commentaries  on  her,  t.  e.,  all  previous 
productions  of  his  art.  All  these  are  so  many  annotations 
on  Nature's  great  and  most  difficult  book  ;  and  he  who  at- 
tempts to  read  her  without  their  assistance,  simply  sets  up 
his  own  wisdom  against  that  of  all  mankind  ;  and  however 
satisfactory  his  discoveries  may  be  to  himself,  he  may  be  as- 
sured that  they  are  as  old  as  Adam  ;  and  that,  should  he  . 
have  at  once  the  greatest  genius  and  the  longest  life  ever 
granted,  he  will  still  have  advanced  no  further  than  the  first 
efforts  of  the  art,  which,  pursued  on  this  principle,  would 
funlike  all  other  human  pursuits^  be  never  beyond  its  begin- 
ning. 

It  is  impossible  for  the  designer  to  produce  anything  tru^ 
but  by  the  study  of  nature,  and  it  is  impossible  to  produce 
anything  new  but  by  a  knowledge  of  what  has  been  done  al- 


/ 


164  HISTOBT    AND    BUDDCENTS 

ready  by  his  predecessors.    The  most  original  artists  of  ererj 
kind  are  always  the  most  extensive  imitators. 

In  architecture  the  number  of  such  is  indeed  infinite:  and 
while  one  appears  to  have  seen  no  building  besides  the  Tem- 
ple of  Ilyssus;  another,  nothing  but  the  Erechtheum,  or 
Salisbury  Cathedral,  or  Henry  the  Seyenth's  Chapel,  or  the 
Alhambra;  all  unite  in  condemning  that  architect  in  the 
last  century  who  drew  from  no  source  but  Diocletian's  pa- 
lace, without  perceiving  that  they  are  committing  the  very 
same  capital  error;  for  the  fundamental  fault  was  not  the 
drawing  from  a  corrupt  source,  but  the  drawing  from  <m/y  <mt 
source. 

The  reader  must  not  suppose  I  am  advising  an;f  thing  so 
utterly  wrong  and  contemptible  as  the  mixturt  of  thepecuHr 
arities  of  different  styles.  On  the  contrary,  I  am  insisting 
on  the  imitation  of  what  is  common  to  them,  rather  than 
that  of  what  distinguishes  each.  If  you  say  '^  there  is  noth- 
ing common  to  them  bat  walls  and  a  roof,"  you  betray  that 
you  have  not  commenced  the  real  study  of  the  art,  which, 
like  that  of  nature  or  of  science,  can  be  carried  on  only  by 
generalization. 

As  in  all  other  arts,  so  in  architecture,  the  value  and  cor- 
rectness of  imitation,  whether  of  Nature  directly,  or  of  Na- 
ture through  the  medium  of  her  interpreters, — ^previous 
artists, — depends  entirely  on  the  breadth  of  generalization 
accompanying  it;  and  that  which  simply  imitates  without 
generalizing, — ^that  which  imitates  only  one  model,  though 
even  a  natural  one,  and  ever  so  excellent,  is  not  art  at  all. 

Connected  with  the  error  that  imitative  art  consists  in  the 
imitation  of  what  is  conunonly  called  nature, ».  «.,  of  particu- 
lar or  individual  nature,  is  also  the  most  destructive  notion 
that  its  perfection  is  to  "  deceive  the  eye,"  which  is,  in  fact, 
the  basest  purpose  to  which  any  art,  or  rather  any  skill  and 
science  originally  amassed  for  the  purposes  of  art,  can  be 
prostituted :  for  it  must  be  observed,  that  no  manual  dexten- 
ty  can  be  called  art;  it  is  only  the  £aaterial  collected  for  its 
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use,  or  the  language  in  which  it  speaks.  Now,  when  this  ia 
used  in  order  to  deceire  in  any  way,  it  is  as  if  a  man,  who 
had  learned  writing  in  order  to  write  sermons,  should  employ 
his  skill  in  commiting  forgery. 

"  For  want  of  this  distinction,"  says  Sir  Joshua,  (t. «., 
the  distinction  between  the  art  and  the  mechanical  skill,) 
"  the  world  is  filled  with  false  criticism.  Raffaelle  is  praised 
for  naturalness  and  deception,  which  he  certainly  has  not  ac- 
complished, and  as  certainly  never  intended.''  It  is  the  same 
error  which  leads  the  vulgar  to  think  it  a  beauty  when  the 
figures  of  a  picture  stand  out ''  as  if  you  could  walk  round 
them,"  or  when  painted  decorations,  or  papering,  or  carpets, 
are  shaded  to  appear  [in  a  particular  light]  as  if  carved ;  or 
when  a  building,  or  a  front  of  a  balding,  or  any  of  the 
smallest  part  or  member  thereof,  appean  like  any  thing 
which  it  is  not; — a  new  building  like  an  old  one  built  in  a 
diffierent  age;  several  little  houses  like  one  palace;  or  one 
property  like  several;  an  essential  part  like  an  ornament,  or 
an  ornament  like  an  essential  part;  a  buttress  like  a  column, 
an  attic  like  a  pediment,  an  arch  like  a  lintel; — ^to  say  noth- 
ing of  such  gross  frauds  as  making  stucco  look  like  stone,  or 
paint  like  wood. 

The  object  of  all  real  art,  as  of  all  science,  is  to  elicit 
TRUTH ;  but  any  one  who,  fresh  from  nature,  or  from  the 
works  of  other  ages  or  nations,  should  arrive  among  the 
works  of  modern  English  architecture,  would  suppose  its 
whole  aim,  and  that  of  every  detail  in  it,  to  be  deception. 
One  enters  a  building,  perhaps  a  place  of  worship,  that  is 
praised  for  unpretending  plainness,  and  the  eye  seeks  in  vain 
for  a  single  object  on  which  it  can  rest  as  something  real, — 
for  a  single  feature  that  is  what  it  appears  to  be.  The  plas- 
tered walls  pretend  to  be  built  of  huge  granite  or  marble 
blocks  ;  the  flimsy  surface  that  conceals  the  roof,  to  be  com- 
posed of  lacunariflB,  or  stone  coffer-work,  on  a  more  colossal 
scale  than  any  Egyptian  ever  dreamt  of.  A  stove  must  re; 
present  an  useless  pedestal,  or,  perhaps,  the  model  of  a  build- 
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ing  ;  and  the  deal  fittings,  not  content  with  one  deception, 
most  with  dingular  ingenuity  contriye  to  perpetrate  two  at 
once, — ^to  appear  in  substaiux  like  oak,  and  in  farm  like  the 
marble  walls  and  ante  of  a  Greek  temple.  Such  is  an  at«- 
prHending  building.  The  eTil  so  infests  eTeiything  that  meets 
us  on  whatever  side  we  tnm,  ^at  it  is  hardly  posdble  to  real- 
ize the  fact,  till  we  torn  to  the  works  of  other  ages  or  distant 
nations,  that  aU  this  is  uwnecessary,  that  there  may  be,  and 
oyer  most  of  the  world  ir,  and  every  where  has  heem,  architec- 
ture WITHOUT  DECEPTION, — Dot  without  this  or  that  kind  of  it, 
but  absolutely  without  ant.  Such  is  the  atmosphere  of  it  m 
which  we  are  plunged,  that  we  can  hardly  fancy  such  a  thing 
as  its  absence  ;  and  we  actually,  on  mentioning  it,  are  met 
by  such  questions  from  intelligent  and  otherwise  well-inform- 
ed persons,  as  "  What  is  the  use  of  pamt,  if  not  to  unitate 
other  things  t^  Orown-up  men  actually  require  to  be  told 
that  paint  is  a  durable  and  smooth  coating  for  perishable  or 
rough  surfaces,  either  to  preserve  them,  or  by  its  smoothness 
repel  dirt,  or  to  replace  their  natural  color  by  one  more 
pleasing  or  fitter  for  their  situation  ;  or  lastly,  to  adorn  their 
surface  by  yaried  color  or  beautiful  forms.  These  are  the 
uses  of  paint,  and  they  give  vast  scopes  for  design  and  taste, 
but  haye  no  more  to  do  with  imitation  or  deception  than  the 
skin  of  an  animal  or  plant  has.  Does  the  skin  or  bark  imi- 
tate flesh  or  wood  ?  What  possible  reas<m  then  can' there 
be  for  stucco  or  paint  to  represent  anything  but  stucco  or 
paint  ?  They  never  represent  anything  else  in  the  works  of 
the  Greeks,  Eomans,  Gothicists,  or  Arabs ;  and  when  we 
want  more  ornament  than  is  found  in  their  works,  it  will  be 
time  enough  to  look  for  a  method  not  practised  by  thent 

Buskin,  who,  though  falling  into  my  dangerous  fallacies, 
has  truly  treated  on  this  subject,  says — "  It  is  very  necessary 
in  the  outset  to  mark  clearly  wherein  consists  the  essence  of 
fallacy  as  distinguished  from  supposition  :  foe  it  might  be  at 
first  thought  that  the  whole  kii^om  of  imagination  was  one 
of  deception  also.     Not  so  :  the  action  of  imagination  is  a 
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Yolontary  summoning  of  the  conceptions  of  things  absent  or 
impossible  ;  and  the  pleasure  and  nobility  of  the  imagination 
partly  consists  in  its  knowledge  and  contemplation  of  them  ^ 
as  snch,  i,  e.,  in  the  knowledge  of  their  actual  absence  or  im- 
possibility at  the  moment  of  their  apparent  presence  or  reali- 
ty. When  the  imagination  deceives,  it  becomes  madness. 
It  is  a  noble  faculty  so  long  as  it  confesses  its  own  ideality  ; 
when  it  ceases  to  confess  this,  it  is  insanity.  All  the  differ- 
ence lies  in  the  •fact  of  the  confession,  in  there  being  no  de- 
ception ^  It  is  necessary  to  our  rank  as  spiritual  creatures 
that  we  should  be  able  to  invent  and  to  behold  what  is  not ; 
and  to  our  rank  as  moral  creatures,  that  we  should  know  and 
confess  at  the  same  time  that  it  is  not. 

"  Again,  it  might  be  thought,  and  has  been  thought,  that 
the  whole  art  of  painting  is  nothing  else  than  an  endeavor  to 
deceive.  Not  so:  it  is,  on  the  contrary,  a  statement  of  cer- 
tain facts  in  the  clearest  possible  way.  I  desire  to  give  an 
account  of  a  mountain  or  of  a  rock:  I  begin  by  telling  its 
shape;  but  words  will  not  do  this  distinctly,  and  I  draw  its* 
shape,  and  say,  "  This  was  its  shape."  Next,  I  would  fain 
represent  its  color:  but  words  will  not  do  this  either,  and  I 
dy^  the  paper,  and  say,  "  This  was  its  color."  Such  a  pro- 
cess may  be  carried  on  until  the  scene  appears  to  exist,  and 
a  high  pleasure  may  be  taken  in  its  apparent  existence. 
This  is  a  communicated  act  of  imagination,  but  no  lie:  the 
lie  can  consist  only  in  an  assertion  of  its  existence,  [which  is 
never  for  one  instant  made,  implied,  or  believed,]  or  else  in 
false  statements  of  forms  or  colors  [which  are  indeed  made 
and  believed  to  our  great  loss  continually.]  And  observe 
also,  that  so  degrading  a  thing  is  deception,  in  even  the  ap- 
proach and  appearance  of  it,  that  all  painting  which  even 
reaches  the  mark  of  apparent  realization,  is  degraded  in  so 

"  The  violations  of  truth  which  dishonor  poetry  and  paint- 
ing are  thus,  for  the  most  part,  confined  to  the  treatment  of 
their  subjects  :  but  in  architecture,  another  and  a  less  subtle, 
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more  contemptible  violation  of  troth,  is  possible  ;  a  direct 
falsity  of  assertion  respecting  the  nature  of  material,  &c. ; 
*  *  and  this  is,  in  the  fullest  sense  of  the  word,  wrong  ; 
it  is  as  truly  desenring  of  reprobation  as  any  other  moral 
delinquency ;  it  is  unworthy  alike  of  architects  and  of 
nations  ;  and  it  has  been  a  sign,  wherever  it  has  widely  and 
with  toleration  existed,  of  a  singular  debasement  of  the  arts : 
that  it  is  not  a  sign  of  worse  than  this,  of  a  general  want  of 
severe  probity,  can  be  accounted  for  only  by  our  knowledge 
of  the  strange  separation  which  has  for  some  centuries 
existed  between  the  arts  and  all  other  subjects  of  human 
intellect,  as  matters  of  conscience.  This  withdrawal  of 
conscientiousness  from  among  the  faculties  concerned  with 
art,  while  it  has  destroyed  the  arts  themsdves,  has  also  rendered 
nugatory  the  evidence  which  otherwise  they  might  have 
presented  respecting  the  character  of  the  respective  nations 
among  whom  they  have  been  cultivated  ;  otherwise  it  might 
appear  strange  that  a  nation  so  distinguished  for  its  general 
uprightness  and  faith  as  the  English,  should  admit  in  thdr 
architecture  more  of  pretence,  concealment,  and  deceit,  than 
any  other  of  this  or  past  time." — "  Seven  Lamps  of  ArM- 
teeture;' 11.   ''Truth" 

It  will  be  asked,  perhaps,  "  Must  we  not  turn  the  best  side, 
outwards,  then  1^  Certainly,  this  is  an  important  part  of  the 
courtesy  of  building.  It  is  a  mark  of  respect  due  to  all  who 
see  your  work,  to  turn  them  its  best  side  ;  but  it  is  still  more 
important  to  do  so  honestly, — ^to  proclaim  at  the  same  time 
"  This  is  my  best  side."  Herem  consists  the  whole  difference 
between  the  incrustations  of  mean  materials  with  richer  ones, 
practised  in  times  and  places  of  good  taste,  and  in  those  of 
bad.  The  covering  of  a  poor  or  unsightly  material  with  a 
better,  does  not  necessarily  lead  to  deception,  or  any  thing 
of  the  sort.  Many  churches  in  Italy  are  Bsid  to  be  veneered 
with  marble  ;  that  is,  thin  slabs  of  marble  are  let  in  and 
confined  by  surrounding  bands  of  stone,  as  the  metopes  of  a 
Doric  temple  by  the  triglyphs,  or  as  panels  bj^  confined  in 
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joinery.  There  is  no  deception,  the  whole  shows  plainly 
what  it  is, — a  soond  piece  of  cdhstruction  held  together  not 
by  cement,  but  by  obvions  mechanical  arrangement ;  and  the 
marble  slabs  pretend  to  be  nothing  more  than  slabs, — 
beautiful  natural  objects  placed  there  for  ornament  or  clean- 
liness, and  not  for  deception. 

When  an  external  film  is  of  a  totally  different  nature  from 
the  substance  beneath,  the  form  will  often  inform  us  that  this 
external  substance  cannot  be  that  of  which  the  whole  is  com- 
posed, and  thus  there  will  be  no  deception.  This  is  the  reason 
that  gilding  is  no  deception  when  not  applied  to  metals.  We 
can  no  more  mistake  a'gilded  stone  or  plaster  ornament  for 
one  of  gold,  than  a  stone-colored  metallic  object  for  one  of 
stone,  because  the  peculiar  mechanical  properties  of  a 
malleable  metal  would  prevent  its  ever  being  made  into  the 
same  form  as  stone  or  plaster  (unless  for  deception).  Metals, 
woods,  and  brittle  materials  are  known  from  each  other, 
independently  of  color,  by  the  three  characters  of  form  to 
which  their  respective  properties  lead.  Hence  gilding  can 
never  deceive  eoccept  upon  metals ;  and  upon  these  we  shall 
accordingly  never  find  it  applied  in  times  of  good  ta8te,--«-at 
least,  never  as  a  total  covering. 

In  colored  decoration  on  flat  surfaces,  all  shadowing  (».  «., 
representation  of  the  effect  of  solidity  and  relief^  is  a  direct 
falsehood,  whether  it  deceive  or  not.  But  observe  the  differ- 
ence between  decoration  and  picture,  A  picture  (whether 
with  or  without  background^  is  one  things  an  independent 
whole,  distinct  from  all  surrounding  things,  and  therefore 
requiring  to  be  separated  from  them  by  a  frame  or  border 
f either  painted  of  in  relief  J;  but  whatever  has  no  frame  is  no 
picture;  it  is  decoration,  and  comes  under  a  different  principle 
of  design  altogether,  being  not  a  whole  but  a  part.  Now, 
decoration  is  of  two  kinds,  consisting  either  of  forms  in  re- 
lief, or  of  colors  on  the  flat ;  but  the  latter  is  given  up,  and 
loses  its  separate  existence  if  it  attempt  to  ape  the  former  ; 
we  have  no  longer  two  kinds  of  decoration,  but  only  one, 

15 
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viz.  canring  and  sham-earring.  Bat  yon  say,  the  flowers  are 
sgly  without  shading,  and  ^at  if  they  are  imitated  at  all, 
why  may  not  their  shades  be  imitated  ?  Here  we  come  to 
the  root  of  the  whole  fallacy.  Ym  have  no  business  wUh 
imitated  flotoers,  in  the  volgar  acceptation  of  imitated,  L  e., 
copied  ones.  Their  place  is  in  picture,  not  decoration.  No 
natural  flower  is  fit  or  beautiful  in  decoration  ;  if  it  were,  it 
would  not  be  fit  or  beautiful  in  hature.  The  notion,  at 
present  very  conmion,  that  natural  (i,  e.,  particular^  flowers 
should  be  imitated  in  decoration,  is  most  false  and  wmaturai. 
No  one  thing  in  nature  is  natural  enough  for  decoratiTe  use. 
This  art,  like  architecture,  must  generalize, — ^must  copy  not 
a  natural  form,  but  a  natural  idea.  Its  flowers  are  as  false, 
when  copied  from  single  natural  models,  as  columns  would  be 
if  copied  from  a  single  natural  limb.  In  the  whole  of  the 
works  of  those  who  used  the  mast  ornament,  and  (hj  universal 
consent^  the  best,  viz.,  the  Greeks,  Romans,  Oothicists,  and 
Arabs,  we  may  challenge  the  production  of  one  example 
^except  in  times  of  acknowledged  debasement j  of  what  are 
called  natural  flowers,  that  is,  sham  floweft. 

If  you  say  shadowings  produce  boldness  and  (U  properly 
treated^  breadth  of  efifect,  so  do  masses  of  dark  colors,  with- 
out deception,  equally  well ;  for  proof  of  which,  you  are  re- 
ferred to  al;.  the  designs  of  the  above  schools,  without  ex- 
ception. Decorative  designers  seem  to  produce  hw  forms 
not  drawn  from  those  exhaustless  sources  :  it  is  to  be  wisheil 
they  would  copy  some  of  their  principles. 

Much  stir  has  been  made,  of  late,  about  our  inferiority,  in 
all  matter  of  taste,*  to  neighboring  nations,  who,  however,  are 
rapidly  descending  to  our  level ;  but  this  stir  is  utterly  vain 
among  a  people  with  whom  art  means  deceit.  Until  we  can 
be  taught  that  nothing  is  beautiful  which  is  not  trub,  we 
shall  find  taste  a  jewel  beyond  the  reach  of  all  the  nation's 
wealth  to  buy,  and  of  all  her  power  to  win. 

Sometimes  the  truth  of  particular  numbers  must  be 
sacrificed  to  that  of  the  whole,  as  in  Gothic  architecture  of 
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the  purest  kind  ;  in  which  the  smallest  coverings  or  heads  to 
openings,  thongh  not  constructed  on  the  arch  principle,  are 
nevertheless  made  to  resemble  arches,  in  order  to  carry  oat 
the  chief  general  truth  of  that  style,  which  is  arciMtion,  or  the 
exclusive  use  of  this  mode  of  covering  openings  and  spaces. 

Constructive  Truth  and  Constructive  TJNrrr  are  the  two 
most  important  principles  to  be  borne  in  mmd,  in  tracing  the 
history  of  architecture,  and  are  indispensable  in  any  attempt 
to  rival,  or  even  understand,  the  productions  of  the  two 
standard  or  perfected  systems  which  the  world  has  hitherto 
seen, — ^the  Qreek,  and  that  commonly  called  the  Gothic. 

Constructive  Truth  requires  that  a  building  shall  never 
appear  to  be  constructed  on  different  statical  principles  from 
those  really  employed  in  its  construction,  llie  whole  of  modem 
Gothic  architecture  is  a  constructive  falsehood,  because  it  will 
presently  be  shown  that  all  the  peculiarities  of  this  style 
grew  from  the  practice  of  constructing,  within  buOdings,  a 
vaulted  ceiling  of  stone,  and  were  solely  adapted  to  a  build- 
ing with  such  a  ceiling.  Consequently,  when  applied  to  a 
building  not  so  ceUed,  the  style  must  either  be  made  useless 
and  meaningless,  by  copying  only  its  forms  without  a  motive; 
or  else,  if  correctly  copied  (i.  e.,  preserving  the  apparent 
motive,  either  externally  or  internally,  or  both  j^  it  must  then 
appear  ("either  externally  or  internally,  or  both^  to  have 
a  vaulted  ceiling,  which  it  has  not  ;  and,  in  either  case,  the 
whole  must  be  a  lie  from  the  foundation  to  the  finials. 

Constructive  Unity  is  a  principle  no  less  important  than 
any  other  unity,  and  bears  an  especial  analogy  to,  unity  of 
styUf  being  in  fact  the  same  thing  in  construction  as  the  lat- 
ter in  decoration.  I  assume  that  no  one  disputes  the  neces- 
sity of  an  uniform  style  of  ornament  throughout  the  same 
building.  Now,  construction  is  a  more  important  thing  than 
ornament,  and  has  more  relation  to  the  higher  exceUencea 
of  the  art.  Architectural  beauty  is  not  mere  beauty  of 
form,  mere  eumorphy;  if  it  were  so,  a  beautiful  form  would 
be  beautiful  wherever  exhibited,  in  a  pepper-box  or  a  tower, 
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a  baluster  or  a  column.  In  all  the  more  important  featores 
[indeed  all  bat  the  merest  ornaments,]  the  beauty  of  abstract 
form  is  to  be  sacrificed  to  that  of  statical  fitness;  bat  in  or- 
der that  this  may  be  seen  or  appreciated,  it  is  necessary  that 
the  various  pressures  be  perceived,  or  a  part  of  them,  to 
which  part  the  members  may  be  seen  to  be  fitted.  Conse- 
quently, if  it  be  necessary  that  the  treatment  of  geometrical 
forms  be  consistent  throughout,  it  is  far  more  necessary  that 
the  treatment  of  these  pressure^  or  of  the  displayed  portions 
of  them,  be  consistent  throughout. 

Now,  there  are  three  distinct  modes  of  treating  the  pres- 
sures of  a  building  ;  or,  in  other  words,  three  styles  of  am- 
strudion.  They  are  all  mixed  indiscriminately  in  every  mod- 
em building;  but  it  is  the  peculiar  merit  of  the  two  hitherto 
perfected  architectural  systems,  the  Greek  and  the  Gothic, 
that  in  the  pure  examples  of  each,  only  oTie  of  these  modes 
of  construction  was  seen.  This  is  what  distinguishes  those 
two  styles  from  all  others,  and  the  pure  period  of  each  from 
preceding  and  following  periods, — constructive  rniity. 

Perhaps  I  should  rather  call  it  unity  of  statiad design;  for 
the  actual  construction  has  never,  except  in  Egypt,  been  ab- 
solutely pure  throughout :  but  a  portion  of  the  construction 
is  unavoidably  hidden  in  every  artificial  structure,  as  it  is 
even  in  every  natural  one. 

The  three  fftyles  of  statical  design  were  well  pointed  out 
in  the  very  useful  work  of  the  late  A.  Bartholomew.*  They 
depend  on  the  three  modes  of  apply*' ag  force  to  solids,  by 
cross-strain^  by  compression,  by  temsum  These  are,  of  course, 
familiar  to  the  reader  who  has  looked  into  the  rudiments  of 
constructive  science,  to  be  found  in  several  of  the  volumes 
of  this  series. 

The  first  and  simplest  mode  of  construction,  that  employ- 
ed by  all  barbarous  and  infant  nations,  is  the  only  one  which 
subjects  materials  to  cross-strain,  the  most  wasteful  mode  of 
employing  their  strength.    The  method,  however,  may  per* 

•  «  SpecifleatloiiB  for  Praettcal  Architeetore,"  fte. 
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hape  be  described  in  the  most  general  terms  as  that  of  verti' 
cai  pressure^  because  all  the  p^ressnres  thronghont  the  bnild* 
ing  are  wholly  in  their  natural  direction,  vertically  down* 
wards;  and  for  this  purpose  all  the  continuous  joints,  or 
beds,  throughout  the  structure  are  made  harizonialy  and  all 
the  interrupted  joints  vertical,  AJl  openings  are  covered 
without  any  deviation  from  this  rule,  by  laying  a  beam,  lin- 
tel, or  architrave  across  from  pillar  to  pillar,  resting  on  the 
flat  tops  of  both;  and  all  ceilings,  whether  in  stone  or  wood, 
are  formed  by  an  extension  of  the  same  method:  fhe  roof 
framing,  being  concealed  both  from  the  exterior  and  interior, 
forms  no  part  of  the  design,  and  by  the  Greeks  it  was  prob- 
ably constructed  on  the  third  method — that  of  tension. 

During  the  prevalence  of  this  first  constructive  style  in 
its  purity,  every  oblique  pressure  was  excluded,  as  contrary  to 
the  principles  of  sound  architecture.  The  introduction  into 
architecture,  however,  by  the  Etruscans  and  Romans,  of  the 
new  constructions  called  the  dome,  a/rcA,  and  vault,  all  de- 
pending on  oblique  pressure,  gradually  destroyed  the  consis- 
tency of  this  first  architectural  system,  the  forms  of  which, 
owing  to  the  intrinsic  beauty  imparted  to  them  by  the  Greek 
genius,  were  not  readily  abandoned,  but  continued  to  linger 
on,  though  more  and  more  debased  in  geometric  beauty,  and 
forming  harsher  and  harsher  incongruities  with  the  new  con- 
structions, till,  in  the  eleventh  and  twelfth  centuries,  the 
great  extent  of  church  building,  and  the  desire  to  render 
these  structures  fire-proof,  led  to  the  extension  of  the  arch 
principle  to  the  covering  of  all  openings,  and  the  ceiling  of 
ALL  areas,  and  frx)m  that  moment  architecture  took  a  new 
turn.  From  the  invention  of  the  arch  till  the  rejection  of  the 
beam  (a  period  of  about  fifteen  centuries,)  every  change  had 
been  for  the  worse;  the  whole  history  of  the  art  was  debase- 
mentf  from  the  progressive  loss  of  constructive  consistency. 
7%e  beam  was  rejected,  (at  least  in  north-western  Europe,) 
and  immediately  all  was  purification  and  rapid  return  to 
unity. 
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The  fonns  derived  from  Greece,  bat  by  this  time  so  de- 
crepit as  to  retun  little  Yestig;e  of  their  original  beanty,  were 
now  gradoallj  abandoned,  and  everjrthing  old  (except  first 
principles)  sacrificed  \o  the  new  idea;  and  so  rapid  was  the 
progress,  that  by  the  year  1250  in  Germany,  and  by  1800 
in  England,  the  nnity  ff  the  new  system  was  estaUlahed  : 
and  now  let  ns  see  in  what  consisted  this  unity. 

The  second  system  of  statical  design  consisted  in  the  com- 
plete avoidance  of  crasf^traim,  and  in  the  snbjecting  of  the 
materials  throughout  the  whole  of  the  visible  construction  to 
forces  of  compression  alone.  It  may  therefore  perhaps  behest 
termed  the  Compressik  System.  Jn  order  to  effect  this,  the 
pressures  can  no  longer  be  every  where  vertical;  and  as  it  is 
a  most  important  point  in  construction  that  the  continuous 
joints,  or  beds,  should  be  as  nearly  as  possible  perpendicular 
to  the  pressures  acting  on  them,  these  joints  are  no  longer 
universally  horizontal,  but  inclined  in  various  directions,  and 
should  have  been  so  to  a  greater  extent  than  the  GothidsU 
practised.  Indeed,  there  would  be  much  room  for  the  im- 
provement of  that  system  by  the  introduction  both  of  mod- 
em science  and  of  a  larger  portion  of  Greek  taste  (of  which 
it  nevertheless  retained  a  good  deal  in  its  best  productions.)* 
But  imperfectly  as  the  Gothic  aim  was  carried  out  in  con- 
slaruction,  and  often  also  in  decoration,  it  was  completely  ac- 
complished in  statical  design,  i.  e.,  throughout  the  visible  con- 
struction there  was  no  portion  of  matter  subjected,  as  far  as 
the  eye  could  judge,  to  any  other  force  than  simple  compres- 
sion. When  this  is  the  case  [and  not  otherwise]  a  building 
may  be  termed  completely  Gothic;  being  complete  in  its 
statical  design.  The  geometrical  design  is  another  point 
quite  independent  of  this,  and  is  reducible  mainly  to  the  cor- 
rect positing  and  subordination  of  the -five  classes  of  forms 
mentioned  in  our  last  chapter;  a  principle  equally  necessary  in 
every  style.     A  building  may  be  perfect  in  its  statical  design, 

*  Of  coarse  I  do  not  mean  Greek />rfiM,  the  emancipation  from  which  had  beta 
an  eiMntial  part  of  the  formation  of  the  new  sjatem. 
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while  it  is  extremely  faulty  in  the  geometrical,  as  was  the 
case  with  nearly  all  the  bnildings  of  Egypt. 

The  Gothicists,  like  the  Greeks,  employed  a  tensile  con- 
straction  in  the  roof  framing,  that  being  in  both  systems  in- 
visible either  from  the  exterior  or  interior.  Nor  was  this 
concealment  any  defect;  for,  as  Rnskin  has  observed,  "the 
architect  is  not  hovmd  to  exhibit  constrnction:''  still  less  can 
he  be  bonnd  to  exhibit  the  whak  of  it,  to  do  what  natore  has 
never  done.  He  may  conceal  as  much  as  he  likes,  bat  may 
not  disgwise  any.  None  need  appear,  bat  that  which  does 
appear  mast  be  true. 

After  its  calmination,  the  Gothic  system  gradnally  de- 
clined, from  the  progress  of  a  variety  of  falsehoods,  of  which 
some  were  ^neral  to  the  whole  of  the  coantries  in  which  it 
floarished;  others  confined  to  France  or  Germany,  or  Eng- 
land, or  the  Netherlands.  It  is  not  the  place  to  enomerate 
them  here,  bat  to  observe  that  one  of  the  chief  causes,  eqse- 
fially  in  England,  was  the  saperseding  of  stone  by  timber  in  . 
many  parts,  particularly  ceilings,  and  the  consequent  exten- 
sion of  the  style  of  construction  best  adapted  to  this  mate- 
rial, which  is  the  third  style  already  twice  alluded  to,  viz., 
the  tennle. 

In  the  compressile  system,  all  apertures  and  spaces  were 
covered  on  the  arch  principle,  and  the  oblique  pressures  thus 
occasioned  were  transmitted  down  to  the  ground  by  masses 
of  material  called  buttresses  or  abutments.  But  this  is  not  the 
most  economical  mode  of  treating  the  said  pressures  when 
we  have  materials  of  great  length  and  strong  in  tension^  as 
timber  and  iron.  The  more  obvious  and  less  wasteful  mode 
is  tying  the  two  feet  of  the  arch  together  by  a  bar  of  one  of 
these  materials,  thereby  counteracting  the  horizontal  portion 
of  the  oblique  pressures,  and  leaving  only  their  vertical  por- 
tion to  press  on  the  two  supports,  as  the  original  beam  or 
lintel  of  the  first  style  did,  and  render  all  buttressing  from 
without  unnecessary.  Instead  of  the  arch,  an  arrangement 
of  two  or  more  bars  or  timbers  may  be  substituted,  and  thus 
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arise  the  yarions  kinds  of  truss,  whose  perfection  consists  io 
haying  no  part  sabjected  to  cross-strain,  bnteyeiy  part  either 
to  direct  compression  or  direct  tension. 

This  third  constractiye  system  combines,  in  a  certain  de- 
gree, the  adyantages,  and  ayoids  the  defects,  of  both  the 
others:  for  all  its  adive  pressures  are  yertical,  as  in  the/rj^ 
style;  and  yet  it  ayoids  all  cross-strain,  like  the  second.  It 
sayes  all  the  waste  of  material  [not  condnciye  to  strength] 
in  the  HrUels  of  the  former  style,  and,  also,  ail  the  material 
of  the  biUtresses  in  the  latter. 

But,  though  there  are  three  styles  of  construction,  there 
have  been  only  two  systems  of  architecture, — only  two  styles 
poaaeasing  constructive  imUy — ^the  Greek  and  the  Gothic.  The 
third  constrnctiye  principle  has  yet  to  be  elaborated  into  a 
system.  The  two  systems  are  past  and  dead;  we  may  admiro 
the  fading  yestiges  of  their  loveliness,  but  can  never  revive 
them.    The  third  is  the  destined  architecture  of  the  future. 


CHAPTER  V. 


Applieation  of  the  Foregoing  Principles  to  Trabeated  or  Beamed 
Building  by  the  Qrecian  Architects. 

Though  the  first  style  of  construction  was  the  most  un- 
scientific and  wasteful,  both  of  material  and  of  space,  yet  did 
it  produce  the  most  durable  buildings,  and  also  the  most 
grand  and  noble  artistic  effects.  The  durability  arose  partly 
from  the  great  masses  employed,  because  it  required  long 
and  strong  lintels  to  span  the  openings,  and  allow  those 
openings  to  be  as  wide  as  possible;  and  thus  a  correspondent 
size  and  massiveness  of  stones  was  needed  throughout.  It 
also  arose  from  the  absence  of  oblique  pressures,  whereby 
every  stone  became  independent  of  those  above  or  beside  it 
for  support,  so  that  no  dilapidation  of  the  upper  parts  could 
[as  in  arched  buildings]  endanger  any  thing  beneath.  To 
these  reasons  may  be  added  the  exact  perpendicularity  of 
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every  pressure  to  the  bed  [or  horizontal  joint]  receiving  it, — 
an  excellence  that  can  never  be  perfectly  attained  in  the  in- 
clined beds  of  arched  buildings,  however  exact  may  be  the 
calculations  of  the  engineer;  and,  indeed,  is  never  attempt- 
ed. Lastly,  the  ambitious  nations  who  best  practised  this 
mode  of  building,  gave  it  a  great  excess  of  solidity,  calcula- 
ted to  withstand  even  earthquakes,  and  not  without  success. 

The  unrivalled  grandeur  and  majesty  attainable  by  the 
same  style  of  construction,  when  properly  treated,  arose 
partly  from  this  same  excess  of  solidity;  partly  from  the 
bold  projections  rendered  possible  by  the  largeness  of  the 
stones;  partly  from  the  sublime  repose  of  a  structure  whose 
pressures  are  idL  vertical,  no  side-thrusting,  no  action;  but 
ekUfi/if  from  the  redangulariiy  of  the  openings  or  principal 
divisions,  rendering  possible  thcf  most  perfect  subordination 
of  the  other  classes  of  form,  or  the  omission  (or  reduction  to 
any  extent  j  of  the  lighter  classes,  and  the  use  of  the  grave 
classes  in  minor  details. 

In  the  practice  of  this  system  by  the  Egyptains,  there  was 
perfect  constructive  unity,  not  only  in  the  visible^  but  in  the 
whole  construction;  all  of  which  indeed  was  seen,  for  (the 
almost  rainless  climate  rendering  pent-roofs  unnecessary^  the 
only  covering  was  a  flat  stone  ceiling.  But  this  absence  of 
hidden  construction  was  no  merit  (^being,  in  fact,  unnatural^, 
and  whatever  other  merits  the  Egyptian  works  had  were 
counteracted  by  two  grievous  faults, — inattention  to  the  sub- 
ordination of  the  five  classes  of  forms,  and  complexity,  or 
utter  absence  of  vmty  in  the  general  design,  even  of  temples, 
the  fabrics,  of  all  others,  requiring  the  most  of  that  unity. 

The  unity  of  statical  design,  then,  in  the  Greek  structures, 
was  nothing  new  or  peculiar  to  them.  Their  excellence  con- 
sisted in  the  addition  to  this  of  the  two  principles  above 
mentioned;  and  of  these  we  will  consider,  first,  the  unity  of 
general  design. 

The  feeling  which  led  to  the  use  of  the  gravest  class  of 
form,  in  all  principal  arrangements,  having  decided  the  gene- 
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ral  plan  to  be  rectangular,  it  might  at  first  be  thought  thsi 
a  square  would  embody  the  most  perfect  idea  of  nnity;  and 
there  are  not  wanting  examples  of  this  plan  in  the  nave  of 
temples  without  peristyles,  as  in  the  great  temple  of  Geres, 
at  Eleusis,  and  the  very  small  Ionic  one  existing  in  Stnarf  s 
time,  on  the  Ilyssns,  the  cell  of  which  was  a  perfect  cube.* 
But  when  that  beautiful  and  sublime  change  was  made,  of 
carrying  the  colonnade  entirely  round,  making  all  the  sides 
alike  in  character,  all  equally  ornate,  all  equally  impossible 
to  appear  flat  and  blockish,  even  at  the  distance  of  miles, — 
then  the  squareness  of  general  plan  was  invariably  given  up 
for  an  oblong  at  least  twice  as  long  as  its  breadth,  generally 
somewhat  more.    What  was  the  reason  for  this  ?    A  square 
peripteral  building  would  have  led  to  a  doubt,  on  ^proach- 
ing  it,  which  of  the  two  visible  sides  was  the  entrance  front 
Unless  both  were  alike,  the  fourfold  symmetry  would  bi 
sacrificed;  but  if  both  were  alike,  both  must  be  entrances,  oi 
appear  to  be  so  (as  in  the  graceful  work  of  Palladio,  above 
mentioned^.    Now  the  appearance  of  only  <mt  entrance,  and 
the  instant  discovery  thereof,  was  evidently  a  most  important 
part  in  that  unmatched  expression  of  unity  at  which  the 
Greeks  aimed,  and  alone,  of  all  the  nations  in  the  world, 
attained.    Though  there  were  often  two  entrances,  being 
placed  at  each  end,  only  one  was  visible  in  any  possible  view 
of  the  building.    But  this  was  not  enough  ;  the  distinct 
statement  that  there  was  no  entrance  in  the  side,  required 
that  (when  it  had  a  colonnade)  there  should  be  a  column  in 
its  centre,  consequently  an  odd  number  of  them  ;  while  the 
entrance  front  required  an  opening  in  the  centre,  and  there- 
fore an  even  number  of  columns.    Now,  if  the  difference  had 
been  made  small,  (eight  columns  in  front,  and  mne  in  flank, 
for  instance,)  the  whole,  if  not  square,  would  have  appeared 
as  though  intended  to  be  square  ;  and  if  really  square,  the 

•  Symbolic  of  perfection,  as  we  nee  by  Scriptaral  tezti,— Kiagi  tI.  20;  Ber.  xd 
10.  In  aU  the  meaanrementi  of  tly  temple  no  oabe  oeenn  bat  that  of  the  *'BM«t 
MjrphMie." 
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closer  placiug  of  the  colamns  on  one  side  than  the  other, 
would  have  destroyed  all  the  perfection  and  symmetry  of 
that  form  ;  and,  in  either  case,  the  idea  conveyed  would  be 
that  of  a  blundering  attempt  at  squareness.  Abandoning 
this  form,  therefore,  the  architects  adopted  as  their  funda- 
mental form  the  next  most  perfect  ("or  regular)  rectangle., 
viz.,  a  double  square. 

That  every  temple  ^except  that  piece  of  barbaric  pomp  at 
Palmyra^  should  present  its  narrower  face  as  the  front,  is 
referred  by  Papworth*  to  the  avoiding  all  approach  to  show^ 
or  displaying  itself  to  the  best  advantage, — a  very  noble 
idea,  and  one  which  doubtless  operated  both  with  the  Greeks 
and  their  nearest  followers,  the  Qothicists.  But  it  may  be 
observed,  that  there  is  a  less  refined  reason,  which  has  led 
all  nations  (probably,  without  exception,)  to  make  the  axis 
of  symmetry  in  their  temples  longUudinal,  and  in  their  palaces 
tra/Mverse;  the  temple  being  always  entered  from  its  end,  and 
the  palace  from  its  side.  The  latter  being  divided  into  many 
apartments  requires  the  entrance  in  that  place  which  will 
most  readily  communicate  with  them  all,  t.  e,  as  near  the 
centre  as  possible;  but  the  temple  being  a  single  room  will 
have  the  best  effect  when  the  eye  on  entering  can  embrace 
the  largest  portion  of  it  at  once,  for  it  is  impossible  ever  to 
see  the  whole  interior  even  from  a  comer,  because  the  eye 
cannot  receive  distinct  impressions  over  a  circle  of  the  retina 
more  than  45^,  or  at  the  utmost  60^,  in  diameter.  Now  by 
taking  .two  lines  fixed  at  this  angle,  a  folding  rule,  for 
instance,  and  laying  it  on  the  plan  of  any  room,  you  will 
find,  by  moving  it  about,  that  position  in  which  they  include 
the  greatest  portion  of  the  area;  and  it  will  be  found  that 
the  more  an  oblong  room  deviates  from  the  square,  the  more 
of  it  can  you  thus  see  at  once;  and  that,  when  the  room  is 
a  double  square,  or  longer,  the  best  position  for  the  point  of 
view  is  the  centre  of  an  end;  and  the  worst  is  the  centre  of 

*  Tn  the  excellent  Buaj  on  Orecbm  Arehlteotnre,  pireflzed  to  hl«  edition  of  9i 
W.  Ouunben,  to  which  I  owe  much  utiataace  in  thia  iaqvliy 
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a  side,  fin  which  place  the  great  temple  at  Palmyra  is  en 
teredj  The.general  use  of  the  former  place,  therefore,  ir 
ancient  (as  well  as  Gothic^  temples,  is  a  sacrifice  of  external 
show  to  internal  effect. 

It  may  here  be  remarked,  that  the  nave  of  the  Greek 
temples  was  not  that  gloomy,  naked  cell  that  some  imagine; 
neither  was  it  confined  to  the  priests,  bnt  open  to  all.  To 
Fergnsson  is  dne  the  merit  of  first  elucidating  how  it  was 
roofed  and  lighted.  His  theory  bears  internal  evidence  of  its 
truth,  being  the  most  perfect  mode  of  lighting  ever  employed, 
viz.,  by  what  we  call  in  England  a  clerestory,  but  without  any 
other  windows  bdow.  There  is  an  example  of  it  at  St.  Gene- 
vieve, Paris.  The  Greek  clerestory  did  not  rise  above,  or 
in  any  way  break,  the  simple  out-planes  of  the  roof,  while  it 
varied  their  otherwise  too  monotonous  surface.  The  notion 
that  most  Greek  temples  were  open  courts,  or  (to  use  this 
writer's  words)  a  "a  sham  temple,"  "a  colonnade  and  dead. 
waU  surrounding  nothing,"  is  beneath  notice. 

But  with  all  the  precautions  for  external  utility,  it  woold 
still  have  been  imperfect  but  for  the  one  crowning,  all-includ- 
ing feature — the  roof,  with  its  one  ridge  and  one  pediment 
(onlj  one  being  possibly  visible  at  once.)  On  this  point, 
Pap  worth  observes, — "Towards  obtaining  this  unity  of 
effect  and  character,  the  combining  quality  of  the  roof  is 
obviously  necessary  in  the  Greek  temple;  it  combines  in  one 
span  the  cell,  the  portico,  and  the  peristyle,  without  which 
they  would  be  viewed  as  parts  merely,  and  to  which  the  steps, 
or  base  supporting  the  whole,  greatly  contribute. 

"  To  complete  this  unity  of  effect,  only  one  approach  was 
obvious  under  any  view  of  the  building;  indeed,  so  carefully 
was  this  principle  attended  to,  that  on  the  flanks  of  the  edifice 
the  spaces  were  arranged  in  even  numbers,  so  that  a  column 
was  placed  in  the  middle  of  its  length,  and  not  an  inter- 
columniation,  while  the  actual  approach  was  always  decidedly 
indicated  by  a  central  opening  in  the  portico,  and  by  the 
centre-marking  character  of  the  pediment." 
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The  base  above  allnded  to  was  always  (in  the  pnre  Greek 
or  Doric  stylej  equal  in  height  to  about  a  diameter  of  the 
columns,  and  the  architrave  was  the  same  :  otherwise  these 
two  principal  parts  would  have  seemed  inadequate  to  bear 
the  pressure  of  those  columns,  concentrated  on  distinct 
points  of  their  length.  The  base  was,  moreover,  for  con- 
venience subdivided  into  three  equal  steps  and  no  more  ;  for, 
had  the  step9  been  much  lower  than  a  third  of  a  diameter, 
they  woaid  have  seemed  thin,  paper-like  layers,  quite  out  of 
place  below  those  weighty  masses.  Neither  could  a  Grecian 
eye  have  toleratpd  the  breaking  of  thBse  continuous  lines  by 
the  introduction  of  smaller  steps  or  mounting-blocks  opposite 
the  entrance  or  elsewhere.  They  preferred  the  inconvenience 
of  ascending  steps,  15,  20,  and  even  25  inches  high  ;  and 
unless  we  can  submit  to  this  inconvenience,  all  attempt  to 
copy  a  Grecian  portico  will  be  an  absurb  caricature. 

In  all  great  and  complete  buildings,  of  whatever  style,  the 
basement,  even  to  a  considerable  height,  consists  wholly  of 
horizontal  lines,  running  without  any  interruption,  rise  or  fall, 
round  the  entire  structure.  Salisbury  and  Milan  cathedrals 
are  the  grand  examples,  but  it  is  seen  in  all  smaller  Gothic 
works  if  pure,  and  completed  on  one  design.  The  peculiarity, 
therefore,  of  the  Greek  basement  was  not  the  unbroken 
horizontality  of  its  lines,  but  their  unbroken  ]^am — straight 
from  comer  to  corner. 

Tn  the  Grecian  design,  up  to  the  roof,  we  fin^  all  principal 
members  and  lines  horizontal,  and  all  secondary  ones  vertical 
— a  consequence  of  constructive  truth  ;  the  vertical-pressure 
construction  requiring  all  continuous  joints  to  be  horizontal, 
and  all  discontinuous  ones  vertical. 

This  thith  also  required  the  continuation  of  the  cornice 
horizontaUy  across  the  ends,  fthough  not  there  necessary  to 
throw  off  the  w*et,J  because  the  two  inclined  cornices  above 
would  have  given  the  expression  of  oblique  pressure,  unless 
tied  together  into  one  triangle  by  this  feature.  By  this 
means  the  construction  of  the  roof,  though  not  possible  to 
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be  displayed,  was  trtdf  indicated  extemaUj.  MoreoTer,  a 
sapport  was  afforded  for  the  glorious  omaments  in  the  pedi- 
ments, which  gaye  life  to  the  whole. 

In  descending  from  the  general  design  to  that  of  the  parts, 
we  find  every  where  (in  the  Doric  order)  the  principle  of 
contrast  carried  to  the  utmost  extreme  ;  the  opposite  one  of 
gradation  being  as  nearly  as  possible  excluded.  I  am  con- 
Tinced  that  if  we  really  understood  this  principle  of  contrast, 
and  determined  to  embody  it  alone  without  comprSmise,  in 
a  vertical-pressure  building,  we  should  be  led  to  the  complete 
Doric  order,  though  we  bad  never  seen  it.    • 

To  begin  with  the  most  indispensable  feature  of  Greek 
buildings,  the  corwot^  (for  columns  and  architraves  were  not 
of  universal  use,)  we  must  observe  that  in  all  countries  where 
.  it  rains  at  all  (even  in  Egypt)  this  feature  springs  out  of  an 
absolute  constructive  necessity :  for  it  is  impossible  com- 
pletely and  durably  to  exclude  wet  at  the  junction  of  the 
roof  and  walls,  but  by  making  the  roof  plane  advance  be- 
yond and  cover  this  junction.  (Fig.  a.)  It  is  obvious  to  a 
child  that  this  must  effect  the  object  at  once.  But  as  in 
China  it  is  necessary  that  women  should  not  walk,  and  in 
Japan  that  teeth  should  be  black,  so  it  is  necessary  in 
England  that  this  natural  arrangement  of  roof  and  wall 
should  be  reversed,  that  the  roof  should  be  rather  less  than 
sufficient  to  cover  the  building,  and  the  wall  raised  to  con- 
ceal the  junction.  Of  course,  this  requires  a  great  waste  of 
expense  in  misconstruction,  or  rather  patching,  to  keep  out 
the  wet  from  season  to  season  ;  but  on  this,  trades  are  said 
to  depend  ;  and,  of  course,  the  original  falsehood  has  to  be 
concealed,  disguised,  and  palliated  by  lie  upon  lie.  (Fig.  b.) 


The  tissue  of  errors  to  which  we  are  thus  led  will  appear 
more  clearly  by  the  following  comparison. 
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AtncMim  of  the  roo/ttnd  «mB  in  on 
XnQlUhbwttdinff. 

P,  The  waU-pUto.    T,   The  tlebeam. 

R.  A  principal  rafter. 

ty  One  of  the  minor  rafters  not  ti«d 
by  the  feet  but  thrusting  out- 
wards, and  haring  to  be  supported 
by  the  pole-plate  and  a  purlin  (not 
seen)  which,  concentrating  the 
whole  weight  on  one  point  of  the 
principal  rafter  R,  ctOls  for  nn- 
necessary  strength  therein.  Above 
r  is  seen  a  Jintrth  set  of  supports, 
the  ^gt  of  which  four  sets  would 
have  sufficed  if  properly  dlsti:!- 
buted,  since  it  supports  aU  the 
others  besides  the  covering. 

St,  The  slates  or  tiles  made  so  short  as 
by  their  overlapping  to  become 
much  loss  inclined  than  the  general 
plane  of  the  roof,  and  thus  call  for 
unnecessary  height  therein. 

C,  The  parapet  or  roof-hider,  built 
chiefly  on  roting  wood 

O,  The  lead  gutter,  capable  of  over- 
flowing or  leaking  onlv  wWUn  the 
building,  and  immediiitely  over 
the  chief  timbers. 

W,  The  whole  weight  of  the  roof  con- 
centrated on  a  point  &r  toUMn  the 
walls,  deflecting  the  tie-beam  and 
thereby  thrusting  the  wall  out- 
ward. 


Jtmetion  qf  ths  roof  and  toaU  f»  a 
Greek  IndUUng, 

A,  The  architrsTe,  or  last  widl-eoorM 

but  two. 

B,  The  fHeze. 

C,  The  cornice  or  salient  course. 

P,  The  wall-plate.  T,  The  tie-beam. 
R,  A  principal  rafter. 

rr^  Minor  horisontal  rafters  or  pnrlina, 
numerous  enough  to  distribute 
their  weight  equally  throughout 
the  length  of  the  principal  rafter 
R,  and  immediately  receiving  the 
covering. 

Ut  The  tiles,  or  marble  slates,  in  either 
caee  made  long  enough  to  have 
nearly  as  much  inclination  as  the 
rafter  R. 

E,  The  epitithedas  (oversetting)  or 
stone  gutter,  enmrely  teWtcvt  the 
building,  and  the  inner  brim  of 
which,  being  higher  than  the 
outer,  prevented  the  po»HbUUy 
of  an  overflow  wetting  the  timbers. 

W,  The  weight  of  the  roof  acting  on 
the  exact  centre  of  the  wall's 
thickness,  eteadyin{j  and  not 
IhrueUng  it,and  not  deflecting  the 
tie-beam. 


But  the  intense  ugliness  of  buildings  without  apparent 
covers,  or  with  covers  just  too  small,  and  sliping  down 
within,*  of  course  leads  to  the  necessity  of  a  sham  cornice, 

*  The  parupei  fashion  is  derived  ftt>m  the  Gothic  system,  in  which  this  feature 
was  neither  a  deception,  nor  did  it  lead  to  faulty  construction  ;  for  the  walb  of 
churches  thus  finished  were  at  least  Ueo  fset  thick,  allowing  room  for  a  gutter  in 
the  centre,  between  two  little  walls,  of  which  the  outer  constitutes  the  parapet, 
and  the  inner  (often  nearly  or  quite  as  high)  receives  the  foot  of  the  roofing  ;  aii 
fke  iMbere  of  which  are  thus  raised  above  the  level  of  Ihe  gutter  and  its  outlets, 
and  thus  perfectly  safe  from  wet.  Dr.  Moller  first  noticed  this  excellent  contrivance 
in  the  minster  of  Freyburg  ;  it  is  the  same  at  Winchester  and  other  English  build- 
ings. But  if  we  want  to  adopt  the  principles  on  the  thin  walls  of  modem  shells, 
of  eonrto  we  have  no  means  but  by  overhanging  outwardly  like  the  Grecian 
eomiet 
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a  huge  construction  of  lath  (or  other  pendent  contrivanoesj 
and  plaster,  the  burden  of  which,  pulling  on  the  thin  outer 
screens,  is  supposed  further  beneficial  to  trade.  This  piec© 
of  scenery  is  sometimes  continued  all  round,  but  generallj 
confined  to  a  side  or  two,  and  returns  round  the  angle  a  few 
inches,  in  order  to  give  the  spectator  the  double  pleasure  of 
being  deceived  when  so  placed  as  to  see  only  one  side,  and 
undeceived  when  he  turns  the  corner. 


THE   FBIEZE    OR   NECKING  TRACED   FROM 


Below  the  cornice  of  the  Greek  building  we  always  find 
a  band  called  the  frieze ;  and  below  the  projections  which 
crown  the  columns,  the  antse,  and  every  other  principal  mem- 
ber, we  recognifee  the  same  peculiarity;  each  has  its  frieze  or 
necking,  the  division  between  it  and  the  mass  below  being 
differently  marked  in  each  case,  but  always  by  a  line  of 
shadow.  In  the  general  necking  of  the  building  (at  least  of 
a  temple)  this  line  of  shadow  is  cast  by  the  projecting  fillet 
called  the  tama;  in  afUa^  and  the  basements  of  some  tombs, 
it  arises  from  a  general  overhaTiging  of  the  frieze  before  the 
plane  below  ;  and  in  colunvnSj  and  the  basement  of  Lysicra- 
tes'  monument,  it  is  formed  by  a  groove,  the  direct  reverse 
of  the  first  method,  but  agreeing  with  it  in  the  production 
of  a  line  of  shadow.  This  peculiar  echo  of  the  main  shadow, 
by  a  smaller  one  beneath  it,  seems  to  have  been  first  faintly 
developed  in  Egypt,  seized  upon  and  (like  every  thing  they 
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toached)  perfected  by  the  Greeks,  and  to  have  descended  by 
tradition  for  3000  years,  through  all  the  yicis^itndes  of 
Roman,  Romanesque,  Gothic,  and  postrGothic  fashions  to 
our  own  day. 

A  hundred  generations  of  men  haye  now  admired  this  pe- 
culiarity,— ^haye  felt  that  it  could  not  be  omitted  without  de- 
terioration of  beauty.    Why  is  this  ? 

Let  us  hazard  a  conjecture.    We  have  said  that  there  can 
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larly  Gothio       Gothio 
Shaft.  Baaement. 


Late  Gothic 
Pedestal 


Modern 
Wall 


be  no  contrast  between  two  things  totally  dissimilar.  Con- 
sequently, there  can  .be  none  between  two  such  things  as  a 
cornice  or  capital,  and  the  wall  or  mass  below  it.  They 
haye  no  point  in  common.  Now,  if  we  can  introduce  be- 
tween the  two,  something  that  shall  haye  a  resemblance  to 
the  cornice  in  one  respect,  and  a  semblance  to  the  wall  or 
mass  below  in  another  respect,  it  may  form  a  contrast  with 
each.  This  can  be  done  by  cutting  off  (by  a  line,)  from  the 
general  mass,  a  portion  about  equal  in  height  to  the  cap- 
ing,  or  the  mass  of  shadow  cast  by  it.  This  will  resemble 
the  dark  band  above  in  size,  but  contrast  with  it  in  luminosi- 
ty :  it  will  resemble  the  mass  beneath  in  position  and  lumin- 
osity, but  contrast  with  it  in  size;  and  thereby  increase  its 
apparent  height,  which,  I  think,  any  one  must  perceive  a 
frieze  or  necking  to  do. 
In  Egypt,  the  frieze  and  cornice  formed  one  concave 
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sweep,  [thongh  the  intense  sunshine  of  that  climate  casts 
the  shadow  of  the  latter  in  such  a  way  as  to  fonn  a  sharp 
contrast  of  a  dark  and  light  band  nearly  eqnal.]  But  the 
Greeks,  aiming  at  the  most  unmitigated  contrast,  thought 
the  cnrred  snrface  too  light  a  form  for  the  severe  sublimity, 
which  was  their  object.  They,  therefore,  made  the  «^ 
and  the  frieze  two  distinct  planes,  meeting  [at  first,  proba- 
bly,] with  a  tight-angled  nook.  The  miUttUs,  fancied  by 
some  into  copies  of  wooden  constraction,  have  not  the 
slightest  resemblance  (o  any  thing  of  the  kind,  being  far  too 
thin  and  broad  for  any  rafters'  feet ;  moreover,  the  practice 
of  falsification,  or  copying  one  material  in  another,  was  to- 
tally opposed  in  principle  to  every  thing  the  Greeks  ever 
did.  These  features,  together  with  their  drops,  are  sup- 
posed, by  Papworth,  to  be  intended  among  other  purposes  to 
break  up  and  confuse  the  edge  of  the  shadow  cast  down  on 
the  frieze,  which  edge,  if  straight,  would  most  harshly  cut 
the  sculptures  thereon  by  a  sharp  line,  besides  appearing 
like  an  architectural  division,  which,  varying  in  place  with 
the  time  of  day,  could  not  always  be  pleamng  ;  and  "  that 
principle  in  architecture  would  be  violated  which  prevents 
the  projected  shadows  from  disturbing  the  ai^usted  propor- 
tions." The  triple  tiers  of  drops,  it  may  be  observed,  so 
situated  as  to  be  always  seen  in  perspective,  present  the  only 
ornament  consistent  with  severe  simplicity  ;  owing  aU  its 
beauty  to  regular  repetition  of  similar  objects,  without  any 
beauty  of  form  in  the  objects  themselves,  or  any  introduc- 
tion of  the  principle  of  gradaHon,  except  that  unavoidably 
produced  by  perspective.  The  idea  of  sach  an  ornament 
may  have  been  taken  from  plants  in  a  field,  um'formly  ar- 
ranged for  agricultural  economy. 

The  triglyphs  are  now  generally  thought  to  have  been  [as 
fegards  the  mere  idea]  derived  from  the  clusters  of  upright 
reeds  alternating  with  ciphers  or  monograms  on  the  Egyp- 
tian frieze-cornice.  But  it  seems  to  me  that  the  mere  ann 
at  <x)ntrast  and  seyere  simplicity  is  quite  sufficient  to  have 
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rendered  them  necessary.  The  muss  of  horizontal  lines  in 
the  entablature  required  to  be  contrasted  by  vertical  ones, 
said  the  Meze  was  the  only  place  admitting  them,  the  cutting 
of  the  arckUrave  yertically  being  snch  an  obyions  faslehood 
as  not  to  be  entertained  for  a  moment,  while  the  chief  plane 
of  the  comke  was  horizontal.  Bnt  the  vertical  lines  coold 
not  be  repeated  all  along  the  frieze  without,  not  only  great 
monotony,  but  positive  physical  injury  to  the  eye,  as  any  one 
may  find  who  looks  intently  at  a  numerous  set  of  parallel 
lines.  The  alternation  <3i  a  group  of  lines  and  a  square  of 
sculpture  more  completely  carried  out  the  principle  of  con- 
trast, besides  giving  a  field  for  the  sculptor.  In  Egypt, 
each  of  these  groups  of  vertical  lines  consisted  of  five  or  six 
hemi-cylinders  ;  but  the  Greeks  confined  it  to  the  smallest 
number  of  repetitions  that  could  exhibit  equal-facing,  viz., 
three, — and,  instead  of  the  soft  rounded  hemi-cylinders,  they 
adopted  the  graver  form  of  octagtmal  prisms  ;  obliquity  [but 
not  curvature]  being  admitted  in  these  minor  features,  rather 
to  enhance  the  severe  rectangnlarity  of  principal  parts,  than 
from  a  childish  search  after  variety. 

The  two  planes  of  the  frieze  and  the  soffite  being  thus 
each  crossed  by  transverse  lines,  it  became  an  object  that 
these  two  systems  of  lines  should  make  the  most  J?i^c?we/y 
rectangular  contrast  with  .each  other,  not  really — ^but  visvr 
ally :  for  this  purpose,  the  real  angle  between  them  was  di- 
minished to  less  than  a  right  angle,  by  making  the  soffite 
slope  forward,  which  has  the  effect  intended  in  whatever 
way  viewed,  as  will  be  seen  by  the  following  sketches. 


A  represents  a  Doric  entablature,  with  the  soffite  sloping 
over  iu  the  usual  manner,  in  which  it  will  be  seen  that  all 
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the  angles  a,  d,  c,  &c,,  appear,  in  consequence  of  the  perspee- 
tive,  more  nearly  right  angles,  t,  e,,  more  abmptly  contrasted 
than  the  corresponding  angles  in  Fig.  b,  which  shows  the 
appearance  of  a  horizontal  soffite.  This  effect  will  be  equally 
true  in  an  angular  view,  as  seen  in  the  two  figures  below. 
(a  horizontal, — b  inclined  soffite. 


We  must  here,  again,  protest  against  that  insolent  libel 
on  the  Greek  architects,  the  wooden  theory  of  Yitruvius  and 
Milizia,  who,  of  all  writers  on  architecture  or  buildmg,  per- 
haps give  the  fewest  hints  at  general  principles.  In  the  case 
of  the  inclination  of  the  soffite,  this  barbarous  theory  is  at 
once  disproved  by  two  facts,  the  inclination  being  observed 
on  the  fronts  equally  with  the  sides  of  the  building,  and  its 
angle  being  wholly  independent  of  that  of  the  roof.  To  aid 
the  effect,  the  frieze  was  made  to  incline  imperceptibly 
backward,  and  the  architrave  also,  because  any  want  of 
parallelism  between  them  would  have  become  obvious  at  the 
comers. 

The  architrave  being  evidently  the  most  important  con- 
structive member  in  this  style,  we  need  not  comment  on  the 
perfect  fitness  of  the  severe,  uncompromising  plainness, 
strength-expressing  squareness,  and  majestic  breadth  of 
light  and  shade,  on  its  face  and  soffite.  The  only  approach 
to  decoration*  appears  at  its  very  top,  and  so  connected  with 
that  of  the  frieze,  as  evidently  to  be  intended  only  to  recon- 
cile the  abrupt  difference  (not  contrast,  but  contradiction) 

*  The  shields  and  other  metallic  objects  attached  to  the  archltnre  of  the  Far 
thenon,  being  not  a  part  qfU,  did  not  interfere  with  its  nobly  aeyere  expreaiiaa. 


OF    ABCHITECTURB.  189 

otherwise  occurring  between  the  completely  ornate  and  com- 
pletely plam  member.  The  decoration  is  applied  under  each 
triglyph,  becanse  the  same  nomber  and  quantity  of  horizontal 
lines  that  suffice  to  support  and  bound  the  metope  sculpture 
would  not  suffice  to  stop  and  contrast  these  groups  of  strong 
vertical  lines.  The  principle  is  exactly  that  which  led  the 
Italians,  whenever  they  had  a  string-course  serving  as  sill  to 
a  tier  of  windows,  always  to  attach  sotrutMng,  it  hardly 
matters  what,  under  each  window  or  each  window-jamb. 
The  sub-triglyphs  are  simply  repetitions  (with  less  projection  J 
of  the  mutules ;  and  this  repetition  serves  more  than  any- 
thing else,  except  the  cap  and  nedcing  repetition,  to  give  unity 
of  style. 

Descending  to  the  column,  we  must  observe  that  the  pro- 
file obtained,  as  already  explained  by  the  generalized  imita- 
tion of  limbs,  though  perfectly  proper  for  the  support  of  a 
plane  extending  in  every  direction  from  the  capital,  fas  a  fiat 
ceiling,)  requires  an  addition  to  fit  it  for  placing  under  a 
beam  that  extends  on  only  two  sides  of  it.  Unless  the  archi- 
trave were  as  wide  as  the  echvrms  (which  would  render  the 
whole  tep-heavy),  it  would  not  press  on  the  whole  of  that 
member  which  is  essential  to  preserve  the  analogy  with  an 
animal  extremity.  The  abacus^  then,  presents  the  simplest 
possible  way  of  spreading  this  pressure  over  the  whole  capi- 
tal, and  its  thickness  is  regulated  by  what  is  found  by 
experience  just  to  give  the  expression  of  sufficiency  to  this 
purpose.  If  too  thin,  it  is  apparently  useless,  and  if  too 
thick,  unnecessarily  massive. 

The  shaft,  as  already  noticed,  though  required  by  con- 
venience to  be  raiindj  is,  nevertheless,  made  to  present  square 
(right-angled)  edges.  Nothing  could  be  so  contradictory  in 
principle,  to  everything  else  in  the  Doric  order,  as  the  sleek 
fahuss  of  a  completely  rounded  shaft,  whose  mass  only  gives 
it  clumsiness  without  the  slightest  expression  of  power.  A 
Dorian  entirely  debarred  from  the  use  of  flutings  would 
have  made  his  columns  square,  at  whatever  sacrifice  of  con- 
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TenieDce.  The  first  improTement  on  the  square  would  be 
bj  truDcatiDg  its  angles,  to  reduce  it  first  to  an  octangolaXy 
and  then  to  a  16-sided  prism.  But  the  contrast  between 
two  snccessiye  sides  of  this  being  yerj  slight,  and  liable  to 
be  counteracted  hj  the  faintest  weather-stain,  this  contrast 
was  exaggerated  to  the  utmost,  by  so  hollowing  out  each 
face  as  to  reduce  the  arris  to  a  right  angle.  The  same  thing 
was  done  for  the  same  reason  by  the  Oothicists  in  many  of 
their  octagonal  features  (see  ninth  example  in  the  parallel 
of  neckings  in  p.  185).  There  is  only  one  case,  however,  of 
the  16-sided  shaft — that  bold  example  crowning  the  promon- 
tory of  Sunium  (Cape  Colonna),  evidently  designed  for  dis- 
tant view.  Everywhere  else  we  find  the  sides  increased  to 
twenty,  on  account  of  the  common-sense  principle  which 
requires  that  in  every  structure,  as  solids  should  be  over 
solids,  and  voids  over  voids,  so  should  projections  be  over 
projections,  and  recesses  over  recesses.  Let  the  square  in 
the  annexed  figure  be  the  plan  of  the  abacus,  and  aba,  part 
of  that  of  a  16-fluted  shaft.  If  a  recess  be  placed  as  at  a  a, 
beneath  the  most  receding  parts  of  the  abacus,  (or  those 
nearest  the  axis,)  then  a  recess  also,  as  at  b,  will  come 
under  its  most  prominent  point. 
Bat  by  increasing  the  flutes  to 
twenty,  one  can  be  placed  cen- 
trally under  each  face  of  the 
abacus,  as  at  c  c,  and  an  arris 
(or  greatest  projection)  at  d, 
under  the  angle  of  that  member. 
This  could  not  have  been  ob- 
tained with  any  other  number  of 
flutes,  between  twelve  and  twenty-eight,  of  which  the  former 
might  probably  be  used  vnth  advantage  in  bold  plain  engi- 
neering works,  but  the  latter  would  introduce  too  much  of 
the  principle  of  gradation,  in  the  seven  gradually  diminishing 
quantities,  from  the  visual  middle  of  the  column  to  its 
visual  side. 


■  ■  VJ 
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It  might  be  thought  that  contrast  would  be  better  con- 
Bolted  by  making  every  recess  or  Ante,  a  pair  of  planes 
meeting  in  a  nook,  as  if  the  plan  consisted  of  five  superposed 
squares  (as  practised  in  some  Egyptian  works  with  a  smaller 
number)  ;  but  not  only  would  this  introduce  unnecessary 
complexity  by  doubling  the  number  of  lines,  but  by  drawing 
the  outline  eleyation  of  such  a  column,  we  shall  find,  in 
going  from  the  centre  to  the  side,  a  breach  of  continuity — a 
sudden  change  in  the  law  of  gradation,  at  that  recess  where 
we  first  lose  sight  of  the  nook-line.  Though  gradation  was 
to  be  avoided,  it  was  felt  that  wherever  it  did  unavoidably 
occur,  it  should  be  continuous.  A  sudden  breach  in  am/^ 
gradation  is  ugliness,  because  it  is  neither  regularity  nor 
irregularity.  It  is  the  same  principle  on  which  we  condemd 
the  sudden  change  of  curvature  in  the  Tudor  arch,  and  any 
change  from  one  curve  into  another,  except  the  perfectly 
contrasted  flexure,  as  noticed  in  Chapter  II. 

There  are  obviously  only  three  nrngU  modes  of  striating 
columns — ^by  convexities  alone  (jeedvng) — ^by  concavities 
done  {Doric  fluting) f  and  by  alternate  concavities  and  con- 
vexities (scalloping).    The  last  is  the  mode  most  common  in 
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SoftUoping.  Heeding.  Doric  Hating. 

nature,  because  regular  striation  is  here  confined  to  elegani 
(not  grand)  objects,  and  this  is  abstractedly  the  most  elegant 
kind,  being  all  gradation  and  no  contrast.  Of  the  other  two 
modes,  the  Doric  affords  most  contrast,  for  several  reasons. 
First,  all  its  lines  (which  are  the  only  places  where  contrast 
.  of  light  and  shade  can  occur)  are  visible, — ^while  in  the 
reeded  column,  only  a  few  of  the  nook-lines  can  be  seen  at 
once.  Next,  only  two  of  these  nooks  in  the  reeded  example 
can  80  receive  the  sun  as  to  have  one  side  shaded  and  yet  the 
other  not  shadowed  by  it  as  at  a,  b.    In  the  nook  c,  both 
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sides  receive  light,  though  not  equally  ;  and  in  d,  one  casts 
its  shadow  on  the  other :  now  the  edge  of  a  cast  shadow 
can  never  have  the  sharpness  of  contrast  that  an  actoal  edge 
of  a  body  has.  Moreover,  in  concave  surfaces,  as  already 
remarked,  the  cast  shadow  of  the  edge  often  (in  sunshine) 
reduces  great  part  of  the  concavity  to  equable  shade,  and 
thus  obviates  part  of  the  gradation  that  is  unavoidable  on 
convexities. 

The  angular  plan  of  the  column  ceases  at  the  top  of  the 
shaft,  because  its  continuation  throughout  the  swell,  or 
echinus,  would  introduce  too  many  curved  lines.  It  would 
be  more  elegant  than  the  present  capital,  but  less  fit  in  a 
composition  of  which  grand  severity  (not  elegance)  was  the 
aim,  and  in  which  the  curves  were  made  as  few  as  would 
just  suffice  to  give  greater  value  to  the  general  rectangularity. 
,  The  long  fluting  lines,  then,  being  stopped  suddenly,  the 
same  principle  that  called  for  the  sub-triglyph,  required  here 
the  contrast  of  strong  and  repeated  horizontal  lines.  One 
was  not  sufficient  to  stop  such  long  and  strong  lines  as  the 
arrises;  so  three,  four,  or  Jive  of  these  stopping  lines  {anmikis) 
were  made,  according  to  the  height  of  the  column,  and  their 
profile  carefully  studied  to  produce  the  strongest  alternation 
of  light  and  shade.  The  Peestans  trusted  to  intensity  instead 
of  number,  and  substituted^  one  deep,  black  hollow,  ]^nt  the 
leaves  introduced  therein  show  a  great  decline  from  Doric 
severity.    Indeed,  all  the  colonial  examples  are  very  impure. 

The  diminution  and  entasis,  essential  to  the  character  of 
limb-columns,  do  not,  as  might  be  thought,  interfere  with  the 
severe  rectangularity  of  the  style,  but  actually  increase  it 
when  seen  from  a  near  point  of  view.  To  explain  this,  we 
must  remember  that  the  ocular  images  of  objects  are  formed 
on  the  retma,  which  is  not  a  plane  but  a  spherical  surface,- 
and  the  most  severely  contrasted  angle  is  not  always  an 
actual  right  angle,  nor  yet  that  which  appears  most  so  in 
perspective,  but  that  whose  image  on  the  retina  is  most  right- 
angled.    Every  designer  should  understand  spherical  perspeo- 
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ike,  i.  e.,  projection  on  a  spherical  surface  of  which  the  eye  is 
the  centre.  It  is  by  no  means  a  difficult  subject,  perhaps 
easier  than  ordinary  perspective  ;  and  the  architect  would  do 
well  to  consider  (as  the  Oreeks  did)  not  only  the  eleyation, 
and  the  effects  in  plane  perspective,  but  especially  the 
spherical  projections  of  any  thing,  for  those  alone  are  really 
its  visual  appearances. 

Now,  when  we  examine  a  colonnade,  arcade,  or  any 
similar  alternation  of  masses  and  voids,  we  never  place  our- 
selves opposite  a  mass  or  projection,  (column,  pier,  or  but- 
tress,) but  always  opposite  a  recess,  (intercolunm^  arch,  or 
window.  The  visual  outline  of  the  column,  then,  is  less 
important  than  that  of  the  intercolumn.  Every  one  must 
have  observed,  when  opposite  a  Doric  intercolumn,  at  a 
distance  about  equal  to  its  height,  or  rather  more,  the  intense 
squaremss  of  its  effect.  This  is  because  its  ocular  image  is 
more  rectangular  than  if  the  opening  were  actually  rectan- 
gular, like  a  doorway.  Let  b,  in  the  following  figure,  be  the 
place  of  the  eye  in  a  horizontal  plane,  x  x  ;  and  let  the 
vertical  plane  a.  g,  a  g,  contain  the  geometrical  elevations  of 
two  columns,  g  c.    If  the  sides  of  the  intercolumn  (or  a.  b. 


A  b)  were  vertical,  they  would  be  projected  in  spherical 
perspective  as  two  portions  of  great  circles'^  meeting  in  the 
spectator's  zenith.  Consequently,  the  image  of  the  opening 
would  diminish  upward,  like  a  piece  of  one  of  the  gores  of  a 
globe  ;  and  its  top,  b  b.,  being  projected,  also,  as  a  portion 
of  a  great  circle,  would  make  an  obtuse  angle  with  each  of 
the  sides.    But  let  it  be  required  to  make  the  ocular  image 

*  BTeiy  Btraight  line  beeomes  in  this  projection  a  portion  of  a  great  circle 

It 
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as  seen  from  b,  parallel-sided  and  rectaDgnlar.  The  sides  of/ 
this  image  will  then  be  parts  of  the  two  parallel  drcles,  a  b 
cdy  ab  cd.  The  rays  drawn  from  s  throngh  eyerj  point  of 
these  two  circles  will  form  two  yery  obtnse  cones,  whose 
common  yertex  is  at  s,  and  their  common  axis  x  x  ;  and  the 
yertical  plane  o  c  (being  paraUel  with  their  axis)  will  so  cot 
these  two  cones  as  to  form  the  two  hyperbolas  a  b,  ▲  b, 
which  will  be  the  form  that  mnst  be  giyen  to  the  lines  that 
are  to  appear  parallel,  as  seen  from  e.  To  giye  the  opening, 
therefore,  the  utmost  effect  of  rectangularity,  (as  seen  from 
this  distance,)  the  sides  of  the  columns  mnst  be  a  pair  of 
opposite  hyperbolas,  haying  their  common  centre  at  s,  and 
their  asymptotes,  s^  s,  b  s,  making  the  same  angle  as  s  c,  b  c^ 
consequently  the  same  as  a  s  a  ;  or  the  angle  whidi  the 
breadth  of 'the  intercolnmn  subtends  from  the  distance  chosen, 
which  distance  will  yary  greatly  of  course  in  different  designs, 
but  can  neyer  be  less  than  the  height  of  the  order,  because 
the  eye  cannot  see  the  whole  of  an  object  at  once  that  sub- 
tends more  than  45^. 

Whether  this  were  the  exact  curye  giyen  to  the  entasis, 
I  haye  no  means  of  ascertaining ;  but  this  seems  the  only 
reason  that  will  assign  any  particular  curye.  With  regard 
to  its  dependence  on  a  certain  chosen  distance  of  sight,  it 
must  be  obseryed  that,  nearer  than  this,  we  can  only  see 
details,  and  hardly  take  in  a  whole  column  or  intercolumn ; 
while,  at  all  greater  distances,  we  take  in  several  such 
diylsions,  and  estimate  their  form  rather  by  the  axes  than  the 
atUUnes  of  the  columns,  so  that  their  limb-like  form  does  not 
interfere  with  the  rectangular  nature  of  the  principal 
diyisions.*     The  thought  and  proyision  bestowed  by  the 

*  Few  things  in  modem  Grecian  cAricatoret  are  ttgUer  than  the  upward  expsa* 
•ion  in  the  width  of  a  colonnade  of  some  length,  as  t&e  longest  one  in  the  fitmtof 
the  British  Museum.  The  columns  being  set  with  their  axes  upright,  their  iaam 
sides  lean  away  from  the  wall,  and  (when  Tiewed  from  one  end  of  the  ayenne) 
appear  &lllng.  This  eflfeet  cannot  happen  witii  a  sA^rt  portico,  whose  length  does 
not  much  exceed  its  height,  because  the  opening  at  the  further  end,  (lUce  those 
mentioned  above,)  though  not  rectangular,  will  appear  so.  But  the  further  it  if 
MmoTed,  the  less  correction  of  this  kind  will  H  receire,  so  that  the  longer  the  c 
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Doric  architects  on  the  effect  at  eoer^  possible  distance  (from 
miles  down  to  inches,  from  their  work)  is  most  remarkable. 

The  opHcal  corredions  ar^^other  most  admirable  refine- 
ment pecnliar  to  the  architecture  of  th^  Greeks.  This  effect 
does  not  require  the  presence  of  more  than  one  column,  (so 
that  it  cannot  depend  on  the  intercolumn,)  and  it  disappears 
beyond  a  moderate  distance.  It  is  explained  perfectly  by 
the  fact  that  when  the  eye  is  directed  to  the  middle  of  the 
column's  height,  (which  it  must  be  to  see  the  whole,)  the 
upper  and  lower  parts  being,  the  one  more  distant,  and  the 
other  nearer,  than  the  part  to  which  the  eye  has  adjusted 
itself ;  they  will  both  produce  on  the  retina,  indistinct  images, 
out  of  focus,  and  thwefore  too  wide.  T^  effect  may  be  per- 
fectly imitated  with  a  model  of  the  eye,  or  a  camera-obscura. 
But  the  entasis  in  Greek  columns  is  commonly  im>r«  than  suf- 
ficient to  correct  this  illusion,  and  so  we  should  expect  both 
from  the  treatment  of  the  intercolumn  above  explained,  and 
from  the  generalized  imitation  of  natural  columns. 

But  the  most  general  source  of  the  illusions  to  which  these 
corrections  were  applied,  was  irradiation^  or  the  spreading 
of  luminous  impressions  on  the  retina.  It  is  this  which  makes 
the  angular  column  of  a  portico,  seen  against  the  sky,  appear 
narrower  (unless  made  broader)  than  the  others  seen  against 
a  ground  darker  than  themselves.  In  each  case,  the  lighter 
image  encroaches  on  the  limits  of  the  darker, 
— ^the  sky  on  the  dark  column, — ^the  light 
columns  on  then*  back-ground.  As  this  fact 
(perfectly  established  in  optics)  is  strangely 
disputed  by  some  architects,  we  subjoin  a 
figure  that  will  furnish  an  experimental  illus- 
tration.   Let  the  reader,  from  the  distance  of 

nade,  the  more  slioald  the  axes  of  the  colamns  lean  inward,  though  they  nerer 
need  lean  bo  much  as  to  make  the  inner  sides  quite  TerticaL  We  should  therefore 
observe  this  proportion.  The  width  of  the  passage  at  the  floor  :  that  at  the  cefl- 
ing,  :  :  its  length  :  the  diagonal  formed  by  that  length,  and  the  height  firom  the  eye 
to  the  ceiling.  This  rule  would  make  the  inward  inclination  of  the  columns  on  the 
Jlank,  of  a  temple,  greater  than  on  tXteftftrd;  which  the  latest  measurements,  I 
beliere,  hare  shown  to  be  the  ease 
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a  yard,  estimate  the  relative  widths  of  the  two  ends  of  this 
rectangle,  and  then  measure  them.  The  drops  under  the 
taenia,  if  made  cylindrical,  will  appear  to  taper  downwaids, 
from  their  tops  being  seen  against  the  shadow  of  the  fillet 
above,  and  their  lower  ends  against  the  bright  surface.  To 
correct  this,  they  are  made  slightly  conical  in  the  contrary 
direction.  So,  also,  columns  with  vertical  sides  seen  against 
a  wall,  the  upper  parts  of  which  are  shaded  more  than  the 
lower,  (as  always  happens  behind  a  colonnade,)  will  appear 
to  taper  downwards  ;  and  to  correct  this,  seems  the  only  ob- 
ject in  the  slight  and  hardly  perceptible  upward  diminution 
given  to  antse,  and  perhaps  that  of  columns  in  the  lighter 
orders,  which  are  not  imitated  from  the  animal  type. 

Some  other  corrections  may  be  called  rather  asthetic  than 
opHcal,  being  directed  against  illusicms  of  jperc^ion  rather 
than  sense  ;  many  of  which  may  be  traced  to  the  well-known 
effect  of  contrast,  always  to  make  the  difference  between  the 
things  contrasted  appear  greater  than  it  really  is.  Bed  and 
green  placed  together,  aj^ar  redder  and  greener  towards 
their  junction  than  at  a  distance  therefrom  ;  and  this  I  hold 
to  be  applicable  to  all  contrasts  of  whatever  kind.*  Thus, 
angles  being  contrasts,  the  difference  of  durection  between 
their  two  lines  will  seem  greater  than  it  really  is  ;  and  hence, 
except  in  the  case  of  a  right  angle,  (where  this  difference  is 
a  maximum,)  it  will  be  increased  ;  i.  e.,  every  oblique  angle 
must  appear  less  obliqne  than  it  is  ;  an  acute  angle  be  ap- 
parently increased,  and  an  obtuse  angle  diminished.  To  this 
I  attribute  the  fact,  that  the  general  outline  of  a  portico, 
with  al}  the  axes  of  its  columns  vertical,  seems  broader  at  the 
topf — an  effect  not,  I  believe,  observable  when  there  is  no 
pediment.  In  the  outline,  we  have  three  obtuse  angles,  abb, 
each  of  which  being  apparently  diminished,  fas  by  the 
dotted  lines  at  5  6,)  all  will  evidently  conspire  to  make  the 

*  It  is  very  obvious  in  cootrasted  dimentioru.    Whenerer  they  are  not  gxwtly 
different,  (those  of  the  faeiie  of  anarchitrare,  for  Instanoe,)  weihaUonii 
meat  always  find  that  we  hare  over-esiixotAed  the  difTerenoe 
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dd^  apppear  to  over- 
hang, and  the  eflfeet  will 
be  farther  increased  when 
the  outline  is  connected 
with  the  ground-line,  not  * 
by  a  right  angle  but  by^ 
two  obtuse  ones,  as  at  d  c,^^ 
(^ which  often  occurs  from  a  flight  of  thin  modem  steps,  or 
from  perspective  lines  of  stylobates,  &c,)  The  mere 
diminution  of  the  corner  column  is  not  sufficient  to  counter- 
act this  effect,  at  least  not  in  the  case  of  the  lighter  orders, 
where  the  diminution  is  so  much  less  than  in  the  Doric  ;  and 
hence  the  axis  of  the  column  should  be  inclined,  and,  to 
equalize  the  spaces  between  the  capitals,  of  coarse  the  axes 
of  all  the  columns  must  have  a  general  upward  convergence. 
This  agrees  with  the  result  of  the  latest  admeasurements. 

The  antique  orders  seem  to  have  originated  m  different 
parts  of  the  world — the  Doric  being  the  only  one  that  can 
properly  be  considered  a  (Jreek  invention  ;  the  Tuscan  a 
modification  of  the  Doric  ;  the  Ionic  an  Asiatic  importation. 
The  Corinthian  a  refinement  on  the  Egyptian  and  the  com- 
posite rather  what  its  name  would  import  than  a  separate 
order.  In  all  Asiatic  styles,  also,  there  is  a  tendency  towards 
lateral  projections  from  two  opposite  sides  of  the  capital, 
sometimes  turning  upward,  and  serving  as  brackets  to  the 
architrave ;  sometimes  pendent,  and  reminding  one  of  volutes, 
though  not  taking  that  form.  The  hose  is  another  Asiatic 
feature,  and  regularly  increases,  the  further  east  we  go,  till 
-  in  India  it  sometimes,  with  its  innumerable  moulded  details, 
reaches  to  a  height  exceeding  that  of  the  shaft  itself. 

Before  its  adoption  in  Greece,  the  Ionic  order  was  carried 
to  considerable  perfection  in  Asia  Minor,  in  a  form  more 
nearly  approaching  that  now  used,  but  greatly  inferior  to  the 
Athenian  improvement,  which  we  have  already  briefly  men- 
tioned as  arising  from  an  accurate  feeling  for  the  subordina- 
tion of  the  five  classes  of  form  which  in  the  Asiatic  examples 
were  much  misplaced. 
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tnre  (evanescent  at  their  middle)  increases  np  to  each  ex- 
tremity 80  as  to  form  curls  or  volutes  ;  and  these,  associated 
with  the  above  forms,  complete  the  anthemion  in  all  its 
varieties.* 


jmtu 


lonio  anthemion.  Dorie  fret. 

As  a  systematic  attempt  to  embody  as  perfectly  as  possi- 
ble, in  a  beamed  building,  the  one  principle  of  contrast,  would 
^  lead  any  designers  to  the  Doric  order  and  nothing  else  ;  so 
the  attempt,  in  an  ornament,  to  eirAyo^j gradation  alone  and 
unmixed,  must  lead  to  this  precise  combination  of  forms. 
The  tracing  of  the  solutions  is  easy  after  the  problems  have 
been  solved.  We  can  all  make  the  e^%  stand,  after  Co- 
lumbus. 

Theintroduction  of  the  anthemion  into  the  Doric  order 
was,  in  itself,  a  great  abuse,  but  was  palliated  by  certain 
changes  made  to  diminish  gradation  and  increase  contrast, 
such  as  the  omission  of  contrary  flexure  in  the  curves,  (i.  e., 
reducing  them  from  the  fifth  class  to  the  third,)  the  termi- 
nating them  by  angular  instead  of  rounded  ends,  and  the 
enclosing  of  each  set  of  curves  in  the  Oothic-arch-€haped 
border,  crossing  and  violently  contrasting  with  their  direc- 
tion. An  ornament  more  fit  for  this  order  (but  perhaps 
carrying  the  rectangular  principle  to  excess)  was  that  called 
the/re^,  which,  it  should  be  observed,  was,  anciently,  never 
more  than  a  painted  form.  It  was  left  for  the  age  and 
country  of  Soane  to  perpetuate  such  a  thing  in  carved 
marble.f 

•  Since  arriving  at  this  coneloaion,  I  find  Hay,  in  his  "  Essaj  on  Form," 
has  explained  this  ornament  on  similar  prindples,  and  rejected  the  notion  that 
it  is  imitative. 

t  We  must  here  warn  the  reader  against  a  remarkable  error  of  Raskin.  Th« 
value  of  ornaments  in  architecture  depends  nc€  in  the  MghteU  dtgrti  on  the 
manual  labor  they  contain.  If  it  did,  the  finest  ornaments  ever  executed  would 
w  the  i>tone  chains  that  hang  before  certain  Indian  rock-templaa.  But  the  valQ« 
'  of  ornaments  depends  wholly  on  the  amount  of  thought,  of  merUai  fabcr^  em- 
bodied ;  and  whether  this  be  great  or  small,  it  is  essential  that  it  be  not  t 
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What  Sir  J.  Reynolds  observes  of  bis  art,  is  applicable  to 
every  other. — "  Such  as  suppose  that  the  great  style  might 
happily  be  blended  with  the  ornamental, — ^that  the  simple, 
grave,  and  majestic  dignity  of  BAffaelle,  could  unite  with 
the  glow  and  bustle  of  a  Paolo  or  a  Tintoret, — are  totally 
mistaken.  The  prmciples  by  which  each  is  attained,  are  so 
contrary  to  each  other,  that  they  seem  in  my  opinion  incom- 
patible, and  as  impossible  -to  exist  together,  as  that  in  the 
mind,  the  most  sublime  ideas  and  the  lowest  sensuality 
should  at  the  same  time  be  united." — (Discourse  ir.)  And 
he  also  remarks,  "  Some  excellences  bear  to  be  united,  and 
are  improved  by  union  ;  others  are  of  a  discordant  nature, 
and  the  attempt  to  join  them  only  produces  a  harsh  jarring 
of  incongruous  principles.  The  attempt  to  unite  contrary 
excellences  (of  form  for  instance)  in  a  single  figure,  can 
never  escape  degenerating  into  the  monstrous,  but  by  sink- 
ing into  the  insipid  ;  by  taking  away  its  marked  character, 
and  weakening  its  expression." — {Disc,  v.)  Such  was  the 
attempt  to  produce  a  Doric  ornament  (a  contradiction  in 
terms)  ;  and  the  result,  the  rectangular  fret,  may  well  be 
considered  (with  all  its  varieties)  the  most  monotonous  and 
insipid  thing  ever  used  as  a/n  orrumeni  by  the  ancients. 

If  we  extend  the  term  "  ornament"  to  the  glorious  sculp- 
tures that  formed  a  necessary  part  of  the  Doric  order,  that 
filled  its  cell-frieze  (in  low  relief,)  its  me1x)pes,  (in  higher,) 
and  its  pediments,  (in  detached  statuary,)  then  we  may  well 
consider  n;  by  far  the  most  ornate  (or  rather  richest)  order 
or  style  ever  executed.  The  invention  of  a  fit  substitute  for 
these,  t.  e.,  one  that  shall  produce  the  same  architectural 

bj  the  maniial  labor,  for  then  the  latter  irill  appear  thrown  awaj.  The  Doric  fret 
eontaina  thoaght,  bat  not  enough  to  render  it  worth  earring,  perhaps  hardlj 
worth  carefnl  painting.  Bat  the  Doric  column  and  entablature  contain  such  ua~ 
explored  volames  of  thoaght,  that  no  material  or  finish  la  too  fine  for  them. 
Though  Executed  in  polished  porphyry,  the  head-work  would  outshine  the  handi. 
work. 

It  Is  ftir  better  that  the  thought  bo  Inadequately  expressed,  that  the  workman* 
ship  be  not  worthy  of  It,  (as  in  foliage  of  edgeless  east  iron,  for  Instance,)  than 
that  the  design  be  unworthy  of  the  manual  labor,  as  In  SoMie's  oarred  fretfl. 
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tfftd,  and  harmonize  with  the  rest  of  the  compositioii,  ib  tiie 
main  problem  to  be  solved  in  the  adaptation  of  this  grand 
stjle  to  those  few  modem  purposes  in  which  it  may  and 
ought  to  be  employed.* 

The  Corinthian  order,  with  all  its  elegance,  indicates  the 
approach,  if  not  the  commencement,  of  decline  in  Grecian 
art :  if  not  in  architecture,  at  least  in  smiftwrt,  of  which 
this  order  did  not  absolutely  reqtdre  any.  Carving  had 
usurped  its  place,  doubtlessly  because  the  sculptors  were  no 
longer  capable  of  executing  those  wonders,  by  the  side  of 
which  all  later  sculpture  would  have  seemed  barbarous. 

In  the  decline  of  taste,  in  all  countries  and  in  all  arts 
alike,  every  thing  is  ornament,  if  not  fritter,  and  no  beaaty 
is  seen  in  the  pure  noble  breadth  and  simplicity  of  the  earlier 
productions.  The  Parthenon  itself  could  not  spurn  from  its 
eternal  surfaces  the  brush  that  found  them  a  convenient  field 
for  the  display  of  its  ephemeral  fancies.  First,  the  few 
mouldings  were  covered  with  forms  imitative  of  the  cut 
mouldings  of  the  delicate  orders  ;  from  narrower  surfaces, 

*  Conrincdd  that  Greek  archlteotnre  (being  founded  on  nature  and  tmth)  can 
msver  lose  its  influence,  neTer  cease  to  be  used  (be  it  ever  eo  oBeletB,)  nor  oeaee  to 
be  practised  (be  it  eyer  so  impracticable,)  we  must  find  it  a  matter  of  some  im- 
portance how  it  shall  be  imitated,  wfaetber  used  or  abnMd,  applied  or  misapplied, 
A  few  words  on  the  more  obTions  and  grosi  faHnree  of  onr  imitatkfci.  may  not  be 
here  misplaced  ;  especially  r^arding  the  snbstitnte  necessary  for  the  Doric  me- 
topes and  pediment-sculpture.  In  interiors  and  on  northern  fironts,  I  can  see  no 
objeotion  to  painting  or  ii^ying.  in  the  style  of  the  ancient  rasM,  the  flgoies 
lighter  than  the  ground,  and  yaried  by  lines  or  drapery-folds,  but  with  no  attempt 
at  deceptive  shadowing.  In  fronts  receiTlng  the  sun,  howerer,  this  will  not  an- 
swer ;  great  relief  and  rougkntu  are  there  requlslto  to  break  up  the  othenriie  ' 
straight  shadow  of  the  cornice.  Where  the  figures  are  not  phonetic,  but  mere 
patterns,  it  will  be  needitd  for  severity  of  expression  that  they  be  of  the  aeeond 
elasr,  <.  e.,  chieflj  composed  of  straight  lines,  but  diigonal  ones  (In  the  metopes, 
to  avoid  confusion  with  the  surrounding  lines,  and  in  the  pediment,  to  avoid  a 
graver  stjie  of  form  than  that  of  the  member  itsell)  Iron  gratings,  of  large  and 
simple,  but  eaxefuUy  studied  and  varied  patterns,  might  be  placed  before  a  dark 
tympanum  and  metopes  (the  latter  much  more  recessed  than  anciently,  as  every 
recess  Khonld  b  -,  to  suit  this  climate)  ;  and  to  procure  those  masses  of  light  in 
pleasing  forms,  necessary  for  the  due  effeet  at  a  distance,  polygonal  or  star-like 
portions  of  these  gratings  [one  In  each  metope  and  three  or  five  in  the  pediment] 
might  be  filled  up,  not  with  a  flat  surfkee,  but  with  several  planee  forming  a  pyim- 
midal  or  gem-Iike  variety  of  snrfiuse,  giving  business  and  play  of  light  and  i 
wtthoat  d«?i*tiDg  from  leetflUiMar  Ann 
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thej  advanced  to  broader,  till  even  the  abacus  was  made  a 
pattern-block.  When  the  noble  Dorian  works  began  to  be 
thus  desecrated  is  uncertain,  but  probably  not  till  a  late 
date,  as  no  Greek  or  even  Roman  writer  makes  the  slightest 
allusion  to  the  practice.  On  the  contrary,  the  constant  use 
of  the  term  wkUe  stone  (or  marble)  in  their  descriptions  of 
buildings  shows  that  a  value  was  placed  on  that  whiteness, 
which  alone  could  render  (even  under  a  Grecian  sun)  some 
of  the  delicate  adjustments  of  light  and  shade  visible.  The 
low  relief  of  the  cell-frieze  of  the  Parthenon,  perhaps  ren- 
dered a  colored  ground  necessary,  even  to  understand  it,  in 
its  dark  situation,  just  under  the  ceiling  of  the  colonnade  ; 
and  probably  the  metopes  and  pediment  sculptures,  though 
not  requiring  such  a  contrivance  for  relief,  had  it  at  an  early 
date  ;  not  originaB^^  or  the  tympanum  wonld  have  been 
built  of  a  deep-colored  stone  (as  that  from  Eleusis,  used  for 
relieving  the  metal  sculpture  of  Ionic  friezes,)  for  the  taste 
of  that  day  avoided  paint  wherever  variety  of  color  could  be 
given  by  different  materials. 

If  there  were  any  coloring  on  the  Doric  temples  in  timef 
of  Doric  taste,  it  must  have  been  confined  to  a  few  members, 
and  intended  to  enhance  the  general  monotony,  just  as  a  few 
cases  of  curvature  and  variety  in  form  enhanced  the  general 
rectangularity.  That  monotony  of  color  is  essential  to  the 
grand  style,  we  may  learn  from  all  the  works  of  nature  in 
this  style  ; — grand  animals  ;  grand  vegetables  ;  rocks  ;  but 
especially  mountains  ;  for  .in  these,  if  covered  with  vegeta- 
tion, there  is  a  sort  of  utilitarian  necessity  for  variety  of 
color  ;  and  yet  as  soon  as  we  retire  to  the  distance  requisite 
to  see  the  whole,  or  a  portion  large  enough  to  be  grand,  the 
atmosphere  interposes  its  blue  veU,  and  reduces  the  whole  to 
sameness.  What  can  more  distinctly  show  that  Nature  wUl 
not  suffer  poiychromy  in  her  Doric  works  ?* 

*  What  the  air  does  here.  Mum  often  does  for  works  of  architeotare.  In  a  great 
and  ancient  building  whose  polychromio  decorations  have  been  sobered  down  by 
ages  of  neglect,  till  hardlj  distingnishable,  a  singular  nujesty  is  acqolred  from  Ml 
oirou<nstanoe,  and  not  from  the  poljchromj  its«l£    Not  onlj  the  yenerable  agp^i 
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It  is  possible  that  some  of  these  temples,  when  composed 
of  a  coarse  material,  might  have  had  the  whole  surfaces 
finished  with  some  kind  of  stacco,  paint,  or  Tarnish  ;  and  if 
the  profiles  were  so  adjusted  as  to  give  forcible  shadows,  and 
no  nicety  requiring  whiteness  for  its  exhibition,  a  deep, 
intense,  and  uncommon  color  (red,  for  instance,)  might  per- 
haps harmonize  with  the  severity  of  form  better  than  white- 
ness. 

As  for  the  painted  ornaments  on  the  Parthenon,  if  they 
had  been  contemplated  in  the  design,  they  would  certainly 
haye  been  carved,  or  (if  flatness  were  wanted)  inlaid,  and 
not  executed  in  so  mean  a  manner,  by  those  who  rejected 
marble  and  chose  ivory,  for  the  statue  within,  because  though 
less  beaiUiful  and  durahh,  it  was  more  costly. 

It  should  be  remarked,  that  the  unparalleled  excellence  of 
the  seuljftu/res  of  this  building  has  led  to  the  habit  of  consider- 
ing it  the  perfection  of  Doric  architecture  also,  which  is  by 
no  means  so  certain.  Being  built  after  the  introduction  of 
the  Ionic,  and  nearly  contemporary  with  its  neighbor  the 
Ereehtheum,  the  richest  example  of  that  order,  it  certainly 
displays  many  approaches  to  lonicism.  The  older  examples 
have,  besides  their  simplicity,  decidedly  more  grace,  particu- 
larly in  the  capital ;  nor  can  any  compete  in  this  respect 
?Fith  that  most  archaic  form,  of  unknown  antiquity,  which 
crowns  the  rock  of  Corinth,  with  its  columns  of  a  single 
stone,  only  four  diameters  high,  and  yet  (what  wondrous 
art  1)  not  only  not  clumsy,  but  singularly  graceful.  The 
loss  of  their  entablature  is  one  of  the  greatest  losses  archi- 
tecture has  to  mourn. 

^  As  the  Homeric  poems  have  triumphantly  refuted  the  at- 
tempts to  regard  them  as  compilations,  so  is  there  in  the 
Doric  order,  and  especially  in  its  oldest  examples,  that  per- 

bnt  the  dimenHona^  are  apparently  Increased  by  the  dim  and  misty  effect  that 
makes  everything  look  more  distant  than  it  is.  Qcognara  and  Zanotto  attribate 
to  this  cause  great  part  of  the  snblimity  of  the  Interior  of  St.  Mark's  at  Venice  ; 
"an  effect,"  says  the  former,  " moti  rare  to  be  obtained  in  edifices  OTcrloaded 
with  so  many  ridi  ornament*  '* 
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feet  consiBtencj  and  unity  of  idea  that  proclaims  it  to  be,  in 
all  essential  points,  the  production  of  one  mind.  Like  other 
orders  and  styles,  it  must  doubtless .  have  received  improve- 
ments from  many  hands  ;  but  unlike  them,  or  rather  in  afar 
greater  degree  than  any  of  them,  does  it  exhibit  the  marked 
predominance  of  one  genius  ;  and  on  this  point  we  are  con- 
strained to  receive  the  tradition  of  Vitruvius,  that  whatever 
number  may  have  aided  in  its  progress,  it  had  one  inventor, 
the  greatest  mind  that  has  ever  been  directed  to  architecture. 


CHAPTER  VI. 


Application  of  the  same  Principles  to  Compressile  Building,  by  tht 
Mediaval  Architects, 

The  Greek  architecture,  having  in  itself  few  elements  of 
change  or  corruption,  survived  in  tolerable  purity  for  a  longer 
period  than  any  other  known  system,  and  even  in  its  latest 
works  (few  of  which,  however,  were  durable  enough  to  remain 
to  us)  it  escaped  one  fault,  that  seems  to  have  had  a  great 
share  in  breaking  up  all  other  styles,  (the  Egyptian,  Roman, 
Hindoo,  Arabian,  and  Gothic,  for  instance,)  viz.,  the  use,  as 
ornaments,  of  miniature  models  of  the  principal  features  ; — 
the  puerility  that  led,  in  Egypt,  to  making  a  capital  like  a 
little  house  or  temple  ;  at  Rome  and  Baalbec,  to  enclosing 
a  niche  with  small  columns  and  a  pediment ;  in  Gothic 
England,  to  applying  bvitressets  and  pinnackts  without  num- 
ber ;  in  India,  to  a  similar  crowd  of  modeled  colonnades, 
verandahs,  and  domes ;  and  in  Moslem  lands,  to  shelves  and 
cupboards  like  cloisters,  and  to  that  multiplication  of  little 
sham  vaultings  that  has  obtained  the  name  of  the  stalactite 
ceiling ; — ^the  object  Qf  all  being  to  get  false  magnitude  by 
diminishing  the  scale  ;  an  artifice  that  never  succeeds  except 
on  pajper,  on  which  these  things  often  look  vast  and  sublime, 
but  never  in  reality.  The  Greek  system  escaped  all  this  ;  but 
one  change,  the  introduction  of  oblique  pressure,  destroyed  it. 

18 
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The  Romans  (as  the  reader  should  be  aware)  succeeded 
in*  imitating  no  order  but  the  Corinthian,  and  this  only  when 
they  adhered  strictly  (at  least  externally)  to  Greek  caiuirw^ 
tion  as  well  as  decoration,  as  in  the  Pantheon  portico,  the 
temples  of  Nismes  and  Baalbec.  The  colmnns  and  entahlar 
tures  stack  on  the  face  of  an  arcade,  as  in  the  Coloesenm, 
are  a  constractive  lie,  but  not,  as  some  suppose,  a  hnge  orm^ 
ment.  The  lie  consists  in  their  appearing  a  mere  ornament, 
while  they  are  really  indispensable  to  stabiiity;  for  tiieae 
columns  are  really  the  huMressa  or  props  of  the  internal 
vaulted  ceiling,  and  they  would  have  to  stand  out  obUquely 
and  form  apparent  props,  were  it  not  for  their  entablature, 
which  (often  itself  a  piece  of  disguised  arch  construction,  in 
order  to  throw  all  its  weight  on  the  columns,)  serves  the 
purpose  of  the  Gothic  pinnacle,  to  steady  the  column  below, 
against  the  side-thrust ;  by  combining  its  vertical  pressure 
with  the  oblique  thrust,  to  produce  a  resultant  more  nearly 
vertical,  and  capable  of  being  confined  within  the  foot  of  a 
vertically  placed  column.*  But  the  column  is  false,  because 
it  appears  made  to  sustain  the  vertical  pressure  alone. 
Being  a  prop,  it  should  have  appeared  one ;  but  this  was 
never  attempted  till  the  thirteenth  century.  Till  then, 
propping,  though  a  sound  principle  in  building,  was  con- 
sidered an  improper  one  to  appear  in  architecture  ;  and  this 
ow  disguise  kept  the  art  for  fifteen  centuries  in  a  continually 
deepening  degradation. f  The  arch  was  introduced  by  the 
Etruscans  or  Romans  ;  but  its  necessary  attendant,  the  prop, 
was  strugged  against  for  fifteen  centuries  before  architects 
would  admit  it  without  a  mask. 

During  this  long  period  of  false  art,  mixed  construction  was 

*  Thna,  theM  attached  columns  and  entablatnree  are  (aa  Pugia  ezpresaes  a  i^fa 
ciple  of  aU  true  arohiteoiure)  not  constrttcted  d«ooraUon^  hut  decorated  cotutmo- 
Uon.  He  regards  it  as  a  peculiarly  OotfUc  principle,  which  is  a  mintake  ;  It  is  not 
more  a  principle  in  good  Goihie  than  in  all  good  arohiteotnie^  and  was,  perhaps, 
on  the  whole,  (Ukin»t  all  the  works  of  a  style  together,)  Uaa  attended  to  in  th« 
Gothic  than  in  nny  other  style,  before  the  introduction  of  sham  building. 

t  What,  then,  can  be  expected  at  present  when  aU  arcfaiteotore  ia  disgaise,  eon- 
oaalmeot.  and  dece  tlonf 
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nmyeTsally  employed  (as  at  present) ;  the  three  principles  of 
the  beam,  arch,  and  trass,  being  indiscriminatelj  nsed, — the 
first,  in  both  stone  and  wood  coverings  of  small  span, — ^the 
second,  in  the  generality  of  stone  corerings, — and  the  last  in 
those  of  timber,  of  which  only  the  roofs  or  ceilings  were  (at 
least  after  the  la£t  great  Boman  works,  in  the  reigns  of  Con- 
stantino and  Diocletian)  entirely  composed.  One  conse- 
quence of  this  was,  that  the  long  dark  age  of  architecture 
produced  no  durable  works ;  so  that  we  hardly  have  any 
examples  (or  not  enough  to  show  us  the  general  manner)  of 
more  than  its  first  two  or  three,  and  last  two  or  three  cen- 
turies. The  style  of  the  former  is  called  Koman  ;  of  the 
latter,  RomamisqiUj  or  (in  England)  Saxon  and  Norman, 
and  by  various  local  names  in  other  countries.  The  dura- 
bility of  the  Boman  works  arose  from  the  national  energy  of 
character,  and  from  Greek  principles  of  construction  being 
retained  in  porticoes,  &c.  The  durability  of  the  Romanesque 
arose  from  a  general  return  to  more  substantial  construction 
after  the  year  1000,  which  was  expected  to  terminate  the 
world ;  and  also  from  the  desire  (caused  by  the  frequent 
destruction  of  the  open-roofed  churches  by  fire)  to  render 
the  whole,  or  as  much  as  possible,  of  the  fabric  fire-proof,  by 
vaulted  ceiUngs  below  the  timber  roofing.  At  first  they 
only  covered  the  narrower  parts  and  aisles*  in  this  manner, 
but  gradually  extended  it  to  the  main  avenue  or  nave.  This 
was  first  done  in  Germany,  and  in  the  early  examples  we  also 
find  the  first  change  from  the  round  to  the  ^pointed  arch, — 
generally,  but  inaccurately,  considered  the  grand  distinction 
between  the  Romanesque  and  the  Gothic  styles.  The  change 
doubtless  arose  from  ignorance  and  timidity  of  construction^ 
but  it  had  a  most  important  artistic  effect,  by  introducing 
an  angle  into  the  arch,  and  thereby  bringing  it  back  almost 
into  a  graver  class  of  form  than  the  third,  and  rendering  it 
more  fit  for  main  structural  features.    The  pointed-arch 

*  As  ambigaity  flometimet  arlteB  from  the  oneertAin  meaning  of  thU  word  aitU, 
(deriTable  either  firom  aUe  or  oOm,)  ve  shall  use  it  only  in  the  former  sense,  as 
appljrlng  onlj  to  the  laUraL  alleys  of  a  building. 
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buildings,  though  not  attaining  (for  no  a^ohed  building  ever 
can  attain)  the  grandeur  of  the  rectangular  archless  stjiefi, 
yet  have  a  higher  degree  of  gravity  and  severity  than  the 
light  sweep  of  the  Italian  round-arching  can  ever  attain. 
Compare  the  interiors  of  the  Lady-chapel  at  Southwark  and 
the  vestibule  of  Somerset  House,  and  remember  that  the 
latter  is  by  far  the  more  massive.* 

It  is  common  to  date  the  great  transition,  from  the  first 
appearance  of  a  pointed  arch,  to  the  complete  disappearance 
of  the  last  round  one.  But  in  truth  it  extends  from  the 
revival  of  vaulting,  (disused  since  the  Roman  times)  to  the 
universal  use  of  that  covering,  t.  e.,  to  the  disappearance  of 
the  last  lintel,  or  the  last  unvaulted  space.  All  Romanesque 
buildings  with  vaulting  are  an  approach  towards  Gothicity  ; 
and  the  building  that  contains  a  lintel,  however,  short,  is  not 
completely  Gothic.  Even  at  Salisbury  there  are  a  few  linr 
tels  across  the  narrow  galleries  and  passages.  In  this  con- 
tinued progress,  the  change  from  round  to  pointed  is  only 
one  step,  and  a  far  less  important,  and  less  exactly  definable 
step  than  another  we  could  name,  w^hich  is  the  wnmaskvng  of 
the  buttress.  It  is  this  that  makes  the  grand  restoration 
from  falsehood  to  truth.  It  is  this  that  distinguishes  the 
beautiful  church  of  Marburg  in  Hesse,  and  the  more  glorious 
one  of  Salisbury,  (begun  a  few  years  earlier,  in  1219,)  from 
all  previous  buildings,  and  stamps  them  as  the  first  complete 
developments  of  the  new  system.  The  buttresses  that  prop 
their  vaulting  appear  without  disguise. 

Vaulting,  then,  being  the  aU-pervading  motive — ^the  final 
CAUSE  of  Gothic  architecture, f  that  to  which  all  its  mem- 
bers subserve,  for  which  everything  else  is  contrived,  and 

*  That  ii,  it  repreMnit  %  more  masstve  eo&stmction.  In  oonaidering  modeni 
Snglish  architectural  workB,  it  most  never  be  foi^^otten  that  they  differ  from  aD 
others  in  this  respect.  Foreign  architecture  (and  English  before  the  (all  of  Gothi* 
dtj)  consists  in  ftns  huQding.  But  English  architecture  since  that  period  eom- 
■ists  in  the  repreteniaUoa  of  6ne  building,  and  its  works  must  (like  theatrical 
scenery)  be  criticised  not  as  what  they  are,  but  as  what  they  repretewL 

t  Thifi  was  first  shown,  we  believe,  by  Ware,  in  his  admirable  *<  IVaet  on 
TanlU  " 
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without  which  the  whole  apparatus  would  be  aimless  and  un- 
meaning— ^it  will  be  necessary  here,  first  to  take  a  rapid  glance 
at  that  art^  then  at  the  modifications  it  introduced  in  the  gen- 
eral design,  and  lastly  in  the  subservient  parts  of  the  building. 

I.  Of  arch  or  vault  work  as  the  fundamental  principle  of 
the  Gothic  system. 

Whether  any  people  before  the  Romans  were  in  the  habit 
of  building  arches  and  vaults,  is  a  question  having  no  bearing 
on  our  present  subject ;  but  we  must  observe  that  the  dome 
is  a  simpler  principle  of  construction  than  the  arch — ^is  found 
in  the  works  of  animals  (which  the  arch  is  not),  and  has 
been  employed  by  many  nations  who  could  not  (or  did  hot) 
build  arches,  as  the  ancient  Mexicans  and  the  present  Esqui- 
maux. The  ancient  Romans,  however,  (who  constructed 
with  brick  the  largest  domes  even  now  in  existence),  not 
only  used  this  kind  of  covering,  which  rests  on  all  sides  of  the 
space  to  be  covered,  but  also  the  simple  or  wagon-head  vault, 
which  rests  on  only  two  sides  of  the  covered  rectangle,  leaving 
the  other  two  free  from  all  pressure.  But  further  than  this, 
they  were  the  inventors  of  that  highly  ingenious  contrivance, 
the  cross-vavlt,  which  exerts  its  whole  pressure  solely  on  the 
alleles  of  the  apartment, -leaving  all  the  sides  free.  Its  origin 
may  be  thus  explained :  suppose  a  simply  vaulted  passage 
had  to  be  continued  across  another  exactly  similar  passage, 
lying  at  right  angles  to  its  course,  and  it  was  required  to 
leave  both  corridors  perfectly  free.  First,  suppose  them  to 
interpenetrate  each  other,  without  omitting  any  part  of 
either ;  the  square  of  intersection  will  then  be  completely 
enclosed  by  four  walls,  and  covered  by  a  double  celling,  for 
each  vault  by  itself  covers  this  space  :  every  point,  there- 
fore, in  this  square  is  doubly  covered,  except  the  points 
situate  along  the  two  diagonals  of  the  plan,  for  vertically 
over  these  two  lines  do  the  two  vaults  interpenetrate  each 
other.  If  we  confine  our  attention  to  the  lower  of  the  two 
ceilings  thus  formed,  we  shall  find  it  to  be  a  square  dome, 
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a^aimd  the  anglM  onlj  of  its  bu*. 


for  a  dome  may  be  erected  on  a  square  or  any  other  form  of 
base,  and  its  property  is  always  to  rest  equally  on  the  whcde 
enclosure  :  now  the  four  ridges,  or  (to  borrow  an  expression 
from  carpentry)  the  hips  of  this  square  dome,  are  the  com- 
mon intersection-lines  of  the  two  vaults,  and  are  evidently 
simple  elliptic  curves  in  vertical  planes  :  consequently  these 
two  semi-ellipses  have  the  property  of  a/rcku,  and  can  sup- 
port not  only  themselves,   but   square eTOMTaiilt,re8tiBff«poiiuid 

the  whole  of  the  upper  ceiling. 
Hence  the  lower  ceiling  or 
square  dome  may  be  entirely 
removed,  as  well  as  the  four 
walls  on  which  it  rests,  leavins^ 
both  passages  open,  and  thc^' 
cross-way  completely  covered 
by  a  ceiling  that  rests  solely  ou 
the  four  angles :  it  is  even  indi>- 
pendent  of  the  vaults  over  the 
four  arms  of  the  cross,  whicb 
may  be  entirely  removed,  leav- 
ing the  cross-vault  to  be  con- 
fined solely  by  four  definite 
pressures  applied  diagonally  to 
its  four  angles. 

The  same  elliptic  lines  which  in  the  square  dome  formed 
external  ridges,  here  form  internal  ridges,  called  groins. 

The  beauty  and  advantages  of  this  kind  of  vaulting  led 
the  Romans  to  use  it,  not  only  over  a  cross-way,  where  it 
was  necessary,  but  also  over  all  corridors  and  long  apart- 
ments, by  dividing  them  into  a  series  of  squares,  each  covered 
by  a  cross-vault,  thus  throwing  the  whole  pressure  of  the 
vaulting  on  the  points  of  division  between  these  square  com- 
partments, and  leaving  the  remainder  of  the  walls  free  for 
openings,  or  to  be  constructed  ever  so  slightly,  or  even 
omitted  altogether.  The  boldness  of  their  constructions  of 
this  kind  has  never  been  equaled.    There  is  evidence  that 


Sqoar*  dome,  zMting  upon  and  ogaiMi 
the  whole  endotnre  of  ita  baae.     ^ 
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ihe  Temple  of  Peace,  now  in  ndns,  had  its  nave  covered  by 
cross-vaults  83  feet  wide,  so  that  the  groins  on  which  the 
whole  rested  hadaspanof  SSX^y  2=117  feet ;  and  an  apart- 
ment in  the  baths  of  Diocletian,  still  in  nse  as  a  chnrch,  has 
a  similar  ceiling  of  about  86  feet  in  dii^nal  span  stili 
remaining,  although  it  is  formed  on  an  unsound  principle. 
The  compartments  are  not  square,  but  rather  wider  in  one 
direction  than  the  other.  Now  in  this  case,  either  one  or  both 
of  the  crossing  vaults  ought  to  have- been  elliptical^  so  that 
both,  notwithstAding  their  unequal  spans,  mijrh^  have  their 
springings  at  the  same  level,  and  their  crowns  also  at  the 
same  level  The  groins  would  then  have  been  confined  to 
vertical  planes  over  the  two  dii^nals  of  the  compartment. 
But,  in  fact,  both  vaults  are  made  semi-circular,  and  their 
crowns  being  at  the  same  level,  their  springings  are  not  at 
the  same  level.  The  consequence  is,  that  the  intersection 
lines  or  groins  are  lines  of  double  curvature,  and  not  being 
in  vertical  planes,  are  not  therefore  true  arches,  and  would 
not  be  able  to  support  themselves,  were  it  not  for  the  immense 
and  wasteful  thickness  of  the  vaulting,  containing  several 
times  more  material  than  is  necessary.  Moreover,  curves  of 
double  curvature  aare  invariably  displeasing  in  architecture, 
for  the  eye  cannot  readily  understand  them. 

With  the  decline  of  Roman  power,  this  art  of  vaultmg 
was  lost,  and  for  centuries  the  basilicas  of  Italy  and  the 
churches  of  all  Roman  Christendom  remained  with  nothing 
but  timber  roofs.  The  breeks,  however,  retained  (or  else 
re-invented)  another  mode  of  vaulting  possessing  many  of 
the  advantages  of  groining,  but  not  all  of  them.  This 
system  depended  on  two  sunple  geometrical  principles  :  Ist, 
that  every  section  of  a  sphere  by  a  plane  is  circular  ;  and 
2dly,  that  every  intersection  of  two  spheres  is  a  plane  curve, 
and  therefore  circular.  The  Greek  vaulting,  then,  consists 
wholly  of  spherical  surfaces,  as  the  Roman  consisted  wholly 
of  cylindrical  ones.  A  hemispherical  dome  may  be  supposed, 
whose  base  circumscribes  the  plan  of  any  apartment  or  com- 
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paxtment,  square,  rectangnlar,  triangalary  or  polygonal  Now 
.imagine  the  sides  of  this  plan  continued  upwards,  as  vertic^ 
planes,  till  they  meet  the  hemispheric  snrfiace.  This  meeting- 
line  mnst  in  every  case  be  a  semi-drcle,  and  may  therefore  be 
made  an  open  arch  ;  and  the  portions  of  the  dome  thus  cat 
off  from  every  side  of  its  base  may  be  omitted  altogether, 
provided  their  office  as  buttresses  to  the  remaining  portion 
above  be  replaced  by  the  pressure  of  some  other  vault,  which 
may  be  of  any  kind,  if  it  be  applied  against  the  semi-circular 
arch.  Thus  no  walls  are  required  on  the  i^des  of  the  sup- 
compart- 


ment, all  the 
weight  of  the 
fendentvot  dome 
(as  it  is  cadled) 
being  thrown  on 
the  angles  of  its 
plan.  Thus  this 
dome  serves  for 
covering  an  open 
cross-way,  and  is 
so  applied  at 
Sancta  Sophia,  of 


Vanlthig  of  SancU  Sophia  :  the  dome  over  Ihe  eentnl 
square  reiting  upon  its  angles,  hat  agaiintfl  its  sides. 


which  the  covered  cross-way,  115  feet  square,  might  well  be 
esteemed,  in  the  barbarous  age  of  its  erection,  a  wonder  of 
the  world  ;  and  the  same  idea  repeated  without  end, — the 
same  sprouting  of  domes  out  of  domes, — continues  to 
characterize  the  Byzantine  style,  both  in  Greek  churches  and 
Turkish  mosques,  down  to  the  present  day.  They  have  been 
well  described  by  Hope  as  a  congeries  of  globes  of  various 
sizes  growing  one  out  of  another. 

This  system  of  vaulting  has  been  adopted  by  two  great 
modem  architects, — ^by  Sir  C.  Wren  at' St.  Paul's,  and  by 
Soufflot  at  St.  Genevieve,  Paris  ;  by  the  former  with  great 
success,  and  in  both  made  to  harmonize  well  with  the  Roman 
style.    But  observe  the  inferiority  of  this  to  the  Roman 
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cross-vaalt.  The  latter  is,  as  we  have  seen,  independent  of 
the  four  adjoining  vanlts,  over  the  arms  of  the  cross.  Bat 
the  pendentive  dome  cannot  subsist  withont  them  ;  for  though 
its  doumward  pressure  is  confined  to  the  angles  of  the  plan, 
its  outward  push  is  exerted  against  the  sides, — ^though  it  rest 
tifon  four  points  only,  it  rests  against  innamerable  points, 
viz.,  against  the  whole  semi-circle  of  each  of  the  main  arches. 
Bnt  the  cross-vanlt  has  its  whole  pressure, — ^not  only  its 
weight,  but  its  push, — collected  into  four  definite  resultants 
applied  to  the  angles  only,  so  that  it  might  be  entirely  sup- 
ported by  four  flying  buttresses,  no  matter  how  slender, 
provided  they  were  placed  in  the  right  directions  td  transmit 
these  four  simple  resultant  pressures,  and  strong  enough  not 
to  be  crushed  by  them.  • 

At  the  first  dawn  of  Gothic  science,  when  the  numerous 
and  disastrous  fires  among  sacred  edifices  led  to  the  attempt 
(first* perhaps  in  the  Rhine  valley)  to  vault  them  with  stone, 
a  mixture  of  the  Roman  and  Eastern  methods  seems  first  to 
to  have  been  tried,  and  some  curious  combinations  of  this 
kind  are  still  to  be  seen  in  the  old  churches  of  Cologne  and 
its  neighborhood.  The  superiority  of-  the  Roman  system, 
however,  soon  led  to  its  exclusive  adoption,  and  it  is  to  be 
seen  in  the  crypts  and  aisles  of  many  buildings  of  our  own 
country,  as  in  those  of  the  naves  at  Durham  and  Ely  and  the 
transepts  at  Ely  and  Winchester  ;  but  in  extending  this  kind 
of  ceiling  to  the  central  avenue,  many  difficulties  arose,  not 
perhaps  so  much  from  the  increased  span  and  height  above 
the  ground,  as  from  the  oblong  form  of  the  compartment.*, 
(those  of  the  aisles  having  been  square  ;)  for  t}ie  builders 
of  this  age  very  properly  rejected  the  doubly-curved  groins 
of  Diocletian's  baths,  which  indeed  would  have  been  quite 
impracticable  over  a  plan  differing  considerably  from  a  square. 
Various  expedients  were  resorted  to,  and  the  only  successful 
one  for  vaulting  the  clerestory  with  round  arches  alone,  was 
by  making  its  comparments  square,  and  letting  each  corres- 
pond to  tmo  compartments  of  the  side  aisle.    This  is  the  mode 
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adopted  at  the  three  great  Bomanesqae  cathedrals  of  Womu, 
Mentz,  and  Speyer  (in  the  last  of  which,  the  diagonal  or 
groin  span  is  more  than  60  feet),  and  in  the  two  great  abbeys 
founded  by  William  I.  and  his  Qneen,  at  Caen  ;  and  it  seems 
to  have  been  intended,  but  never  ezeented,  in  the  na^e  at 
Durham.  We  have  no  example  however,  in  England,  of  a 
uave  with  round-arched  vaulting,  if  we  except  the  small 
massive  chapel  in  the  White  Tower,  London,  which  is  a 
simple  vault  without  groins,  and  is  not  a  <kar  story,  but  en- 
closed between  upper  aisles,  so  that  there  is  no  difficulty  as 
regards  its  abutments.  But  the  various  attempts  to  over- 
come these  difficulties  would  hardly  fail  to  lead,  first  to  the 
mixture  of  pointed  vaults  with  round  ones,  as  in  the  Rhenish 
churches,  and  then  to  the  exclusive  use  of  the  pointed  form. 
Without  detailing  the  various  modes  in  which  this  might 
happen,  and  did  happen,  as  appears  from  the  various  interest- 
ing expedients  seen  in  those  buildings,'*'  we  may  observe  that, 
as  the  chief  practical  difficulties  attached  themselves  to  the 
upper  and  horizontal  portions  of  the  round  vaults,  nothing 
could  be  more  natural  (in  an  age  unfettered  by  pedantic 
admiration  of  classical  precedents)  than  to  get  rid  of  these 
difficult  and  hazardous  parts  of  the  work,  by  beginning  each 
foot  of  the  arch  as  if  it  were  meant  for  an  arch  of  wider 
span,  60  that  the  two  curves  might  meet,  before  attaining  the 
horizontality  which  was  dreaded  in  the  crown  of  the  round 
vaulting. 

The  Romans  had  strengthened  their  vaults  with  simi- 
circularly-arched  ribs,  t.  e.,  portions  thicker  than  the  rest  of 
the  vault,  and  appearing  inwardly  as  flat  bands  projecting 
slightly  from  the  inner  surface,  and  harmonizing  well  with 
the  similar  forms  of  pilasters  in  the  walls  ;  but  they  did  not 
place  these  ribs  where  they  were  most  needed,  viz.,  along  the 
elliptic  groins,  which  bear  all  the  rest  of  the  ceiling.  The 
early  Freemasons  took  care  to  strengthen  these  important 
lines,  and  (on  the  same  principle  that  modem  joists  are 

*  WbeweD^t  *  ArchiteatunJ  Notet  on  G«nnan  GhorcheB.' 
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made  deep  and  narrow j  they  gradoallj  conyerted  the  broad, 
shallow  Roman  band  .into  a  deep  narrow  rib,  by  first  simply 
diminishing  its  width  and  increasing  its  projection  or  depth, 
then  chamfering  the  edges  till  its  section  became  a  semi- 
octagon,  (as  may  be  seen  in  the  nefwer  Romanesque  portions 
of  Winchester  transept,  but  not  in  the  older  portions,  which 
are  examples  of  the  Roman  manner,  unaltered.)  They  also 
headed  the  two  edges  of  the. rib,  and  then  enlarged  these 
beads  till  the  whole  became  a  douhk  roll  with  a  mere  fillet 
between  them,  whence  the  transition  is  easy  to  the  deeper 
and  more  yariously  moulded  vault-ribs  of  the  Early  and 
Complete  Gothic. 

But,  meanwhile,  important  improvements  were  made  in  the 
general  forms  of  the  vaulting,  till  a  new  principle,  very  differ- 
ent &om  that  of  the  Romans,  was  established.  We  should 
observe  that  the  interpenetration  of  two  pointed  vaults  (as 
well  as  of  two  round  ones)  could  only  produce  elliptical 
lines,  or  else  lines  of  double  curvature,  (for  two  cylindrical 
surfaces  can  intersect  in  no  plane  curve  except  an  ellipse,) 
yet  the  early  Gothic  architects  rarely  made  their  groin-ribs 
elliptical,  and  never  deviating  from  a  vertical  plane.  These 
ribs  were  usually  simple  pointed  arches  (of  circular  curvature, ) 
thrown  diagonally  across  the  space  to  be  groined  ;  and  the 
four  arches  over  the  sides  of  this  space  were  equally  simple, 
the  only  care  being  that  all  these  arches  should  have  thenr 
vertices  at  the  same  level.  The 
shell  of  the  vault,  therefore, 
between  these  ribs  was  no  regular 
geometric  surface,  but  simply  such 
as  might  have  been  formed  by 
laths  laid  across  from  rib  to  rib. 
This  shell  is  often  no  more  than 
six  inches  thick,  while  Roman  _       .4_   *  *  *v    •    i  *  /,  *v, 

'  Compartment  of  the  simplest  Gothio 

vaults  of  the  same  span  would  ▼•alttng: aaOy  groin  ribs; bbbhhbf 
.  ,  .  1  i>        ^    X  lide-ribs  or  archee  boonding  the 

have  been  three  or  four  feet.  oomp^tment. 

The  difference  of  principle,  then,  was  that  the  Romans 
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made  their  ydkJjWrswrfaces  geometrically  regular,  and  left  the 
groms  to  take  their  chance ;  while  the  early  Freemason^ 
made  their  groins  (t.  e.,  ribs)  geometricall]^  regular,  and  let 
the  intermediate  mrfdces  take  their  chance.  This  was  a  vast 
improvement  both  in  construction  and  in  art ;  constructiyely, 
because  the  groins  are  really  the  supporters  of  the  whole 
work ;  and  artistically,  because  the  eye  takes  cognizance 
of  UwSf  not  surfaces  ;  and  while  it  is  offended  by  the  doable 
curvature  of  the  groins  in  Diocletian's  baths,  it  scarcely 
detects  the  winding  and  irregular  forms  of  the  Gothic  vault- 
surfaces. 

We  need  hardly  observe  that  these  winding  surfaces  were 
not  formed  of  cut  stone  but  of  stucco,  the  shell  itself  being 
merely  a  rul^le-work  of  the  lightest  minerals  to  be  had,  or, 
in  this  country,  chalk.*  The  Byzantines,  long  before,  had 
diminished  the  thrust  of  their  domes  by  building  them  of 
pumice-stone,  hollow  bricks,  or  pots  (a  practice  revived  by 
that  excellent  master  of  construction.  Sir  J.  Soane)  ;  and  a 
similar  motive  led  to  the  adoption  of  the  material  caUed  by 
monkish  writers  topkiLs^  volcanic. 

The  English  masons,  who,  during  the  Romanesque  period, 
had  been  but  timid  followers  of  the  continental  ones,  be- 

*  ThU  economical  mode  of  Taolting  has  now  fitllen  Into  disiue  ;  bat  it  vac  ap- 
plied with  perfect  saceeas,  in  1810,  in  eoaatnicting  a  pointed  Tanlt  of  the  timplMt 
kind,  orer  the  Bomaoesqae  naye  of  ChiistchaTch,  Bants,  the  dlai^ODal  spaa  btiag 
about  81  feet.  The  Gothic  masons,  howeyer,  at  least  in  this  eonntrj,  seem  to  have 
feared  its  application  to  works  with  a  wider  groin- span  than  40  fiset ;  for  in  this 
manner  are  constructed  the  ceilings  of  all  the  fioglish  cathedrals,  with  two  ex- 
ceptions, York  and  Winchester,  which  have  somewhat  wider  diagonal  spans  than 
the  rest.  The  nare  yaults  of  Winchester  are  entirely  of  cut  stone,  like  those  of 
the  Ikmous  chapels  at  Elj  and  Ckmbridge,  and  (without  the  frittMied  paneDing  of 
the  latter)  are  not  infisrior  in  beauty  and  extent  to  any  work  of  the  kind  ;  but  the 
choir  of  the  same  cathedral,  and  the  whole  of  York,  hare  sham  yaulis  of  wood 
and  plaster,— the  only  instances,  perhaps,  of  Gothic  deception.  At  present,  such 
deceptions  are  the  only  yaultings  made.  Their  uselessness  is  shown  by  the  two 
disastrous  fires  at  York  Minster,  now  said  to  be  <  restored,'  that  is,  prepared  for  a 
third  conflagration.  Many  other  cathedral  roob  haye  caught  fire,  but  sustained 
hardly  any  damage,  all  supply  of  air  from  bdow  being  eat  off  by  the  fire-proof 
oeiUng.  The  duomo  at  Ifflan,  the  abbey  of  Batalha,  and  Reddifle  church,  Bristol, 
haye  fire-proof  roo^k  as  weU  as  ceilings  ;  so  that  the  two  former  are  permaaeikt, 
nndecaying  struetures,  and  the  latter  would  be  to,  but  for  the  badness  of  tta 
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came,  during  the  Gothic  period,  their  masters,  and  construc- 
ted many  vaultings  which  for  beauty  and  geometric  perfec- 
tion have  no  parallel  abroad.  Indeed,  the  defect  of  the 
winding  surfaces,  though  carried  to  a  great  extent  in  the 
boldest  foreign  vaultings,  seems  to  have  been  hardly  tolera- 
ted in  England, — ^being  here  confined  to  the  earliest  works, 
as  Salisbury  cathedral.  In  the  next  step,  the  groin-ribs 
were  elliptical,  as  in  the  choir  of  the  Temple  church  ;  and 
hence,  when,  in  approaching  the  complete  Gothic,  intermedi- 
ate ribs  were  inserted  between  these  and  the  original  arches 
over  the  sides  of  the  plan  (as  in  the  south  and  west  sides  of 
Westminster  abbey  cloisters,)  these  ribs  also  had  elliptical 
curvatures  different  from  those  of  the  groins,  in  order  that 
the  vault  of  cut  stone  built  upon  them  might  have  a  regular 
cylindrical  surface.* 

It  was  well  observed,  however,  by  Ware,  that  "  the  Ro- 
mans, the  Byzantine  Greeks,  the  Freemasons,  and  the  mod 
em  bridge-builders,  successively  tried  the  ellipse  in  architec- 

*  In  these  cases,  as  each  pair  of  ribs  that 
meet  at  a  point  not  over  the  centre  of  the 
plan,  form  a  leaning  archj  tending  to  fall  to- 
wards the  centre,  this  tendencj  has  to  be  re- 
sisted bj  a  ridge-rib  extending  from  the  cen- 
tre to  the  junction  of  the  last  pair  next  the 
side  of  the  plan  ;  but  there  Is  no  reason  for 
its  extending  quite  to  the  side  arch,  though  it 
nsualljr  does  so  in  England.  In  the  annexed 
figure,  the  ridge-ribs  are  shown,  as  in  foreign 
examples,  continued  no  farther  than  is  neces- 
sary. In  England,  intermediate  ribs  •  and 
ridge-ribs  appeared  in  the  later  Early  English 
(as  at  Westminster,)  and  became  quite  gene- 
ral in  the  Mid-Gothio  (as  at  Exeter,  Lincoln, 
and  Litchfield;)  but  abroad,  these  features  are 
confined  to  the  declining  Gothic,— not  ap- 
pearing till  at  least  a  century  later  than  with     Compartment  of  vaulting,  with  rlb« 

of  «to  different    curratures  ;    yis., 
^^  ^Jv«n  ribs,  two  kinds  of  «idd  ribs,  of 

JbrmereUf  one  intermediate  rib  or 
Uereeron  on  the  wide  vault,  and  two 
on  the  narrow  vault.  Whichever  of 
these  six  be  made  circular,  the  re- 
maining five  must  be  elliptical,  if  th« 
lurfiftoes  are  cylindricaL 

litohfield  Cathedral 
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tore,  and  rejected  it."  The  trial  which  the  Gothic  masons 
gave  it  was  exceedingly  short,  and  has  accordingly  escaped 
the  notice  of  many  inquirers;  but  howeyer  few  the 
examples  of  Early  English  elliptic  groining  may  be,  we  must 
not  pass  over  so  important  a  link  in  the  history  of  the  style. 

The  elliptic  groin-rib  seems  to  have  been  first  tried  a  short 
time  previous  to  the  invention  of  the  intermediate  or  Herceron 
ribs,"*"  and  to  have  been  abandoned  very  soon  after  that  in- 
vention ;  and  I  think  the  examples  containing  elliptic  curves 
will  be  found  to  present  generally  another  peculiarity,  viz., 
that  the  courses  of  the  masonry  all  run  horizontally  ;  whOe 
in  both  the  preceding  and  succeeding  examples,  they  take, 
between  each  pair  of  ribs,  a  position  equally  inclined  to  the 
two  ribs ;  so  that,  meeting  the  ridge-piece  obliquely,  they 
are  received  by  a  number  of  saw-like  teeth  cut  in  its  sides. 

Thus  the  abandonment  of  simjk  drcndar  ribs  for  dUf^ 
ones  was  an  improvement,  and  the  rejection  of  elliptic  for 
false  elliptic,  or  compotmd  circular  ones,  was  a  further  improve- 
ment, as-  was  indeed  every  change  in  the  general  form  of 
vaults,  down  to  the  very  latest  examples,  but  it  was  other- 
wise with  their  decoration.  This,  like  the  decoration  of  all 
the  other  features^  attained  its  artistic  eulminating  point 
during  the  fourteenth  century,  and  during  the  prevalence  of 
this  pseudo-elliptic  method  of  rib-drawing. 

In  the  formation  of  the  compound  circular  ribs,  three  con- 
ditions had  to  be  observed, — 1st,  that  the  change  from  one 
radius  to  another  should  be  effected  without  an  angle,  i,  e., 

•  The  French  hare  preserved  gome  of  the  old  names  of  the  chief  ranlting  fea- 
tares,  among  which  ti«rc«roi^,  applied  to  an  intermediate  rib  betireen  the  groin 
and  the  side  of  the  compartment,  and  /orm&rei  to  the  tUm  Jbrmktff  or  enclosing 
each  main  compartment,  seem  miefal.  In  Skigland,  the  ridge-rib  preceded  the  tier- 
ceron,  for  we  find  it  in  Salisbary  chapter-house  and  the  chancel  and  truxaept  of 
Westmioster  ;  while  the  tierceron  appears  only  in  the  nare  of  that  building.  Jn 
both  tliene  examples,  a  refined  ta«ite  led  to  making  the  ridge  feature  quite  different 
from  the  ribs,  because,  being  not  a  support  but  a  pendent  load,  it  required  delica^ 
instead  of  strength,  and  therefore  consists  not  of  mouldings,  but  (at  Salisbny 
whollj,  and  at  Westminster  partlj,)  of  undercut  foliage.  The  later  practice  of  ma- 
king it  represent  a  rib  is  a  fidaahood,  when  there  are  no-  ttereerons  or  leaning 
MOhM  to  bo  distended  bj  it    Without  thorn  It  is  a  mere  ornament 
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that  the  two  arcs  shonld  have  a  common  tangent  at  the 
point  where  this  change  occurs  ; — 2ndly,  that  the  feet  of  all 
the  ribs  should  have  the  same  radius,  and,  in  fact,  be  exactly 
similar  up  to  the  level  at  which  they  completely  separate 
from  each  ether  ;  for  otherwise' this  separation  would  occur 
at  different  heights  between  different  ribs,  which  has  a  very 
bad  effect  ;* — 3rdly,  that  from  this  point  upwards  their  cur- 
vatures should  be  so  adjusted  as  to  make  them  all  meet  their 
fellows  at  the  same  horizontal  plane,  so  that  all  the  ridges 
of  the  vault  may  be  on  one  levelf 

The  pseudo-elliptic  vaultmgs  are  more  pleasing  than  the 
truly  elliptic  ones,  on  account  of  the  greater  variety  arising 
from  the  plain  portions  not  forming  parts  of  one  continued 
surface  ;  so  that  no  rib  can  strictly  be  called  a  surfacerib, 
though  that  name  is  commonly  given  to  all  except  the  groins, 
ridge-ribs,  and  wall-ribs  or  formerets  next  the  wall. 

But  the  geometrical  nicety,  not  to  say  diflSculty,  of  such 

•  This  precaution  wm  eqoaUj  neoeMary  in  the  case  of  the  elliptic  ribe,  and  is 
obfierved  most  accurately  in  the  yaulting  of  the  Dean's  Yard  passage  above  men- 
tioned, which,  though  simple,  is  a  most  splendid  piece  of  arehiteetnral  geometry. 
In  the  clumsy  contrivances  preceding  this,  the  ribs  sprung  from  the  capital,  not 
only  with  different  curratures,  but  with  different  inclinations,  the  centres  of  some 
or  aU  being  lower  than  the  springing.  Afterwards  this  was  not  allowed.  A  condi- 
tion was  imposed  first,  that  they  should  aU  spring  fierUcaUy,  and  then,  aU  ^oUk 
eqvMl  radii.  The  problems  thus  arising,  rendered  a  single  rib  a  work  of  more 
thought,  than  a  whole  buHdlng,  to  many  modem  architects. 

t  When  they  are  not  at  ttfe  same  level, 
either  the  ridges  must  have  a  domical  nse 
(as  in  most  foreign  examples,)  which  gives 
them  a  push  against  the  enclosing  arches,  as 
at  St.  Sophia,  and  is  therefore  objectionable; 
or  else  the  lower  vault^  if  it  have  a  level  i 
ridge,  will  at  its  intersec^on  with  the  side  I 
of  the  higher,  form  a  leaning  arch  (called  a 
Wdah  arch,)  which  is  supported  by  the  ribs 
above  its  vortex.    This  construction  was  not 
common  in  the  pure  Gothic,  though  exam- 
ples occur  in  the  beautiful  domed  kitchen  at 
Durham,  and  in  Winchester  cathedral  nave  ; 
in  the  latter    unnecessarily,  for  the  side 
arches  rise  as  high  as  the  main  vault,  butr* 
their  ridges  dMcend  towards  it,— a  decided 
defect,  as  it  causes  them  to  push  inwards  Winchester  vaulting  (bird's  eye  vitv 
against  its  haunches  or  weakest  parts.  and  plan  of  one  eompartment.) 
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works,  led,  in  the  fifteenth  century,  to  a  simplification  of 
their  general  form,  yet  admitting  of  indefinite  increase  in  the 
decoration.  This  was  the  beautiful  invention  of  what  is 
called' fa7i'tracery  vaultings  fvery  improperly,  for  a  fan-like 
arrangement  of  ribs  may  be,  and  often  is,  applied  to  the  sur- 
face of  any  kind  of  vault.) 


This  invention  might  prop- 
erly be  termed  j^lm  vaulting, 
or  geometrically,  the  conoidal 
or  concavo-convex  vaulting. 
This  regularity  is  shown  in 
the  engraving,  where  it  will  be 
observed  that  thfe  portion  of 
vault  springing  from  each  pil- 
lar has  the  form  of  an  inverted 
concave-sided  i^yramtti,  its  hor- 
izontal section  at  every  level 
being  square  or  rectangular. 


Rectangular  VaalUng-pyTainid 
a  a  a  a,  groin,  ribs.        * 
b  b  b^  formereti. 
0  e,  uercerons 


This  improvement,  not  yet  develop- 
ed ftdly,  is  shown  in  these  engrav- 
ings, the  first  of  which  is  a  view  of 
the  porch  of  St.  Sepulchre  New-at  , 
gate,  and  the  next  of  a  porch  at 
Guildhall. 

In  the  above  example  (St.  Sep- 
ulchre) it  will  be  observed  that  the 
ribs,  rising  all  to  an  equal  height, 
have  a  lozenge  of  flat  ceiling  in  tn  .' 
centre  of  each  compartment,    aa  I 


Hezaffonal  YauUlog-pyrunid, 
Imperfectly  dereloped. 
St.  Sepulchre,  Newgate 
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YaoltiDg-eoiioid,  with  all  its  ribs  of 
•qoai  cnrrature. 


this  space  would  be  larger  in 
the  more  perfect  development 
of  this  method.  Hence  on  a 
large  scale  it  is  necessary  that 
the  space  should  be  domed, 
and  this  is  most  consistently 
done  by  simply  continuing  the 
ribs  with  unaltered  currature, 
till  they  meet  and  form  two 
ridges,  as  in  the  early  vault- 
ings, with  this  difference,  that  here,  as  the  ribs  have  all  the 
same  radius  and  different  lengths,  they  must  all  rise  to  dif- 
ferent heights  before 
meeting,  so  that  the  ridg- 
es are  not  level,  as  in  the 
early  vaulting,  but  grad- 
ually descend  every  way 
from  the  centre  point, 
which  is  the  highest  in 
the  vault.  These  arches, 
described  from  four  cen- 
tres, soon  found  their  way  Conoidal-vaultlng,  King's  College  chapel,  Cam- 
bridge,  (skeleton  lines  of  one  compartment.) 

from  the  vaulting  into  all 

other  parts  of  the  building,  and  became  a  distinctive  style 

called  Tudor. 

The  Tudor,  or  four  centred  arch,  is  not  necessarily  flat  or 
depressed.  Its  chief  advantages  are,  that  it  can  be  made 
of  any  proportion,  high  or  low,  and  always  with  a  decided 
angle  at  the  vortex  ;  whereas  the  common  Gothic  must  al- 
ways be  of  a  higher  proportion  than  a  semi-circle. 

From  this  style  arose  the  "  depressed  Tudor,"  with  the 
aspiring  lines  of  the  Gothic,  and  the  peculiarities  of  the 
Tudor. 

The  essential  parts  of  one  quarter  of  a  compartment  are 
shown  towards  the  left  hand  of  the  accompanying  figure.    It 
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win  be  seen 
that  the 
whole  rests 
on  the  great 
arch  a  a,  dir 
vidiDg  one 
c  ompart- 
ment  from  another.    This  is  of  the  two- 

^jtf^lil/il//     ^®°^<^<1  f'O*™!  ^^t  if  the  vaulted  conoids 
>^^p  I  Ulf /g     ,had   been  made  to  follow  its  coryatore, 
^'  fTH;       jj^^  spring  with  it  from  the   same  ori- 
gin, they  woold  obviously  so  intersect  as  to  leave  for  the 
clerestory  window  nothing  but  the  small,  inconvenient,  lan- 
cet-formed space,  shown  by  the  dotted  lines  at  b.    To  gain 
height  and  space,  therefore,  for  these  windows,  the  main  co- 
noids are  made  to  spring,  not  from  the  foot  of  the  arch  a, 
but  from  a  point  c,  about  half-way  up  its  curve  ;  and  the 
ribs  diverging  thence  in  every  direction,  form,  of  course,  not 
merely  half  but  entire  conoids  and  it  is  no  small  advantage 
that  the  lateral  thrusts  of  all  these  ribs  destroy  each  other  : 
but  their  downward  pressure,  embracing  the  collected  weight 
of  nearly  the  whole  ceiling,  concentrated  on  the  two  points 
c  c  of  each  arch,  is  a  serious  defect  with  the  present  form  of 
arch,  for  it  properly  demands  an  arch  with  cusps  at  c  c,  as 
well  as  at  the  vortex  ;  and  though  the  three-pointed  arch  thus 
formed  might  be  unpleasing  in  ordinary  situations,  it  would 
be  beautiful  here,  because  statically  correct.*     It  might 
have  been  obtained  without  interfering  with  the  general  de- 
sign, either  by  bringing  up  a  highly  inclined  rib  from  some 

*  This  prop^rtj  of  arches  (by  which  each  pressore  concentrated  on  a  point  calls 
fiMr  a  cusp  at  that  point,  and  each  cusp  calls  for  a  concentration  of  pressure  on  it) 
may  be  shown  bj  the  catenary,  which  becomes  an  inverted 
Gothic  arch  whenerer  a  weight  is  suspended  1 
Hooke's  discovery,   "  ut  pendet  continuum  flexile, 
continuum  rigidnm  inversum,"  is  a  motto  never  t 
in  Gothic  building?.     A  French,  street  lamp,  or  i 
may  thu^  teach  the  architect  important  lessons  ; 
the  equilibrinm  of  some  of  the  boldest  vaultings  was  insured  by 
experiments  on  systems  of  chains  representing  the  ribs  inverted. 


r  a  concentration  of  pressure  on  it.) 
mes  an  inverted  *jr  « 

>d  firom  one  link.     \  / 

aexile,  sic  stabit      \  / 

sr  to  be  forgotten        \  / 

r  a  splder^s  web,         ^^^w/ 
IS  ;  and  perhaps  ^ 
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point  below  gy  to  give  additional  sapport  to  the  point  c,  or 
else  by  throwing  a  flat  arch  across  from  c  to  c,  whose  lateral 
thrust,  by  combining  with  the  downward  pressure  on  these 
points,  would  torn  the  resultant  more  aside,  into  the  body 
of  the  rib  a. 

The  variety  of  curvature  in  compound  arches  often  gives 
them  a  peculiar  grace.*  But  the  "  depressed ''  Tudor  arch 
is  not  a  necessary  adjunct  to  conoidal  vaulting,  and  the  gor- 
geous chapel  of  Henry  YII.  presents  us  (if  we. can  look 
through  the  disguise  of  meretricious  ornament)  with  a  noble 
attempt  to  combine  the  advantages  of  this  vaulting  with  the 
aspiring  expression  and  small  lateral  thrust  of  the  high  two- 
centred  arch.f  The  singularly  complex  vaulting  over  the 
clerestory  of  this  chapel,  seldom  rightly  understood,  becomes, 
when  divested  of  its  inessential  parts,  quite  intelligible,  if  we 
remember  the  architect's  object,  to  combine  the  most  recent 
constructive  science  with  the  artistic  expression  of  an  earlier 
style,  and  this  in  the  face  of  a  great  difficulty,  arising  from 
the  unusually  oblong  plan  of  the  compartment  (nearly  thrice 
as  long  as  its  breadth),  which,  if  treated  by  the  Cambridge 
method,  would  have  required  an  exceedingly  depressed  arch, 
hardly  practicable,  or  at  least,  by  its  great  lateral  thrust, 
requiring  most  clumsy  expedients  on  the  outside  for.  its 
abutments. 


*  The  three  foUoiring  polnta  should  be  attended  to  in 
these  arches  : 

1.  Their  effect  matnlj  depends  on  the  aagnlar  «ctent 
of  the  lower  cuire,  which,  in  good  examples  is  not 
more  than  65°,  nor  lees  than  46*. 

2.  The  radlas  of  the  apper  corre  twIm  from  tteie4 
to  more  than  ffe  UrMt  the  radios  of  the  lower  ;  bat 
generally  speaking,  the  greater  their  disproportion, 
the  more  obrious,  and  therefore  the  less  pleating,  is 
the  sadden  change  of  cannatore. 

8.  It  was  a  common  (but  not  a  general)  rule  to 
place  the  lower  centres  yertieallj  below  the  npper  and 
opposite  ones  thus  :  Foor-centred  arch. 

t  Since  writing  this,  I  hare  seen  .two  other  examples  of  this  most  refined  ranlt- 
work,  In  the  Cathedral  and  Dtrinitj  School  at  Oxford.  They  are  all  t^iree  nearly 
contemporary,  so  that  the  priority  of  the  invention  may  be  doubtful. 
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Bat  to  return,  the  conoids  springing  from  c  c  would  i 
to  cover  the  whole  plan,  but  the  semi-arches  formed  between 
them  and  the  wall  would  have  been  far  from  pleasing,  besides 
exerting  a  push  against  the  top  of  the  wall,  where  it  could 
not  be  conveniently  resisted  (because  not  collected  into  a 
single  resultant.^  The  conoids  are  therefore  opposed  by 
corresponding  half-conoids  springing  fron!  between  the 
window-heads  at  e,  and  to  meet  their  outward  thrust,  an 
additional  range  of  flying  buttresses  is  provided,  above  the 
common  or  lower  range,  which  take  the  thrust  of  the  arches 
a.  The  two  flying  buttresses  are  distinct,  though  connected 
by  a  web  of  open  tracery,  which  also  fills  the  space  a  a. 

So  far,  if  the  constructive  principles  of  this  ceiling  had 
been  displayed,  instead  of  disguised,  it  would  ( whether  much 
or  little  ornamented)  have  been  as  much  admired,  and  per* 
haps  imitated,  as  it  has  actually  been  wondered  at  and  con- 
demned. But  the  disguise  may  be  thus  accounted  for :  as 
the  ribs  of  the  conoids  and  half-conoids  do  not  spring  verti- 
cally from  their  origins  at  c  and  e,  their  intersection  would 
form  a  segmental  arch  (with  angles  at  its  springing) ;  but 
this  not  being  a  graceful  form  of  window-head,  its  angles  are 
rounded  off,  and  to  correspond  with  this  and  leave  no  portion 
of  the  wall  unoccupied,  the  half-conoids  are  prolonged  down- 
wards into  the  form  shown  in  dots  at  e.  But  uniformity  was 
carried  too  far  in  making  the  main  conoids,  c,  assume  the 
same  form,  for  this  gives  them  ("as  shown  at  c)  the  air  of 
huge  pendents,  for  which,  indeed,  they  are  often  mistaken.* 
It  is  needless  to  say  that  the  only  real  pendents  are  those 
hanging  from  the  centre  of  each  compartment,  as  from  d; 

*  Another  unfortunate  disguise  arisM  from  the  foliation  applied  to  the  rib  a, 
which  reduces  that  important  member  to  apparenttosigniflcance.  Where  strength 
is  required,  it  should  not  onlj  exist,  but  appear.  Bold  and  simple  moulduiga 
should  have  sufficed  fbr  the  decoration  of  the  main  stem,  which  bo  beautifoUj, 
like  the  leaf-stalk  of  the  fan-palm,  supports  its  spreading  burden,  from  which  the 
artist  might  al-^o  have  learned  the  necessity  of  an  angular  bend  at  c.  The  pliancy 
of  the  vegetable  structure  and  the  brittle  rigiditj  of  the  stone  do  not,  in  this  re- 
spect, lead  to  different  constructive  principles,  since  the  Undenay  in  the  former, 
and  the  aim  in  the  latter,  are  alik»— to  avoid  all  but  cotmpreMtlt  foioea. 
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and  these,  which  occur  also  in  the  same  sitnation  in  the 
aisles  of  this  building,  at  St.  George's  chapel,  Windsor,  and 
in  many  foreign  buildings  of  an  earlier  date,  are  not,  as 
manj  suppose,  useless  excrescences:  they  serve,  like  the 
ridge-ribs  and  bosses  of  a  purer  style,  to  supply  that  load  on 
the  Yortex  which  the  equilibrium  of  the  pointed  arch  not 
only  admits,  but  requires.  The  abuse  of  these  members 
arose  when  they  were  formed  into  the  s^nblance  of  ribbed 
and  paneled  cotoids, — ^features  of  support,  apparently 
pointing  to  ("and  therefore  demanding^  supports  from  below. 

II.  On  the  general  pUms. — ^Before  proceeding  to  examine 
the  other  parts  of  the  Gothic  system,  it  is  necessary  to  glance 
at  the  peculiarities  of  its  buildings  in  general  plan  and  out- 
line. These,  though  all  derived  from  the  well-known  basilica, 
will  be  found  to  present  many  differences  rather  depending 
on  place  than  time.  There  have  been  plans  peculiar  to  cer- 
tain countries  and  even  provinces ;  and  these  peculiarities 
seem  to  have  maintrfined  their  ground  for  centuries,  unaf- 
fected by  the  changes  in  decorative  style.  Thus  the  churches 
with  two  chancels,  and  those  with  a  transept  near  each  end, 
are  peculiar  to  Germany ;  those  with  two  transepts  near  the 
centre,  to  England  ;  and  double  or  dipteral  aisles  are  a 
southern  feature  hardly  to  be  found  north  of  Paris.  So  also 
the  apse,  (i. «.,  semi-circular  or  semi-polygonal  termination, J 
which  was  always  universal,  or  very  nearly  so,  on  the  Con- 
tinent, is  rather  an  exception  than  a  rule  in  England ;  while 
the  central  tower  or  lantern,  so  generally  and  largely 
developed  in  England  and  Normandy,  hardly  occurs  in  the 
rest  of  France.  Towers  detached  from  the  church  are 
almost  confined  to  Italy;  and  pairs  of  towers  in  the  rentrant 
angles  (a  very  beautiful  feature  common  over  eastern 
Europe)  hardly  advanced  west  of  the  Rhine.^ 

Some  Eastern  peculiarities  of  form,  as  the  square  and 
short  cross  plans,  were  introduced  by  Greeks  into  the 
Adriatic  side  of  Italy,  but  spread  no  further,  because  the 
Romish    ritual    involving    processions    required   lengthy 
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churches,  avenues,  and  aisles.  No  such  reasons,  howeTcr, 
can  be  given  for  the  other  local  peculiarities  of  plan,  which 
must  be  referred  to  the  peculiar  tastes  of  different  nations. 

The  inventive  fancy  of  the  Oermans  seems  to  have  led 
them  to  try,  during  the  Romanesque  period,  every  possible 
combination  of  form  consistent  with  great  length  and  the 
cruciform  plan  ;  or  else  the  durability  of  their  stone  haa 
preserved  to  us  a  greater  number  of  these  early  experiments 
in  Germany  than  elsewhere.  Several  of  the  oldest  churches 
of  Cologne,  (St.  Mary  in  the  Capitol,  St.  Martin,  and  the 
Apostelnkirche,^  as  also  St.  Quirin,  at  Neuss,  and  the  noble 
early  pointed  ^church  at  Marburg,  present  a  plan  which, 
though  classed  among  Latin  crosses,  seems  to  form  a  link 
between  them  and  the  Greek.  The  latter  term  is  applied  to 
a  cross  with  all  its  limbs  nearly  equal,  and  generally  very 
short,  while  the  form  now  spoken  of  has  three  limbs  equal 
and  similar ;  but  the  fourth,  which  forms  the  entrance,  ifl 
considerably  lengthened.*  This  form  ts  exceedingly  uncom- 
mon away  from  Cologne,  though  it  is  the  plan  of  the  two 
greatest  cathedrals  of  Italy,  fthat  at  Florence  and  the  mod- 

*  All  lengthy  crosses  are  called  L^tin.  There  are  sereral  Tarieties  arising  from 
the  gradual  lengthening  of  the  eastern  or  chancel  limb,  which,  from  being  at  fint 
the  shortest,  became  at  length  in  some  English  examples  the  longest.  We 
maj  distinguish — ^Ist,  The  original  Latin  cross,  resembling  a  crucifix,  the  limb  of 
entrance  being  the  longest,  and  that  opposite  the  enltamce  the  shorteet.  Ibe 
grandest  example  is  the  cathedral  of  Pisa,  and  this  is  also  the  fonn  of  the  diBn9 
lory  in  the  ancient  basilicas  ;  bat  their  numerous  aisles  fill  out  the  nave  to  aa 
equal  breadth  with  the  transept,  thus  obliterating  all  crucifbrm  appearance  in  the 
ground  plan.  The  second  kind  of  Latin  cross  is  that  described  abore,  formed  bj 
lengthening  the  chancel,  and  making  both  it  and  the  northern  and  southern  arms 
all  similar.  Sdlj,  The  beautiftil  symmetry  of  this  plan  was  destroyed  by  still  lur> 
ther  lengthening  the  eastern  limb,  though  still  keeping  it  shorter  than  the  nare. 
Examples  are  abundant  in  erery  coantry :  the  greatest  are  Milan  and  Rheims ; 
in  England,  Ely  and  Norwich.  4ihly,  The  symmetry  was  restored  by  making 
the  eastern  and]  western  arms  equal,  as  at  Amiens  and  Salisbury,  the  spiiM 
of  which  are  in  the  centres  of  their  length  aa  well  as  breadth.  This  is  the 
commonest«6othic  f<9m,  but  its  symmetry  of  plan  does  not  appear  in  the  side 
view,  bec*iuse  of  the  low  chapels  forming  the  east  end.  The  continuation  of  the 
clerestory  to  the  extreme  end  seems  peculiar  to  England,  and  is  very  rare  in  large 
buildings  :  Ely,  Lincoln,  and  York  cathedrals  are  examples,  but  at  the  latter  the 
eastern  limb  is  rather  longer  than  the  western— a  defect  common  in  the  Englhb 
double-cross  chnrehet 
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em  Yatican  J  baving  arisen  in  the  latter  case  from  the  addi- 
tion of  a  long  naye  to  what  was  originally  intended  to  be  a 
Greek  cross.  In  all  these  cases  the  three  short  limbs  are 
either  terminated  by,  or  wholly  consist  of,  three  apses. 

Many  of  the  Romanesque  churches  of  the  Rhine  present 
an  extension  of  this  plan  by  forming  a  cross  of  this  kind  at 
each  end  of  a  long  nave,  of  which  the  finest  example  is 
the  Aposteinkirche.  Hence  arose  the  German  donbje 
cross,  very  different  from  the  English,  and  resembling 
rather  this  figure,  J.  The  two  transepts,  however,  were 
never  alike  :  one  of  them,  generally  the  western,  has  square 
ends  instead  of  apses  ;  frequently  both  are  square-ended,  but 
the  extreme  ends  of  the  bm'lding  were  in  many  cases,  as  at 
Mentz,  both  apsidal,  forming  two  chancels,  and  admiting  of 
no  entrance  in  the  axis  of  the  building,  but  only  in  its  sides, 
(as  at  Worms  and  Oppenheim,)  or  on  each  side  of  the 
western  apse,  (as  at  the  very  curious  abbey  of  Laach.) 

In  later  buildings  the  western  apse  was  omitted,  but  the 
eastern  always  retained,  and  occasionally  it  was  flanked  by 
two  minor  apses  projecting  from  the  eastern  sides  of  the 
transept  arms.  This  arrangement  occurs  in  France  at  Rouen 
cathedral,  and  in  England  at  Romsey,  Hants  ;  but  in  Ger- 
many it  seems  common,  the  best  known  examples  being 
Laach,  Andernach,  and  Gelnhausen.  In  the  latter,  the  side 
apses  are  carried  up  to  form  towers.  This  triapsal  plan,  far 
inferior  in  beauty  to  that  above  described  in  the  Cologne 
churches,  arose  from  the  then  newly-introduced  custom  of 
orieiUation^  or  placing  every  altar  against  an  eastern  wall ; 
whence  also  the  practice  of  giving  transepts  an  aisle  on  their 
east  side  only,  destroying  the  symmetry  of  their  end  fa9ades, 
as  at  Salisbury. 

Sometimes  a  transept  projected  so  little  as  to  appear  only 
in  the  clerestory,  and  not  i  to  affect  the  ground  plan,  as  is  the 
case  with  the  lesser  transept  at  the  abbey  of  Heisterbach, 
and  the  only  one  at  Freiburg  minster,  both  of  the  Transition 
or  earliest  Pointed  period.     Both  of  these  transepts,  how- 
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ever,  are  lower  than  the  clerestory,  though  higher  than  the 
aisles,  which  is  a  great  detriment  to  the  nnitj  of  the  build- 
ing.  The  transept  of  Notre-Dame  at  Pari6,  and  the  lesser 
one  at  York,  are  of  the  same  kind,  bnt,  being  as  high  as  the 
main  bailding,  are  free  from  this  objection. 

The  German  Romanesque  churches  are  not  more  remark- 
able for  these  varieties  of  plan,  than  for  similar  complexities 
of.  outline  produced  by  their  numerous  towers,  amounting  in 
some  cases  to  six,  and  at  the  small  cathedral  of  Limburg  to 
seven.  The  crossing  of  each  transept  had  usually  a  low 
square  tower  concealed  by  the  roofs  ;  four  arches  thrown 
across  the  angles  of  this,  served  to  support  the  oblique  walls 
of  an  octagonal  lantern  rising  above  the  roofs,  and  terminat- 
ing internally  by  a  cupola;  externally  by  a  pyramidal  roof, 
pitched  at  an  angle  of  60**,  or  more.  The  western  tower, 
however,  ("whether  placed  over  the  crossing  of  the  west 
transept,  or  at  the  extreme  west  end,)  was  usually  without 
an  octagon,  and  ended  in  a  square  pyramidal  roof,  the  sides 
of  which  correspond  to  the  angles  of  the  tower,  and,  by 
intersecting  its  sides,  form  four  high-pitched  gables.  This 
form  of  tower-roof  is  a  striking  characteristic  of  the  older 
German  churches.* 

Small  towers  or  turrets  were  placed  in  pairs,  first,  near 
the  east  end  only,  as  at  the  Apostelnkirche  ;  then  near  both 
ends,  as  at  Speyer,  Mentz,  and  Laach  ;  and  finally,  at  the 
west  only,  as  in  most  Gothic  churches,  where  they  assome 
greater  importance,  and  become  (at  least  on  the  Oontment) 
the  principal  towers  both  for  size  and  height.  When  there 
were  two  towers  at  each  end,  the  two  pairs  were  always 
varied  in  form,  height,  and  distance  asunder.  Thus,  at 
Laach,  the  odagoiial  eastern  lantern  is  flanked  by  sqmrt^ 
towers,  and  the  square  western  one  by  octagonal  towers:  the 
latter  are  placed  as  far  apart  as  possible,  viz.,  at  the  ex- 

*  According  to  some  engravings  It  seems  to  be  in  some  cases  octagonal,  with  an 
angle  over  each  angle  oT  the  square  tower,  bnt  thej  are  often  tminteDigible  or 
irreconcilable.  Even  in  MoUer's  fine  work  there  are  dlserepanoieB  in  this  reepect 
(See  his  FUtes  of  limborg  cathedral) 
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trcmities  of  the  western  transept,  while  the  former  are  as 
near  as  possible,  viz.,  in  the  eastern  rentrant  angles — a  posi« 
tion  common  in  the  oldest  German  bnildings,  and  which 
giyes  to  the  eastern  view  of  the  Apostelnkirche  a  Byzantine 
and  almost  moeqne-like  character.  All  these  towers  termi- 
nate in  pyramids  or  spires. 

The  scTen  towers  of  Limbnrg  consist  of  a  central  octagon 
and  spire,  two  large  square  western  towers,  with  gable  pyrar 
mids,*  and  fonr  slender  ones  of  the  same  kind,  at  the  extreme 
corners  of  the  transept, — a  rather  nnnsnal  position.  Such 
towers,  however,  occur  in  the  great  Gothic  cathedrals  of 
Rouen  and  Rheims  ;f  and  there  is  good  evidence  that  they 
formerly  existed  in  the  Saxon  transept  ends  of  Winchester, 
but  were  removed  probably  in  the  alterations  of  10  T  9. 
Historic  mention  is  made  of  a  tower  or  towers,  also  at  the 
east  end  of  that  immense  Romanesque  pUe,  which  must  have 
been  hardly  inferior  to  that  of  Speyer. 

There  are  also  instances  of  pairs  of  towers  so  attached  on 
each  side  of  the  church  as  to  form  themselves  a  transept. 
This  occurs  sometimes  at  the  west  front  in  all  countries,  as  at 
Rouen  cathedral,  Lincoln,  and  Wells.  Again,  two  buildings 
on  the  extreme  confines  of  the  Gothic  sway,|  perhaps  the 
eastemmos.t  and  westernmost  examples  of  pure  Gothic,  agree 
in  one  great  peculiarity.  Exeter  and  Vienna  present  instances 
of  the  only  transept  being  formed  by  two  towers  built  against 
the  sides  of  the  church. 

f  A  eonvenleat  name  for  the  form  of  roof  above  described. 

f  These  towers  possess,  both  at  Rouen  and  Rheims,  a  peculiar  and  rather  elegant 
character.  Th&y  nse  no  higbier  than  the  main  roof,  are  leria  ornate  than  the  rest 
of  the  building,  and  hare  ^eh  face  occupied  by  one  lofty  unglased  window,  or 
open  arch,  divided  into  two  lights  by  a  very  slender  shaft. 

X  The  geographical  range  of  the  Gothic  style  cannot  be  very  exactly  defined, 
owing  to  the  habit  which  eaatem  travelers  have,  of  calling  everything  that  con 
tains  a  pointed  arch,  Gothic.  It  seems,  however,  to  extend  as  far  s.  x.,  as  Corfu, 
or  perhaps  Rhodos,  and  n.  w.,  to  Ireland  ;  n.  k  ,  to  the  Baltic  Isle  of  Gottland,  ani 
8.  w.,  to  the  oceanic  isle  of  liadeira,  where  the  extravagantly  debased  niches  of  the 
eathedral  of  Funchal  furnish  <in  the  first  modem  colony)  the  last  expiring  efl^ort 
of  medieval  art :  geographically  placed  between  two  worlds,  it  aeems  fitly  to  stand 
lietwoeii  two  Ustorieal  epoeba. 

20 
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The  Gothic  buildings  of  France,  though  more  magnificent, 
present  less  variety  of  form,  and  far  less  crternal  beauty, 
than  those  of  either  G-ermany  or  England.  Their  compan- 
Bon  with  the  latter  shows  some  great  differences  in  general 
design,  which  we  will  endeavor  to  trace. 

The  year  1219  is  remarkable  for  the  foundation  of  two 
cathedrals  of  the  largest  claas,  one  in  France  the  other  in 
England — Amiens  cathedral  and  Salisbury  cathedral ;  one 
French  Gothic,  the  other  English.  Our  limits  forbid  a 
<!omparison  of  their  respective  merits,. 

We  should  observe,  that  the  churches  of  Normandy  (espe- 
cially the  three  magnificent  ones  at  Rouen)  approach  the 
English  rather  than  the  French  type.  They  exhibit  their 
lengthy  proportions,  (every  other  dunension  seeming  sacrificed 
to  lineal  extent,)  their  strongly  marked  transept  and  outer 
buttresses,  and  their  great  central  feature  predominating  over 
the  western  towers,  which  in  France  were  generally  the 
principal  ones.  Normandy  seems  always  to  have  formed 
architecturally  an  English  province  ;  and  the  observer  who 
goes  from  Westminster  to  Rouen,  goes  from  a  French  build- 
ing to  English  ones.    . 

The  greater  proportion  of  height  to  breadth  in  the  Frendi 
Gothic  avenues  is  not  a  general  feature  ;  the  great  majority 
of  such  vistas,  in  all  countries  alike,  having  the  height  equal 
to  twice  the  breadth.  A  higher  proportion  is  confined  to 
buildings  of  the  largest  class  ;  for  the  larger  they  are,  the 
greater  may  this  proportion  be  without  appearing  excessive. 
It  might  be  supposed  that  the  introduction  of  arching,  by 
enabling  wider  spaces  to  be  covered  than  by  lintels,  while  at 
the  same  time  it  required  more  extent  of  abutment  (for  the 
same  width  of  span),  the  higher  it  was  raised  above  the 
ground  would  for  both  these  reasons  have  led  to  openings  <^ 
a  lower  and  wider  proportion,  both  in  windows,  arches, 
axrenues,  and  entire  buildings.  But  this  was  not  the  case,  at 
least  not  in  ecclesiastical  buildings,  the  designers  of  which 
continued  to  be  fully  alive  to  the  msgesty  of  tall  proportions^ 
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even  when  obtained  at  the  expense  of  space  and  convenience  ; 
and  they  never,  till  the  latest  period  of  the  style,  admitted 
archways  for  any  purpose,  great  or  small,  lower  than  twice 
their  breadth  This  was  also  the  proportion  given  to  single 
openings  by  the  classical  ancients,  not  only  in  doors  and 
windows,  but  in  distyle  porticoes  (as  those  of  the  Tower  of 
the  Winds.)  But  it  seems  to  have  often  escaped  notice,  that 
in  both  systems  the  placing  of  several  openings  side  by  side 
(at  least  externally)  renders  a  taller  form  necessary,  and  this 
in  proportion  to  their  number.  A  tetrastyle  portico  formed 
simply  by  the  extension  of  the  distyle,  would  be  low  and 
squat ;  it  requires  to  be  nearly  square  in  its  general  outline, 
i,  e.,  the  height  of  its  openings  must  be  about  thrice  their 
breadth.  A  hexastyle  portico  requires  the  columns  to  be 
placed  still  nearer  than  a  tetrastyle,  as  appears  plainly  from 
comparing  the  two  porticoes  of  the  Erechtheum.  But  two 
columns  taken  out  from  either  of  these,  especially  the 
hexastyle,  would  be  quite  inapplicable  as  a  distyle  porch, 
the  opening  being  much  too  narrow.  The  prevailing  faults 
of  the  EngHsk  Gothic  is  lowness  of  proportion. 

The  whole  internal  portions  of  Amiens  are  so  admirable, 
that  this  model  was  closely  followed  in  two  other  immense 
edifices,  each  intended  to  have  exceeded  every  human  work, 
but,  after  centuries  of  labor,  left  not  half  complete.  Beau- 
vais  remains  a  choir  and  transept  only  ;  Cologne  a  mere 
choir.  The  first  of  these  glorious  fragments,  while  preserv- 
ing the  proportions  of  its  model  very  exactly,  exceeds  it  in 
scale  hy  about  one-sixth :  while  Cologne  would  have  been, 
internally,  almost  a  copy  of  Amiens,  all  the  modular  dimen- 
sions diflFering  only  by  a  few  inches.  The  German  cathedral, 
however,  besides  the  advantage  of  a  more  complete  style, 
would  have  had  a  strongly  marked  transept,  advancing /<ntr 
equal  compartments  each  way,  a  stone  central  tower  and 
pyramid  of  a  breadth  proportioned  to  the  building,  and  two 
colossal  western  towers  and  spires  as  high  as  its  whole 
length,  and  so  adjusted  that  a  straight  line  might  be  drawn 
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from  their  sommit,  toaching  that  of  the  central  lantern  and 
of  the  east  end.  This  building,  if  completed  exactly  accord- 
ing to  the  design,  would  certainly  eclipse  all  others  of  every 
age,  country  and  style. 

The  dnomo.  of  Milan,  the  greatest  completed  Gothic  stmc- 
tnre  of  Italy  or  perhaps  the  world,  also  closely  follows 
Amiens,  both  in  proportions  and  scale,  the  chief  alteration 
being  that  of  placing  the  transept  nearer  the  eastern  than 
the  western  end. 

The  bnttresB-chapels  (or  else  doable  aisles)  of  the  conti- 
nental churches  called  for  peculiar  modes  of  roofing.  Instead 
of  one  longitudinal  leanrtoor  semi-roof,  there  is  commonly  a 
separate  and  complete  roof  over  each  compartment,  but  ex- 
tending transversely  over  both  the  inner  and  outer  aisle,  and 
terminating  both  ways  in  hips.  8uah  is  the  case  at  Cologne, 
and  at  the  nave  and  apsis  of  Amiens,  but  in  the  choir  they 
terminate  outwardly  in  gables, — an  arrangement  which 
seems  more  consistent  than  any  other  with  the  Oothic  prin- 
ciples. The  superb  church  of  Si.  Bicquier,  near  Abbeville, 
presents  a  singular  modification  of  this.  Instead  of  eadi 
roof  covering  a  compartment,  it  covers  *two  half-compart- 
ments, making  a  gable  over  ^ach  buttress,  and  a  gutter  over 
each  window. 

As  these  modes  of  aisle-roofing  do  not  abut  anc&infit  the 
central  building,  they  do  not  necessarily  lead  to  a  triforium  ; 
and  the  clerestory  windows  might  be  continued  quite  down 
to  the  cornice  over  the  aisle  arches.  Such  is,  in  fact,  the 
case  ;  but  the  architects,  wishing  to  retain  a  kind  of^trifori- 
um,  formed  the  lower  part  of  these  windows  into  a  very  nar- 
row one,  not  lighted  from  within,  as  with  us,  but  admitting 
light  from  without.  These  galleries  are  formed,  as  it  were, 
in  the  thickness  of  the  wall, — ^if  that  can  be  called  a  wall 
which  consists  only  of  two  fairy-like  arcades, — ^the  outer 
glazed,  the  inner  left  open.  The  shafts  of  both  are  of  the 
utmost  slenderness,  having  nothing  to  support  but  the  walk 
above,  open  to  the  exterior,  and  Hie  glass  of  the  clerestory 
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window  ;  and  hence  there  is  no  wide  arch  spanning  the  whole 
compartment,  or  at  least  half  of  it,  as  in  English  triforia. 
WhUe  the  blind  triforimn  at  Abbeyille,  with  tracery  andpar« 
apets  varied  in  each  compartment,  is  exquisitely  beantifdl, 
these  lundwms  triforia  at  Cologne,  Amiens,  Beauvais,  and 
St.  Oaen,  by  admitting  light  where  we  commonly  see  solid 
wall  or  dark  openings,  prodace  an  eifect  our  Gothic  never 
reached. 

Dr.  M5ller  observes,  that  the  Gothic  churches  of  Hesse 
are  mostly  without  clerestories,  but  does  not  say  whether 
their  outer  roofs  all  resemible  that  at  Marburg, — an  interest- 
ing question,  as  this  kind  of  building  (which  has  its  own  pe- 
culiar style  of  beauty,  and  is  well  adapted  to  modern  wants) 
is  very  variously  roofed  in  different  countries.  At  Vienna, 
one  enormous  high-pitched  roof  covers  all  three  avenues,  and 
gives  the  form  of  a  barn,  with  more  roof  than  wall.  At  the 
east  end  of  Salisbury,  a  similar  roof,  but  with  a  moderate 
pitch,  below  45^,  is  skillfully  adjusted  at  the  end  to  fit  three 
acute  gables, — an  example  well  worthy  of  modern  imitation, 
The  mora  general  English  method  was  by  three  distinct  Ion- 
gitudinal  roofs,  (as  at  the  Temple  church,)  leaving  the  inter- 
mediate gutters  to  be  choked  by  every  fall  of  snow.  At  Mar^ 
burg,  the  aisles  are  covered  by  transverse  roofs  over  each  com* 
partment,  originally  (now  over  each  pair)  proceeding  from 
the  central  roof,  and  termmating  outwardly  in  hips. 

In  the  foreign  dipteral  churches,  whether  with  the  outer 
aisles  open  or  divided  into  buttress-chapels,  these  parts  were 
commonly  of  the  same  height  with  the  inner  aisles.  Milan 
and  Beauvais  present  exceptions  to  this.  They  have  what 
may  be  called  a  double  clerestory,  the  inner  aisles  rising  above 
the  outer  aisles  or  chapels,  and  having  windows  above  them. 
At  Milan,  the  outer  aisles  are  so  disproportionately  high, 
that  these  two  clerestories,  which  are  exactly  equal  and 
similar,  are  reduced  to  a  very  poor  altitude  ;  and  the  com- 
partments being  very  broad,  the  vaulting  leaves  room  in  each 
case  for  only  a  very  small  window  under  its  crown,  i.  e.,  iu 
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the  centre  of  each  wide  compartment.  Thns  these  two  tien 
of  thinly-scattered  holes  admit  only  jnst  light  enough  to 
destroy  the  nnity  of  a  boilding  with  five  avennes  of  equal 
height  I  and  this  famous  dnomo  has  neither  the  beauty  of 
the  common  Gothic  nor  of  the  Hessian  arrangement,  but  the 
disadyantages  of  both,  with  neither  the  airy  clerestory  nor 
the  palm-like  combination  of  pillar  and  out-branching  yault- 
ribs,  which  is  peculiar  to  buildings  without  clerestories.  But 
how  differently  is  this  managed  at  Beauvais,  which,  though 
the  loftiest  apartment  ever  built,  is  yet  made  by  its  numerous 
stories,  and  their  skilfhlly-contrafited  inequalities,  to  appear 
both  inwardly  and  outwardly  loftier  than  it  really  is.  For 
within  we  find,  first,  the  enclosure  walls  of  the  oater  chapels, 
then  their  lofty  windows  ;  above  their  vaulting  a  small  bluok 
triforium,  and  then  the  moderate-sized  aisle  windows  ;  again, 
(above  the  aisle  vaulting,)  the  great  transparent  triforium, 
and  then  the  immense  clerestory,  with  windows  longer  even 
than  those  of  the  outer  tier,  and  at  least  ten  times  the  height 
of  the  first  blank  triforium,  which  yet  is  (or  seems)  high 
enough  to  form  a  gallery.  A  dunension  is  not  increased  in 
appearance  by  division  into  equal  parts,  but  only  into  wie^ud 
ones  well  contrasted.  It  is  very  doubtful  whether  the  uni- 
form repetition  of  columns,  windows,  or  other  features,  adds 
to  apparent  length ;  but  the  unequal  divisions  of  length 
formed  in  a  Gothic  church  by  the  vestibule,  nave,  crossing, 
chancel,  &c.,  give  artificial  length,  and  the  unequal  stories 
give  artificial  height,  while  the  eqiMl  stories  of  a  factory  pro- 
duce no  such  effect.*  This  principle  of  contrasted  division 
is  important  in  the  composition  of  mouldings.    In  good 

■^Ptrhapa  a  gradaUd  diyiaion,  diminishing  upwards,  may  also  gire  apparent 
height.  Ko  boilding,  of  the  same  altitude,  appears  nearly  so  lofty  as  a  Doric 
portico  ;  on  which  Papworth  obserres^'^  In  the  vertical  subdiTisions  of  the 
masses  forming  the  oolumns,  the  trlgljphs,  the  metopes,  and  the  mntoles,  and 
eren  the  ornaments  abore  them, — the  aoroteria  and  terminations  of  the  rool^— it 
is  erident  that  great  attention  was  paid  to  produce  the  effect  of  altitude,  by  con- 
ducting  the  eye  flrom  the  base  upward  along  the  eolnmns  and  entablature,  in  a 
■uocession  of  lines  admirably  proportioned  to  each  other,  and  becoming  shorter  m 
they  approach  the  summit  of  the  building." 
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cornices  we  nerer  find  two  members  of  equal  or  nearly  equal 
height  together,  nor  should  two  conspicuous  members  of  tht 
seme  kiTid  be  nearly  equal,  even  though  separated  by  nume< 
rous  members  of  a  different  kind.  Alteration  is  as  bad  as 
succession  of  equal  parts.  There  must  also  be  a  fixed  limit 
to  the  principle  of  contrast  where  it  begins  to  interfere  with 
that  of  multitude.  There  must  be  a  certain  disproportion 
between  two  divisions  which  should  not  be  exceeded,  because 
then  the  larger  diyision  would  appear  greater,  divided  into 
two,  then  entire.  What  is  this  limiting  ratio  ?  An  examina- 
tion of  the  finest  classic  examples  would  seem  to  give,  for 
this  limit,  the  ratio  of  10  or  12  to  1.  A  greater  disproportion 
than  this,  the  eye  can  hardly  measure  or  understand  as  a  con- 
trast. While  very  small  differences  (if  visible  at  all)  are 
always  ^er^stimated,  very  great  ones  are  always  vmder' 
estimated.  Good  examples  of  contrasted  division  should  be 
copied  simply  as  such.  They  are  equally  applicable  to  the 
divisions  of  a  building  or  of  the  smallest  moulding,  conducing 
alike  to  sublimity  in  the  one,  and  beauty  in  the  other. 

The  origin  of  the  chief  peculiarity  of  general  form  in  the 
English  Gothic,  viz.,  the  eastern  minor  transept,  may  be 
accounted  thus : — ^In  cruciform  churches  there  were  two  modes 
of  placing  the  choir  and  its  furniture  ;  either  in  the  eastern 
limb,  which  was  most  common,  or  in  the  centre  of  the 
cross.  This  place  was  especially  proper  when  there  was  a 
lofty  lantern  over  it,  as  in  the  Italian  duomi  and  English 
cathedrals,  but  not  in  the  French,  in  which  accordingly  there 
seems  to  be  only  one  example  of  this  arrangement,  viz.,  at 
Rheims. 

This  plan  had  the  advantage  of  placing  the  choir  in 
the  most  imposing  spot,  where  alone  the  whole  building 
displayed  itself  in  five  grand  perspectives,*  but  it  had  the 
defect  of  shutting  out  the  view  of  the  transept  arms  from  the 
nave  and  from  each  other,  which  latter  was  always  the  finest 

•  The  fifth  being  the  tower,  whieh  vas  in  aU  these  cases  orlglnallj  open  as  a 
lantern. 
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proportioned  vista  in  the  boOding,  becanse  not  too  lengtbj 
for  its  other  dimensions. 

There  is  another  peculiarly  English  variation  on  the  general 
Gothic  plan,  which  deserves  attention,  and  ought  to  render 
the  name  of  Alan  de  Walsingham  pre§minent  among  the 
few  Gothic  names  that  have  descended  to  us.  Tbk  architect 
invented  the  truly  masterly  expedient  of  aUogtlher  omitting  the 
four  middle  piers  for  supporting  towers,  thereby  at  once 
forming  a  noble  octagonal  central  space,  distributing  the 
weight  of  its  covering,  or  lantern,  among  eight  instead  of 
four  supporters,  greatly  diminishing  the  inward  push  on  each, 
("because  it  receives  the  thrusts  of  its  two  abuting  arches 
inclined  135^  to  each  other,  instead  of  90,^)  and,  lastly, 
enabling  these  piers  to  be  enlarged  to  any  extent  in.  one 
direction  (outwards)  without  stoping  or  even  contracting 
any  one  of  six  avenues  of  the  church. 

This  invention  is  equally  applicable  to  any  style,  or  any 
mode  of  construction  \*  and  if  disposed  to  underrate  it  on 
account  of  its  simplicity,  we  should  ask,  Why  was  it  never 
used  before  ?  We  might  add,  why  has  it  never  been  rein- 
vented even  by  the  most  ingenious  modem  architects  ?  In 
looking  over  the  engraved  designs  of  Palladio,  Scamozzi, 
Yignola,  Ac,  it  is  wonderful  to  observe  how  very  nearly 
they  often-  approached  this  idea  without  ever  completely 
reaching  it.f  Indeed,  no  example  of  it  seems  to  have  been 
finished  out  of  England,  either  in  the  Gothic  or  Italian 
styles,  J — and  even  in  its  native  land,  it  lay  dormant  at  Ely 

*  Th«r«  U  a  beaatiAil  instMioe  of  its  om  in  lintel  eonstruetion  in  the  tomb  at 
Mjlasn  (flgurod  in  the  "  Ionian  Antiqnitiee"  of  the  DQettanti  Society.)  Aeeord- 
login  Ut.  FecsuMen,  the  lame  form  ia  common  in  Indian  maudlea.  It  vovH 
thai  s^em  to  have  been  inrented  thrioe,  in  Ionia,  India,  and  Aigland,  at  widely 
diiferent  epochs. 

t  It  did  not,  hotreTcr,  eaoape  those  excellent  geometers,  the  Spanish  Azabe. 
Sinoe  writing  tb|  i,  I  have  learnt  of  a  oomplete  yaulted  example  by  them,  in  a  bath 
at  Barcelona. 

%  Kost  modem  Italian  chnrches  have  the  octagon  space,  but  at  the  expense  of 
the  aisle  avenues,  which  are  either  absent,  or  blocked  np,  as  at  St.  Peter's.  From 
a  plan  which  Wiebeking  saw  in  the  archives  of  the  cathedral  of  Bologna,  began 
1M8,  it  appears  that  the  Ely  octagon  was  proposed  on  an  immense  scale  (Ua 
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for  three  centuries.  Of  its  reriral,  Ware  says,  "  The  octa- 
gon base,  and  the  vista  of  the  aisles  through  it,  is  together 
an  inyention  not  easily  allowed  even  to  Sir  Christopher 
Wren."  Wren  never  claimed  it ;  he  had  native  plumes 
enough  without  borrowing  any.  Yet,  perhaps,  if  his  uncle 
had  not  been  Bishop  of  Ely,  St.  Pauls,  though  a  fine,  would 
not  have  been  an  unique  building. 

This  great  man,  from  the  beginning  of  his  career,  appre- 
ciated the  manifold  merits  of  the  plan  peculiar  to  his  uncle's 
church,  and  when  called  on  to  repair  Westminster  abbey,  he 
intended  to  remodel  its  centre  on  this  type.  Bsui  details 
and  Italian  cornices  could  well  have  been  tolerated  for  the 
sake  of  such  an  improvement ;  especially  needed  here,  not 
only  to  fit  the  building  for  its  present  use,  (for  which  it  is 
now,  like  most  Gothic  structures,  singularly  ill  adapted,) 
but  also  to  correct  its  peculiar  defects  ;  which  are  a  want  of 
monumental  durability;  and  an  irregularity  in  the  compart- 
ments next  the  crossing,  which  in  the  nave  are  wider,  and  in 
the  transept  narrower,  than  their  regular  width.  But  this 
improvement  remains  to  be  made.  At  some  future  day  (let 
us  hope,  of  pure  taste,)  when  the  hoary  pile  grows  infirm 
and  fujl  of  days,  and  not  only  convenience,  durability,  and 
beauty,  but  safety  also,  calls  for  it,  Wren's  plan  will  doubt- 
less t)e  carried  out,  without  the  faults  of  his  details. 

Disappointed  here,  however.  Wren  applied  the  principle  to 
one  of  his  smallest  and  cheapest  buildings,  which  consequent- 
feet  diamcfter)  for  that  bnOding,  bat  the  cinqneoentist  archftects  were  too  thnid  to 
ventore  on  it,  for  the  wooden  model  in  the  sacristy  adheres  to  the  old  method  with 
fonr  central  piers  ;  and  neither  project  has  stilted  the  rAsonrces  of  <*  BologtUk  the 
Fat,"  for  the  naTe  only  Is  built.  The  cathedral  of  PftTia,  howerer,  begun  in 
1489,  but  equally  onfiniiihed,  presents  the  octagon  half-developed,  and  com- 
pletely so  in  the  original  design  of  its  architect,  Rocchi.  It  has  been  said  that 
the  duomo  at  Florence  (left  roofless  till  a  council  of  architects  and  engineen 
from  aU  parts  of  Europe  assembled  to  consult  how  to  cover  it)  exhibits  the 
mrllment  of  the  English  octagon  ;  but,  if  so,  it  is  very  rudimentary  Indeed. 
The  very  ancient  little  Dyiantin^  chapel  of  Santa  Fosca,  on  the  We  of  Tor- 
cello,  in  the  Venetian  lagunes,  presents  a  much  nearer  approach ;  but  in  thla, 
as  well  as  in  the  jnodem  church  of  Santa  Maria  della  Oraiia,  at  Milan,  the  resem- 
blance is  only  in  plan,  no  advantage  being  taken  of  the  octagon  for  fkcilitatlng  the 
covering,  which  is  bj  a  dome,  oafimr  pendentivee  only,  covering  the  square. 
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ly  f  though  only  a  plaster  representation,  never  yet  executed, 
as  it  might  easily  be,  in  permanent  building)  has  given  ihe 
narrow  lane  of  Walbrook  an  European  celebrity  ;*  and 

^  The  Just  and  universal  approbation  bestowed  on  the  interior  of  this  little 
church,  renders  it  one  of  the  very  few  modem  buildings  that  furnish  proper  ob- 
jects for  tliat  search  into  principles  which  it  has  been  our  study  to  apply  to  the 
chief  ancient  and  medisBval  models.  In  such  a  search,  we  cannot  but  obserre,  /Ursl, 
that  of  Sir  Christopher  Wren's  fifty  churches,  this  is,  I  think,  the  only  one  with- 
out ffoUeries.  How  greatly,  then,  must  the  &cility,  or  rather,  the  possibility,  of 
designing  a  fine  interior,  be  diminished  by  requiring  a  great  portion  (often 
more  than  half)  of  its  area  to  be  divided  into  two  floors  ;  when  even  this  gnst 
man,  in  to  many  trials,  did  not  once  succeed  in  solving  this  problem  satisfso> 
torlly^  or  so  as  to  produce  an  effect  approaching  to  that  which  he  so  easfly 
produced,  in  ofM  trial,  when  unfettered  by  this  most  odious  requirement  of 
modem  parsimony.  But,  in  comparing  this  church  with  those  few  only  which 
oan  compete  with  it  on  fiiir  ground, — ^thoee  without  gaUeries, — ^we  must  still 
admit  its  transcendent  merit,  not  only  as  compared  with  those  of  its  own  style, 
bat  also  with  those  of  the  purest  Gothic.  We  may  fairly  challenge  the  pro- 
duction of— nlst,  any  interior,  for  whatever  purpose  designed,  which  produces  an 
equal  effect  with  so  small  an  amount  of  OTnament ;  and,  2ndly,  any  interior  which 
possesses  equal  beauty  with  as  much  fitness  for  the  purpose 
of  Protestant  worship.  The  height  being  no  greater  than  is 
necessary  for  breathing  room,  a  division  into  Jkoe  avenues 
was  absolutely  necessary  to  obtain  any  thing  like  a  majestic 
loftiness  of  proportion  ;  yet  the  number  of  columns  does  not 
impede  the  sound  and  sight  of  the  preacher,  because  this 
very  number  enables  them  to  be  made  smaller  than  the 
usual  space  between  the  heads  of  two  persons,  so  that  all 
the  congregation  can,  without  loss  of  space,  place  them- 
selves so  as  to  see  and  hear ;  for  the  pulpit  and  desk  are 
so  placed  that,  if  we  suppose  a  lamp  lighted  in  either  of 
them,  the  shadows  of  no  two  columns  woiild  overlap  to  Plan  of  St.  Stephen's, 
form  a  broader  shadow  than   that  of  a  single  one.    But  Walbrook. 

not  only  are  the  sixteen  columns  so  distributed  as  to  answer  this  condition, 
(fulfilled  in  hardly  any  other  church  ;)  they  are  so  arranged  in  a  plain  oUosg 
room  as  entirely  to  conceal  its  vulgarity  by  introducing  the  various  beauties  (no 
where  else  combined)  of  the  Latin  cross,  Greek  cross,  square,  octagon,  and  circle. 
Observe,  too,  how  strictly  the  rectangular  fbrms,  expressing  stability,  are  kept 
below  ;  up  to  the  entablature  all  is  right-angled  ;  then  come  the  oblique  lines,  and 
the  elegant  circular  forms  above  all.  Wren  did  not  (as  we  remarked  in  Chap,  m  ) 
sufSciently  observe  this  principle  'n  some  of  his  works,  but  here  its  complete  ob- 
servance so  improves  the  idea.  that,  though  borrowed  ftom  a  Gothic  work,  it  could 
hardly  be  re-transferred  into  that  style  without  great  loss  ;  for  howcoaldthe 
combined  plans  (cross,  square,  octagon,  and  circle)  be  kept  in  that  style  so  equal- 
Ip  prominent  as  they  are  here  ?  none  prevailing  over  and  disguising  the  others. 
The  cross,  and  especially  the  square,  would  hardly  appear  but  for  the  entablature, 
which  couM  not  be  replaced  by  any  Gothic  feature  that  should  have  suflScient  im- 
portance without  appearing  clumsy  or  unduly  exaggerated.  Again,  that  style  if 
so  much  better  adapted  to  polygonal  than  to  circular  plans,  that  it  would  be  diffi- 
cult to  keep  the  former  from  overpowering  the  latter 
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when  his  first  design  for  his  great  work  was  obliged  to  be 
abandoned,  (it  is  said  with  tears,)  and  the  form  and  propor- 
tions of  a  Gothic  cathedral  substituted,  he  recurred  to  this 
arrangement  as  the  chief  source  of  its  originality  and  gran- 
deur. Strange  to  say,  this  invention,  so  peculiarly  fitted  (or 
Protestant  worship,  which  requires  an  ample  central  space, 
(not  lengthy  avenues,)  has  slept  again  for  a  century  and  a 
half,  and  has  only  been  revived  in  the  elegant  church  just 
erected  at  Highbury.* 

*  But  while  the  central  square  of  the  ordhiary  Gothic  pl&n  ia  elbowed  bj  its 
pien,  the  central  octagon,  on  the  contrary,  ia  rather  too  spadoas  for  the  beat 
artistic  effect,  and  at  St.  Paul's  it  overpowers  the  other  parts,  making  the  foor 
great  avenues  seem  narrow  and  low  :  who  would  believe  that  they  are  as  high 
as  those  of  Salisbury  ?  A  medium,  then,  between  the  octagon  and  the  square  is 
presented  by  the  early  pointed  cathedral  of  Sienna,  which  has  its  central  space  a 
AoDOj^cm,  and,  though  this  is  there  clumsily  arranged,  and  blocks  up  the  aisle  vis- 
tas, it  might  by  a  little  change  have  left  aU  six  avenues  open  and  uncontracted.  If 
the  middle  transept  avenue  occupied  the  western  half  of  the  hexagon,  passing 
through  two  of  its  sides  obliquely,  then  Its  two  other  oblique  sides  might  each  have 
a  semi-hexagon  described  on  it.  The  two  outer  sides  of  these  would  form  win- 
dows ;  their  two  eastern  sides,  entrances  to  the  choir  aisles  ;  and  their  two  re- 
maining sides  to  the  east  aisle  of  the  transept,  which  might  or  might  not  have  a 
western  aisle,  for  that  would  &11  without  the  hexagon.  The  breadths  between  the 
centres  of  the  columns,  (calling  that  of  the  nave  one,)  would  be  thus.  The  nave 
aisles,  one-half ;  diamet«r  of  the  hexagon,  two  ;  the  central  transept,  the  square 
root  of  three-fourths  ;  and  its  aisles,  one-half  of  the  square  root  of  three-fourths. 

The  capabilities  of  the  h'exagon  and  dodecagon  have  been  greatly  neglected  in 
artistic  planning.  Their  union  with  square  forms  would  produce  many  beautiful 
and  useful  combinations  ; — useful  (that  is)  iavaviiad  and  other  genuine  j>«rma» 
flMnI  modes  of  construction  ;  the  chief  artistic  advantage  of  which  modes  is,  that 
they  require  or  conduce  to  such  combinations  :  so  that,  perhaps,  elegant  planning 
can  hardly  be  expected,  without  a  return  to  real  architecture.  Bartholomew 
draws  attention  to  the  beautiful  symmetry  of  a  plan  to  which  the  vestibule  of  the 
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III.  From  the  general  arrangement  of  the  Gothic  stmo- 
tares,  we  must  now  descend  to  their  details  ;  first  premising 
that  these  appeared  in  a  dififerent  order  in  different  countries; 
all  of  which  seem  to  have  advanced  by  different  paths  to- 
wards the  same  object,  which  they  all,  about  the  year  1300, 
completely  attained.  Not  till  then  did  their  several  styles 
arrive  at  the  nearest  coincidence  ;  and  this  only  style,  common 
to  the  various  Gothic  nations,  is  that  which  all  have  agreed 
to  consider  the  complde  Gothic,  as  containing  all  the  essen- 
tial features  of  the  system,  viz.  :  1.  Universally  pointed  arch- 
ing, each  arch  being  composed  of  several  ribs  or  mouldings, 
so  arranged  that  the  innermost  or  narrowest  might  serve  as 
centering  on  which  to  turn  the  next,  on  which  a  still  stronger 
was  tamed,  &c.,  greatly  economizing  the  original  wooden 
centre  ;  2.  Rxbhed-icavlting ;  3.  Apparent  buttresses;  i,  PU' 
lar-dusteringy  with  reference  to  the  ribs,  each  rib  (whether 
of  the  vaulting  or  of  the  arches)  being  given  to  a  particular 
shaft ;  5.  Finnade^lurStering ;  6.  TUndcw  tracery,  with  sub- 
ordination (of  principal  and  minor  tracery  bars)  ;  and, 
lastly.  Foliation,  or  foiling,  an  universal  though  seemingly 
non-essential  ornament.  These  seven  peculiarities  may  be 
considered  necessary  to  constitute  the  complete  Gothic  ;  but 
some  very  beautiful  styles  arose  before  this  complete  deve- 
lopment, by  the  carrying  out  of  some  of  these  principles 
alone  ;  and  wherever  any  one  of  them  (especially  pointed 
arching)  is  consistently  observed,  a  beauty  is  derived  from 
this  consistency.  All  the  styles  which  completely  carry  out 
this  principle  come  under  the  general  term  Early  Pointed, 
and  are  fuTther  dvstmgmshed  as  Early  English,  Early  French, 
Ac.  ;  the  word  '  Pointed'  being  understood.  Of  all  these, 
the  Early  English  may  be  esteemed  as  decidedly  the  most 

Temple  ohurch  offen  a  rade  approaoh,  vis.,  a  dodecagon  with  ita  coverUig  sapiwrt- 
ed  by  six  pillars  and  eighteen  arches,  all  of  eqoal  span,  dividing  the  whole  tnto  a 
central  hexagon,  surroanded  by  six  square  and  six  triangolar  eompartmenta.  afl 
equilateral,  and  making  the  thirty  lines  composing  the  plan  all  equal.  The  prece- 
ding example  of  hexagonal  planning  approaches  the  same  idea.  It  represents  the 
two  stories  of  the  royal  mausoleum  at  St.  Denys.  destroyed  in  the  first  Frenet 
nvolution. 
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pure  and  consistent.  It  is  not  confined  to  England,  bnt 
nearly  so  ;  its  only  continental  localities  being  Brittany  and 
the  western  part  of  NormaDdy.  All  provinces  further  east 
exhibit  various  kinds  of  Eariy  Pointed,  different  from  ours  ; 
and  some  of  which  were  formeriy  supposed  to  display  a  more 
advanced  stage,  or  a  nearer  approach  to  the  complete  Goth- 
ic^ than  the  contemporary  English  examples.  Thus  Amiens 
cathedral,  begun  in  the  same  year  with  Salisbury,  certainly 
at  first  sight  appears,  with  its  large  four-light  windows  and 
varied  tracery,  much  more  Gothic  than  Salisbury,  where 
there  is  no  tracery,  or  only  the  first  rudimentary  effort  to- 
wards it.  But  on  a  closer  inspection,  we  find  that  much  of 
the  Amiens  tracery  fas  the  lower  nave  ivindows  and  the 
great  end  rose  windows^  consists  of  after-additions  :  that 
the  original  windows  show  no  greater  advance  than  some  at 
Salisbury  f  those  of  the  chapter-house)  ;  that  the  remaining 
tracery  being  simply  composed  of  foiled  circles  or  foil-circles* 
packed  together,  is  no  more  than  what  the  Salisbury  build- 
ers may  be  supposed  quite  capable  of  designing,  had  they 
possessed  the  desire,  or  the  funds,  for  such  enrichment ;  and, 
lastly,  that  if  the  tracery  is  more  complete  at  Amiens,  other 
features  (as  the  vaulting)  are  precisely  similar  in  both,  while 
others  are  decidedly  more  advanced  in  England.  This  is 
specially  the  case  with  the  arch-mouldings  and  pillars,  which, 
even  in  older  buildings  than  Salisbury,  exhibit  a  richness  of 
clustering  far  beyond  those  of  Amiens,  whose  groups  of  five 
only,  with  Corinthian  capitals  and  square  plinths  and  abaci, 
hardly  indicate  any  advance  from  the  Romanesque. 

It  is  easy  to  conceive  that  the  Gothic  features  might  have 
appeared  one  by  one  in  a  different  order  in  different  coun- 
tries, and  that  while  one  nation  made  its  first  advances  by 

*  The  nomenclfttare  of  Riekman  Beenus  on  this  point  more  concise  and  eyery 
way  preferable  to  that  of  Professor  Willis,  ^how  foiled  arch  hxi^JoUated  arch  cor- 
respond respectively  to  Riekman's  foU  arch  and  foiled  arch,  which,  to  any  ob- 
sanrer  of  Gothic  buildings,  seem  hardly  to  require  explanation,  the  former  being 
where  the  whole  arehivolt  is  broken  into  several  curres,  and  the  Utter  where  KheM 
are  only  inserted  within  a  simple  corre. 

ai 
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means  of  the  pointed  arch  and  Yadt,  another  inyented  trap 
eery  or  foiling,  a  third  b^an  with  the  acnte  spire  and  pin- 
nacle,  a  fourth  poshed  forward  the  snbdiTiding  of  the  clns- 
ter-colomn  and  many-shafted  jamb.  This  last  was  the  case 
with  England,  where  many  roond-arched  examples  even  are 
80  Gothic  in  this'respect  that  they  present  as  many  yertical 
lines  as  any  building :  Winchester  tower,  of  the  eleventh 
century  is  an  example. 

Germany  boasts  of  the  first  examples  of  the  Gothic  ardi, 
and  yet,  strangely  enongh,  was  the  very  last  country  to 
abandon  the  round  arch,  which  continued  to  struggle  with 
the  pointed  forms,  and  render  the  "  Early  German,"  even 
down  to  the  middle  of  the  thirteenth  century,  an  incongruous 
mixture,  unworthy  the  name  of  a  style.  In  buildings  with 
complete  pointed  vaulting,  and  all  the  beautiful  varieties  of 
plan  and  outline  mentioned  above,  when  we  turn  to  the  win- 
dows, those  favorite  types  for  recognizing  the  Gothic  styles, 
instead  of  the  beautiful  grouped  lancets  of  the  Early  Eng- 
lish, we  meet  with  such  forms  these  : 


WkAj  QtnoMM  Windows. 

The  foiled  forms  were  probably  introduced  from  the  East, 
(being  common  in  Arabic  architecture,^  and  though  the 
Germans  were  perhaps  the  first  to  use  these  forms  exten- 
sively, it  was  long  ere  they  learned  their  true  use,  not  to  be 
placed  alone,  but  as  adjuncts  to  graver  and  more  simple 
forms.  The  round  trefoil  arch  seems  in  Germany  to  have 
preceded  the  common  pointed  one,  and  in  grouping  two  or 
more  openings  under  one  arch,  they  aimed  at  variety  rather 
than  unity  in  their  forms.  Thus,  using  the  letters  T,  R,  P, 
and  *,  to  express  pointless  Trefailj  Rtmrnd  arch.  Pointed  arck, 
and  foiled  circle,  we  find  such  combinations  as  these  : 
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RRRRTTTPPP 

TTT  PPPRRPF  B  T  R  * 

T  T      P  P  fPfp  RR      TT        RR      TT 

But  not  till  later  than  in  France  or  England  do  we  find~ 
P  P  P 

p  *  and   ^     p  p 

p  p  p  p  VP9P 

When,  indeed,  the  Qermans  did  adopt  these  combinations, 
tracery  of  the  most  beautiful  kind  rapidly  followed,  and  in 
St.  Catherine,  at  Oppenheim,  and  the  glorious  design  for 
Cologne  ^248),  tMs  part  at  least  of  the  Gothic  system 
certainly  attained  its  fullest  development,  rather  sooner  in 
Germany  than  elsewhere.  So  rapid  was  this  development, 
that  there  is  hardly  an  example  in  that  country  ffi  Early 
Pointed  (St.  Elizabeth,  at  Marburg,  is  the  chief) ;  for  no 
sooner  did  their  architecture  become  completely  pointed  than 
it  became  complete  Gothic 

The  German  Gothicists  particularly  excelled  in  the  design 
of  spires  and  the  grouping  of  pinnacles,  which  they  carried 
to  a  complexity  unknown  elsewhere.  This  feature  sprung 
from  the  simple  practice  of  finishing  a  square  turret  with  an 
octagonal  or  conical  spire,  and  then  occupying  the  spandrils 
left  on  the  plan,  by  four  smaller  spires  ;  a  proceeding  as  old 
as  the  tombs  of  the  Etruscans. 

The  practice  of  window  tracery  everywhere  had  its  origin 
in  window-^rowiping^,  placing  two  or  three  lancet  windows 
beside  each  other,  and  one  or  more  foil  or  rosette  windows 
above  and  between  their  heads,  in  order  to  fill  out  the  arched 
cell  of  the  vaulting,  which  then  necessarily  gave  the  whole 
group  an  arched  outline  ;  and  this  was  indicated  externally 
by  a  general  drip-mould  or  label.  It  then  became  desirable 
to  lighten  the  irregular  masses  left  between  the  perforations, 
and  this  was  done  by  piercing  these  masses,  or  spandrUs,  and 
reducing  the  solid  frame  of  each  foil  or  rosette  to  an  equal 
thickness  all  round,  as  if  several  such  frames  or  rings  were 
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packed  into  one  great  arched  openiiig,  which  henceforth  whs 
regarded  as  om  window  instead  of  seyeral. 

Each  country  has  had  its  saccessive  styles  of  tracery,  and 
each  has  begun  with  the  simple  subdivision  of  one  arch  into 
two,  and  these  sometimes  into  two  again,  filling  up  the  space 
between  the  heads  with  a  drcUj  as  at  Marburg ;  a  foikd 
circle^  as  at  Salisbury  chapter-house,  and  the  aisles  of  Cologne; 
or  finally  a  failrdrde,  as  at  Westminster,  and  the  clerestory 
of  Cologne,  where  it  is  subfoiled:*  thence  proceeding  to 
pack  together  such  forms  over  an  odd  number  of  lights,  to 
which  the  method  of  continual  bisection  would  not  apply ; 
and  thus  the  first  kind,  which  may  be  called  packid  tracery, 
became  complete.  Deviations  from  the  principle  of  packing 
led  to  the  general  tracery,  absurdly  called  **  geometrical  ^ 
for  all  Gothic  tracery  is  geometrical,  none  is  hand-drawn. 
This  beafetiful,  purely  unmeami^ig  tracery  was  succeeded  in  all 
countries  by  the  flowing  loop  or  leaf,  and  then  by  the  peculiar 
national  After-Qothic.  Germany,  however,  as  it  had  been  the 
first  to  perfect,  was  also  the  last  to  abandon  the  "geo- 
metrical" tracery,  which  continued  there,  even  into  the 
fifteenth  century,  our  Perpendicular  Period.  England  and 
France,  however,  in  the  fourteenth  century,  abandoned  the 
unmeaning  for  the  flowing  leaf-tracery ;  and  this,  notwith- 
standing its  beauty,  had  hardly  time  to  show  itself  before  it 
was  superseded,  here  by  the  perpendicular,  and  in  France  by 
the  flamboyant.  Hence  it  happens  that  of  the  three  great 
classes  of  tracery, — "geometrical,"  flowing,  and  perpendi- 
cular,— while  the  last  is,  as  every  one  knows,  by  far  the 
commonest  in  England,  the  most  abundant  kind  in  France 
is  flowing  fflamboyantj,  and  in  Germany  geometrical,  i.  e,, 
unmeaning. 

The  unmeaning  tracery  of  Germany  is  very  beautiful,  and 

•  giibJMUng  seems  a  more  concise  and  dear  term  than  hifcUoHonj—ea^kajtA 
hy  Willis,— which  is  liable  to  be  mistaken  for  the  practice,  common  in  Trm^  nt 
dividing  a  flame-like  form  into  only  two  foils. 
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generally  paiv 
takes  of  the 
packed  charac- 
ter, the  follow- 
ing forms  occur- 
ing  very  abnn- 

dantly.  The  Elements  of  Germanl^nteerj. 

convex-sided  triangle  and  square  are  placed  in  all  positions 
indifferently,  and  the  frameless  trefoils  and  quatrefoils  are 
often  formed  on  the  basis  of  these  figures  instead  of  the 
circle.  The  foilings  and  snbfoilings,  formed  by  a  very  nar- 
row but  deep  chamfered  member,  leave  their  little  spandrils, 
('called  eyes  by  our  workmen,)  entirely  open,  producing  the 
lightness  almost  of  metal-work.  Circular  windows, — ^in  Eng- 
land almost  confined  to  the  ends  of  the  transept, — ^were 
employed  abroad  wherever  a  window  of  the  ordinary  form 

would  have  become  of  too  low  and  broad  a  proportion.* 

• , 

*  The  term  maHQold  has  been  applied  to  those  cirenlar  windows  in  which  ndl* 
ftting  mollioas  prevail,  and  rote  to  those  in  which  no  such  lines  are  fonnd.  The 
preference  giren  to  the  latter  may  be  traced  to  the  feeling  for  subordination  of  the 
classes  of  form.  A  general  form  of  the  third  class  should  not  be  filled  up  with  de- 
tails of  the  second. 

The  finest  rose  windows,  perhaps,  are  at  St  Oueo,  (Rouen,)  and  the  immense 
ones  at  Beaurais,  In  which  however,  there  is  not  enough  subordination  of  different 
e  asses  of  mollions.  The  finest  of  the  radiating  sort  are  at  S^rasbuxg,  Westminster, 
and  the  south  front  of 
Amiens,  where  a  pleas, 
ing  variety  is  produced 
by  the  lines  radiating 
ttom  points  a  little  dis- 
tant from  the  centre,  fo 
as  to  give  alternately  a  few  radiating  and  a  few  parallel  mullions.  The  figure  a, 
called  p&nkUpha,  is  very  common  in  French  circular  window  tracery  ;  and  they 
fbUowed  the  example  of  flowers  in  founding  their  division,  chiefly  on  the  numbers 
3  an(!^5.  those  divisible  by  4  being  comparatively  rare.  The  term  toheel,  applied 
indiscriminately  to  all  round  windows,  would  be  better  restricted  to  those  called 
in  France  roeea  toummnlMy  which  differ  from  ordinary  roses  in  having  the  fiimilar 
sectors  of  thn  pattern  not  alternately  reversed,  but  all  turned  ^.he  same  way,  which 
gives  the  idea  of  rotation.  There  are  many  varieties  of  them,  though  none  contain 
more  than  six  or  eight  panel-i,  there  being  none  above  the  smallest  scale,  probably 
from  a  feeling  of  the  instability  given  by  their  rotatory  expression.  Hence  the  use 
of  a  large  and  complex  one,  as  a  principal  and  central  feature,  in  a  church  lately 
finished  At  Islixvrton,  most  be  considered  in  very  questionable  tast«. 


®     ® 
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When  the  Qothic  sjstem  had  attamed  its  culminatiaD,  tbf 
chief  differences  were  that  vault  tracery,  pUlar-dustering,  (and 
perhaps  we  may  add,  numldvng,)  were  best  developed  in 
England  ;  spire  design  and  pinnacle-clustering  in  Oermanj  ; 
vfindow  tracery  in  France  ;  and  fcUation  in  the  Netherlands 
and  Spain,  ("where  it  took  an  extraordinary  richness  and 
complexity  from  the  Arabs,  its  probable  mventors.  j  All  these, 
however,  were  rather  differences  of  degree  than  of  kind,  and 
the  style  Inight  be  said  to  be  now  every  where  the  same. 

The  Gothic,  then,  had  in  the  foorteenth  century  become 
a  complete  system,  as  consistent  in  its  principles  as  the 
architectore  of  the  ancient  Greeks,  to  which  it  was  yet  in 
many  respects  directly  opposite  ;  and  it  is  tmly  surprising  to 
trace  how  by  a  continued  steady  progress  in  (Mie  constant 
direction,  an  originally  perfect  style  was,  through  various 
stages  (^  decline  and  even  deepest  barbarism,  gradually  c(m- 
verted,  after  almost  twenty  centuries,  into  another  style  as 
perfect  as  the  first,  yet  opposite  in  many  of  its  principles. 

This  opposition  appears  stronger,  the  more  perfect  are  the 
two  varieties  of  Greek  and  Gothic  which  we  compare.  The 
better  ^ch  may  be  of  its  kind,  the  more  perfect  is  the  con- 
trast, and  the  chief  points  of  contrast  are  the  following  : 

In  the  pure  Greek,  an  arch  was  inadmissible  ;  in  the  pure 
Gothic,  a  lintel  or  beam  is  equally  inadmissible.  In  imitative 
Greek,  all  arches  have  to  be  disguised  as  beams ;  in  imitative 
Gothic,  all  beams  had  to  be  disguised  as  arches. 

In  the  former,  the  props  required  to  confine  the  arches 
must  be  concealed  or  disguised  ;  iu  the  latter,  props  must 
appear,  whether  they  are  wanted  or  not. 

The  severe  unity  of  the  Greek  will  not  admit  of  scenery, 
i.  e.,  decoration  behind  decoration.  The  wall  behiikd  a 
colonnade  was  plain,  not  even  windows  being  admissible 
there.  The  Romans  advanced  a  step  from  this,  allowing  two 
systems  of  decoration  together,  the  front  system  of  colmnnB 
and  entablatore,  the  hinder  of  arches  or  windows,  lie 
Romanesque  builders  carried  this  further,  and  in  their  latist 
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works  placed  arches  behind  arches  in  three  or  more  depths. 
This  was  approaching  the  Gothic,  in  which  style  (and  in  which 
alone)  the  planes  of  decoration  are  nnlimited  as  to  number. 

Lastly,  looking  at  the  general  character,  the  expression  of 
the  Greek  temple  is  that  of  majestic  re^st;  that  of  the 
Gothic  is  aspiring  flight,  or  at  least  growth.  The  first  arises 
from  the  absence  or  non-perception  of  oblique  pressures. 
Everything  gravitates  straight  downwards,  and  its  weighf 
seems  somehow  to  be  rendered  peculiarly  visible.  But  the 
Gothic  arches  and  gables,  the  tapering  buttresses,  the  sprout- 
ing crockets  and  bud-like  finials,  the  bristling  pinnacles  and 
spires,  all  seem  shooting  upwards,  and  by  their  terminating 
fill  at  different  heights,  seem  aiming  higher  and  higher ; 
while  internally  the  same  character  is  preserved  by  arch  above 
arch  and  canopy  above  canopy,  by  the  palm-like  combination 
of  shaft  and  vaulting  ribs,  and  lastly,  by  the  great  prepon- 
d^^nce  of  vertical  lines  over  horizontal  ones,  both  in  number 
and  fperspectivej  length. 

This  last  circumstance  has,  from  its  simplicity,  been  too 
exclusively  dwelt  upon,  and  even  regarded  by  some  as  tht 
Gothic  principle,  a  distinction  which  it  does  not  merit,  for 
the  aspiring  character  cannot  be  imparted  by  this  alone  ;  and 
on  the  other  hand,  this  character  is  possessed  in  the  highest 
perfection  by  many  buildings  which  have  (in  the  exterior  at 
leastj  more  numerous  and  extensive  horizontal  lines  than 
vertical  o.nes  Cas  is  the  case  with  Salisbury),  nor  do  the  nea/rl^ 
vertical  bear  a  greater  proportion  to  the  horizontal  than  in 
Grecian  buildings,  in  which,  owmg  to  the  diminution  of  the 
columns,  &c.,  hardly  any  truly  vertical  lines  occur. 

Kickman,  however,  made  the  important  observation,  that 
in  the  complete  Gothic,  ecery  horizontal  line  meeting  a  vertical 
one,  either  terminates  or  changes  its  direction,  while  the  ver- 
tical continues  its  course  unaltered.  In  the  pure  Greek 
precisely  the  reverse  takes  place  ;  aU  vertical  lines  are  stoped 
by  the  first  horizontal  one  they  meet,  while  the  horizontal 
continue  ("generally  without  a  bend)  from  corner  to  comer 


248  HISTORY  AND   RUDIMENTS 

of  the  bmlding.  The  difference,  therefore,  eonsists  not  so  much 
in  the  number  or  extent  of  horizontal  lines,  as  in  the  fact  of 
their  being  wnbroken  in  the  Greek,  and  freqwefiUhi  broken  in 
the  Gothic.  In  both  they  are  equally  necessary  to  preserye 
the  unity  of  the  building,  by  tying  all  its  parts  together. 
The  neglect  of  this,  arising  from  the  misapprehension  and 
abuse  of  the  ''  vertical  principle,"  as  it  is  called,  has  led  in 
^nodem  times  to  the  erection  of  churches  so  totally  destitute 
of  unity,  as  to  resemble  a  group  of  chapels  of  various  heights 
stuck  together.  That  this  is  not  Gothic  will  appear  by  exam- 
ining those  Gothic  structures  (few  indeed  in  number^  which 
have  been  finished  in  one  lifetime,  or  after  one.design,  and  es- 
caped the  unscrupulous  alterations  by  which  so  many  grand 
edifices  have  been  reduced  to  patchwork.  Such  buildings  are 
the  cathedrals  of  Salisbury,  Rheims,  Milan,  Cologne,  St.  Ouen 
at  Bouen,  and  the  celebrated  chapels  at  Cambridge,  Windsor, 
and  Westminster.  These  include  all  the  style,  and  the  utmost 
degrees  of  verticality,  yet  all  possess  perfectly  that  unity 
which  arises  from  correspondence  of  horizontal  divisions  and 
£eature8  all  round  the  building,  and  is  as  necessary  in  this 
style  as  in  any  other,  to  distinguish  a  great  building  from  a 
group  of  little  ones. 

But  the  aspiring  principle  was  liable  to  abuse  by  its  inven- 
tors in  the  palmy  days  of  Gothic  art,  as  well  as  by  their 
imitators  now,  though  in  a  different  manner.  No  sooner  was 
this  beautiful  tendency  of  the  style  observed,  than  it  seems 
to  have  become  the  main  object  of  Gothic  design  to  increase 
and  push  to  the  utmost  this  expression  so  appropriate  to  a 
religious  edifice.  It  was  a  fine  idea  to  make  everything  in 
God's  house  pqint  heavenward  ;  but  to  the  various  methods 
resorted  to  in  different  countries  for  exaggerating  this  ex- 
pression, we  must  partly  refer  the  gradual  decline  and  fall 
of  this  wonderful  style,  which  proceeded  by  different  steps  in 
each  country,  giving  rise  to  what  Professor  Willis  has  happily 
named  the  different  forms  of  After-Gothic.  The  Germans 
seized  on  the  idea  of  growth^  and  the  buding  and  sprouting 
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ezpressiqn  ;  bat  perhaps  the  French  were  most  successfnl  in 
increasing  the  aspiring  expression  :  by  a  slight  change  in  the 
prevailing  forms  of  the  flowing  tracery,  they  converted  the 
loops  or  leaves  into  flame-like  forms,  till  the  Flamboyant 
buildings,  appeared  not  vegetating,  as  in  Germany,  but 
blazing  from  the  foundation  to  the  bristling  finials.  The 
difference  between  this  style  of  tracey  and  our  own  flowing 
style  ("exemplified  in  the  west  window  at  York),  is,  that  while 
the  upper  ends  of  our  loops  or  leaves  are  round  or  simply 
pointed,  i.  e.,  with  finite  angles,  the  upper  ends  in  France 
terminate,  like  the  lower,  in  angles  of  contact  (those  formed 
by  two  curves  that  have  a  common  tangent).  It  was 
necessary  to  the  leafy  effect  that  the  lower  angles  should  be 


Bngligh  leaf-traoery.  nmoh  flamboTuit  traoery. 

tangential ;  but  to  the  flame-like  effect,  that  the  upper  ones 
should  be  so,  evenpif  the  lower  were  finite  ;  and  hence  some 
examples  of  flamboyant  tracery,  turned  upside  down,  form  a 
kind  of  leaf-tracery. 

Our  countrymen,  however,  adopted  a  method  which  was 
less  conducive  to  the  aspiring  expression,  and  which  con- 
ducted them  to  a  style  less  rich  and  certainly  less  varied 
than  any  of  the  other  After-Gothics. 
Erroneously  supposing  that  an  abun- 
dance of  vertical  lines  would  increase 
this  character,  they  were  led  to  con- 
vert all  the  flowing  lines  of  the  window 
tracery  into  vertical  ones,  to  omit  the 
capitals  of  nearly  all  the  smaller  shafts 
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or  shaftlets,  thus  conTerting  what  had  been  blank  arcades 
into  mere  panels,  and  then  to  multiply,  diminish,  and  extend 
these  panels  and  endless  repetition  of  yertical  lines,  over 
every  part  of  the  interior,  and,  in  florid  buildings,  even  of 
the  exterior. 

But  the  "  Perpendicular  Style"  may  also  have  arisen  from 
that  principle  of  canstrucHve  vmiy,  on  which  we  haye  so  much 
insisted,  and  according  to  which  a  style  is  pure  and  perfect 
in  proportion  to  the  exdusiyeness  with  which  a  certain  mode 
of  construction  penrades,  or  appears  to  pcryade,  every  fea- 
ture, from  the  greatest  to  the  least.    In  Gothic  arcMtectuie 
this  mode  of  construction  is  a/rddngy  in  other  words  the  sub- 
jecting materials  to  compression  alone,  never  to  tension  or  to 
cross-strain.    Hence  the  perfection  of  this  style  requires  that 
no  member,  however  short  or  strong,  should  be  treated,  or 
appear  to  be  treated,  as  a  hecm.    All  materials  must  appear 
(as  far  as  the  eye  can  judge^  to  be  not  only  in  equilibrium, 
but  in  such  equilibrium  as  would  apply  to  JUoaJbh  as  well  as 
rigid  bodies.    Hence  the  apparent  flexibility  which  every 
one  notices  in  fine  Gothic  architecture  ;  the  stone  is  treated 
as  though  it  were  flexible,  i.  6.,  no  dependence  is  placed  on 
its  rigidity,  and  therefore  it  appears  to  have  none.    Now,  in 
applying  this  to  the  chief  kinds  of  tracery,  we  must  remember 
that  the  statical  conditions  of  a  flexible  Gothic  arch  require 
a  weight  concentrated  on  its  vertex,  but  will  not  admit  of 
any  amcefntraiion  of  weight  on  any  other  point.     But  in  the 
"  Geometrical "  tracery,  the  arches  over  the  lights  receive 
generally  no  pressures  on  their  points,  but  concentrated 
pressures  on  certain  parts  of  their  haunches,  viz.,  where  they 
touch  the  circles  or  rosettes  that  seem  packed  into  the  win- 
dow-head.   Such  tracery,  formed  of  a  flexible  substance, 
could  not  keep  its  form.    The  flowing  loop-tracery  is  an 
improvement  on  this,  and  the  flamboyant  still  more  so  p  but 
in  the  Perpendicular  Style  alone  do  we  find  a  complete 
recognition  of  the  principle  that  the  Gothic  arch  should  be 
loaded  only  on  its  vertex.    In  this  style  alone  do  we  find 


OF  ABGHITECTC7RS.  251 

tracery  which,  if  converted  into  a  flexible  material,  would 
undergo  no  change  of  form. 

That  the  perpendicular  tracery  was  used  from  this  feeling 
rather  than  from  false  taste,  will  appear  from  that  great 
type  of  perpendicularity,  Henry  the  Seventh's  chapel,  in 
which,  though  the  principle  thoroughly  pervades  every  other 
part,  it  is  not  to  be  traced  in  the  flying  buttresses  ;  for  here 
statical  principles  rather  required  the  voiding  to  be  effected 
by  circles  (as  in  the  spandrils  of  the  Pont-y-Prydd  and  iron 
bridges),  and  accordingly  this  is  done.  How  different  is  the 
constructive  consistency  here  shown,  from  the  want  of  it  in 
certain  earlier  French  works,  the  cathedral  of  Orleans,  for 
instance,  where  the  window-heads  are  packed  with  rings  and 
rosettes,  while  the  flying  buttresses  are  pierced  with  perpen- 
dicular archlets,  concentrating  all  their  weight  on  certain 
paimts  of  the  lower  curve,  against  all  statical  propriety. 

But  the  grand  error  of  the  "  Perpendicular  "  was  its  intro- 
duction of  a  graver  class  of  form  in  details  than  prevailed  in 
main  features. 

Another  fault  peculiar  to  the  decline  of  the  system  in 
England  sprung  from  the  reduction  of  pa/ndivg  (originally 
an  excellent  constructive  principle,  for  the  economy  of  ma^ 
terial,)  to  a  source  of  ornament  merely.  Common  sense 
tells  us  that  a  panel  is  a  method  of  diminishing  bulk  or 
weight  without  diminishing  superficial  extent,  and  is  there- 
fore only  applicable  to  parts  whose  office  depends  on  their 
txlent — ^whose  duty  is  to  enclose  or  fill  up  spaces  ;  but  never 
to  those  which  have  to  support.  Thus  the  spandrils  of  a 
bridge  are  proper  places  for  paneling,  but  never  its  piers. 
The  application  of  paneling,  however,  to  supports  was  left 
to  the  very  latest  examples  of  Gothic  degradation  ;  but  for 
a  long  time  previously,  the  principle  was  abused  in  the  fiein- 
tracery  vaulting,  whose  ribbing  and  paneling  was  not  con- 
structive, but  only  decorative ;  the  joints  occuring  indifr 
criminately  in  the  centre  of  a  panel,  or  the  centre  of  a  rib. 

Other  abuses  overran  the  style  in  different  countries, 
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many  (bat  not  allj  of  which  may  be  referred  to  the  duw 
admirably  described  by  Buskin,  as  occunng  eyerywheie  is 
the  culmination  of  the  style,  yiz.,  the  the  transferewt  of  aUm- 
Hon  from  the  masses  (of  light  or  shade)  to  the  Una 

In  Germany  the  chief  vice  was  irUerpenetrationj  or  the 
making  mouldings  appear  to  pass  through  each  other,  instead 
of  stopping  each  other.*  This  was  at  length  carried  to  sa^ 
extent,  that  no  member  could  stop  against  another,  but 
must  seem  to  run  through  and  come  out  on  the  other  ade, 
even  though  it  were  in  consequence  obliged  to  l)e  cot  off 
abruptly  in  the  air,  giving  rise  to  crossed  foiling^  and  what 
has  been  called  ^^itrnp-tracery.  Moreover,  that  origmaDy 
beautiful  and  useful  member,  the  ogive  crocketed  hood,  be- 
came to  the  German  designers,  what  the  panel  was  to  tiie 
English.  It  overgrew  everything  else,  till  the  buildings  be- 
came covered  with  tracery,  not  of  panels  but  of  intersecting 
hoods,  which,  not  confined  to  their  three  purely  Gothie 
forms,  the  rectilinear,  the  concave-sided,  and  the  reflexed  or 
ogive,  now  ran  into  all  imaginable  shapes,  which,  interpene- 
trating in  all  directions,  gave  the  idea  of  entwined  plants, 
an  effect  increased  by  the  innumerable  crockets. 

In  France,  the  Gothic,  in  its  flamboyant  form,  seems  to 
have  maintained  a  certain  degree  of  purity  longer  than  any 
where  else,  for  the  transept-fronts  of  Beauvais,  built  in 
1555,  exhibit  hardly  any  instances  of  Italianizing  tendency. 
Strongly  marked  horizontal  cornices,  however,  begin  to  stop 
the  vertical  lines,  and  the  latest  French  buildings  free  firom 
Italian  details,  display  a  style  called  Burgundian^  with  the 
same  general  tendencies  as  the  English  Tador^  but  far  less 
skilfully  carried  out;  the  arches  being  not  only  depressed  bat 
^ntless. 

Everywhere  the  finishing  stroke  was  given  to  expiring 
Gothicity  by  the  return  to  beam  and  lintel  construction,  and 

*  Perhapf  this  aro«e  firom  a  fancy  to  repeat  and  exhibit  ererTwhere  the  lymlMl 
of  the  orom.  It  is  known  that  some  monkish  writers  of  that  age  amused  th«B- 
•elres  with  finding  crosses  in  eyexy  otjeot  of  oatoie. 
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^  the  attempts  to  disguise  these  straight  horizontal  forms  into 

-'^^  the  semblance  of  depressed  arches.    The  loss  of  constructive 

umty,  the  return  to  universally  mhxd  construction,  (as  in  the 
f^:»  Ante-Gothic  ages,)  completed  the  downfall  of  this,  as  it  had 

VK-  before  completed  the  downfall  of  the  antique  system. 

act :-  ^^  ^^®  respect,  however,  the  fall  of  the  Gothic  architecture 

'^^.  perhaps  differed  from  that  of  the  Classic,  and  was  more 

^^  complete.     It  was  a  fall  out  of  which  nothing  could  be 

expected  to  arise, — a  fall  not  of  a  style  or  system  merely, 
j .  but  in  a  certain  sense,  of  the  entire  art.    It  was  the  end  of 

a  progress  in  one  constant  direction,  which  had  run  through 
the  whole  history  of  European  architecture,  quite  indepen- 
dently of  the  changes  from  style  to  style — ^unaffected  by  the 
Romanesque  debasement  of  the  art  or  its  Gothic  renovation. 
This  was  the  progress  from  magmtvdt  to  mtUtitude,  Though 
twice  attaining  constructive  and  decorative  tntthf  it  is  ob- 
vious that  the  apparatus  of  the  art,  in  its  second  complete 
phase,  consisted  of  diminished  and  multiplied  derivatives  from 
the  chief  structural  members  of  its  first  phase.  The  process 
could  be  carried  no  further  :  complication  had  reached  its 
limit, — ^in  the  finite  divisibility  of  the  material, — ^in  the  finite 
capacity  of  man, — and  the  finishers  of  those  piles  should 
have  inscribed  on  them,  "  Architecture  is  finished;  henceforth 
he  content  to  co^P 

The  Gothic  system  fell  by  its  own  inherent  principles  of 
decay,  and  left  the  field  vacant  before  the  perceived  absence 
of  true  architecture  rendered  the  importation  of  a  new  system 
necessary.  Imitations  of  the  grotesque  must  be  carefully 
guarded  against  being  classed  with  the  pure  Gothic. 

Post-Gothic  Architecture. — Coeval  with  the  last  great 
transition  of  human  society:  from  the  invention  of  printing 
dates  the  fall  of  Gothic  art. 

The  present  Florentine  is  the  Doric  style  of  modem  pala- 
tial or  domestic  architecture. 

Yenice,  the  luxurious  mistress  of  the  Adriatic,  like  its  pro- 
22 
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type  the  Cormthiem  of  old,  has  superseded  its  riyals,  haying 
been  till  within  the  last  few  years  the  general  model  to  the 
architecture  of  all  trans-alpine  Europe.  Its  aim  was  splen- 
dor, variety,  luxury  and  ornament.  Intermediate  between 
these  two  schools  arose  the  modem  Roman. 

The  English  school  was  founded  on  the  Yenetian. 

In  Florence,  mere  eye-pleasure  is  foregone,  yariety  denied, 
iiionotony  endured  for  the  sake  of  grandeur,  and  the  higher 
objects  of  the  art. 

In  Venice,  the  higher  excellences  are  sacrificed  to  the 
lower  ;  true  grandeur,  to  pompous  effect ;  intellectual  sense 
of  fitness,  to  mere  eumorphic  beauty  ;  the  mind,  to  the  eye ; 
self-concealing  art,  to  self-displaying  art. 

To  describe  the  schools  more  technically,  or  with  regard 
to  ruUs  rather  than  principles, — ^the  Florentine  is  mostly  as- 
tylar,  the  style  of  fenestration  and  rustic  groins  ;  the  Ro- 
man the  style  of  pilasters  ;  the  Yenetian,  that  of  oolunms. 
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CONCLTJDrNTG  REMAEKS. 


Among  the  few,  then,  that  enlist  on  the  side  of  Troth,  and 
resolatelj  engage  in  this  perpetual  conflict  against  false; 
against  popular,  against  national  taste,  it  must  ever  be  borne 
in  mind,  first,  that  there  is  no  substUviefor  thotight.  All  the 
ponderous  tomes  of  examples,  specimens,  &c.,  from  Adams 
and  Stuart  downwards,  have  been  intended,  or  received,  for 
this  purpose  ;  and,  as  stbch,  are  not  only  totally  worthless, 
but  extremely  prejudicial ;  though  invaluable  as  materials 
for  analysis,  free  criticism,  and  search  into  principles,— for 
which  purposes  they  have  never  yet  been  used. 

Nothing  can  increase  the  value  of  a  design,  which  does  not  in- 
crease the  labor  of  the  designer,  (by  designs  I  do  not  mean 
draughtsman  J  Every  reference  to  preoedmt  should  do  this,  amd 
will  do  so  vnth  every  true  artist.  But  the  false  artist  refers  to 
precedent,  to  save  himself  trouble  ;  that  is,  to  cheat  his  em- 
ployers, by  diminishing  the  value  of  his  work,  without  di- 
minishing its  apparent  value. 

»II.  Novelty-hunting,  and  the  false  use  of  precedent,  are 
the  Scylla  and  Charybdis  between  which,  the  many,  and  the 
architects  of  the  many,  are  forever  destined  to  be  wrecked. 
It  is  possible,  however,  to  fall  into  both  at  once. 

That  nothing  is  beautiful  which  is  without  motive,  most 
of  the  thinking  will  admit ;  yet  it  is  necessary  to  add,  that 
novelty  and  a/ntiquity  are  no  admissible  motives.  But  though 
age  affords  no  reason  whatever  for  the  adoption  of  any  thing, 
it  gives  every  reason  for  its  examination  and  study. 

III.  We  cannot  too  strongly  instil  into  the  reader,  that 
while  novdty  is  in  itself  neither  a  beauty  nor  a  fault,  but  to- 
tally immaterial, — novelty  sought  for  its  own  sake  is  the  des- 
truction of  art.  The  end  of  art  is  truth.  The  instant  it 
proposes  any  other  aim,  (be  it  noveUy,  or  to  "  catch  the 
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spirit"  of  a  particular  time  or  place,  i.  e.,  mimicry,  or  any 
other  fancy  J  it  ceases  to  be  art ;  and  what  is  not  art,  is  not 
architecture.  Aim  at  catching  the  spirit  of  all  true  archi- 
tecture, not  that  of  any  one  style, — rStill  less,  of  a  notorious- 
ly/aZsc  style. 

lY.  If,  as  we'  have  also  endeavored  to  instil,  the  main 
distinction  between  artists  is,  that  some  striye  to  put  as 
much  thought  as  possible  into  a  given  work,  and  others  to 
do  that  work  with  as  little  thought  as  possible, — ^then,  if 
one  of  these  principles  be  art,  it  follows  that  the  other  is  not 
merely  its  absence,  but  its  opposite , — ^not  a  mere  negation, 
but  an  active  principle,  for  which,  finding  no  name  used,  I 
would  propose  the  i^rm  arUi-art* 

A  very  small  portion  of  tmti-ari  peeping  out,  is  enough  to 
destroy  all  our  pleasure  in  a  work  of  art.  Witness  the  pots 
and  cowls  that  finish  the  sky-line  of  most  of  our  piles  of 
architecture.  A  foreigner  would  think  this  nation  bankrupt, 
to  judge  by  the  innumerable  public  buildings  standing  unfi- 
nished,  covered  with  these  hideous  make-shifts. 

V.  The  highest  beauty  is  fitness.  Therefore,  when  yon 
see  a  thing  highly  beautiful,  beware  of  copying  it  till  after 
mature  study ;  for  the  more  beautiful  (i.  e.,  the  fitter)  it 
may  be  in  its  situation,  the  less  likely  to  be  fit  (t.  &,  beauti- 
ful) in  any  other. 

Those  who  wonder  why  architects  often  condemn  what 
other  persons  of  good  taste  admire,  seem  to  forget  that  the 
latter  cannot  distinguish  what  belongs  to  the  designer,  from 
what  belongs  to  the  theory  of  his  art  as  he*found  it,  and 

*  Here  is  the  simplegt  instance  I  can  find,  whieh  will  display  the  two  principles. 
The  reader  knows  the  old  established  way  of  cutting  the  stones  of  an  arch  in  rosti- 
cated  masonry,  each  stone  presenting  a  flTe-sided  &ce:  weIl,two  other  modes  hare 
lately  been  adopted,  each  making  the  fi^es  of  the  stones  four-sided.  In  one,  the 
Toussoirs  are  alternately  long  and  short,  like  tettlements  ;  in  the  other,  their  «x- 
trados  is  cut  to  a  regular  curre.  Persons  of  taste,  however,  prefer ^he  old  method, 
but  without  knowing  why.  Now  I  will  tell  you  why.  Just  sketch  the  three  on 
paper,  and  you  will  perceive  that  the  old  is  hy  Tmx  the  most  troublesome  to  design, 
yet  gives  the  least  work  to  the  mason;  having  fewest  oblique  joints.  Thoaght  is 
expended  to  save  manual  labor.  But  in  both  the  new  modes,  mental  labor  is  saved 
at  the  expense  of  the  manoaL    The  first  is  orf,  the  others  oiiKaHL 
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which  not  only  the  trne  artist  learns,  bat  eyen  the  most  ig- 
norant faXU  intOy  as  we  inevitably  fall  into  the  habits  of 
those  aronnd  ns.  Bnt  the  eye  of  an  architect  has  acquired 
the  power  of  instantly  separating  these  two  parts  of  the  de- 
sign, setting  aside  the  one  as  a  mere  matter  of  routine,  but 
singling  ont  and  fixing  itself  on  whatever  is  the  designer's 
won.  Now,  if  we  perceive  that  all  the  beauty, — all  the 
truth  in  the  building,  belongs  to  the  former  portion  ;  that 
whatever  belongs  to  the  designer,  whatever  is  new, — ^is  false, 
— ^is  adopted  either  for  novelty,  or  to  save  thought,  or  for 
affectation,  or  for  anti-art,  we  condemn  the  work,  and  just- 
ly :  for  what  avails  it  to  have  been  correct  as  far  as  rules 
and  precedent  would  apply,  if  wherever  he  has  acted  for  him- 
self he  has  sinned  ?  What. avails  it  to  have  repeated  truly 
the  990  words  for  which  he  could  find  authority,  if  the  10 
which  he  was  obliged  to  add  are  aU  false  ?  It  is  these  ten 
alone  that  show  whether  he  is  an  artist  or  not ;  and  these 
things,  though  small,  and  escaping  the  casual  glance  of  the 
public,  glare  to  our  eyes  as  huge  blots,  totally  defacing  the 
routine  beauty  ;  though  that  may  form  the  major  portion  of 
the  work,  and  may  cause  the  uninformed  to  regard  it  as 
pleasing  on  the  whole. 

Beware  of  mistaking  this  on  the  whole,  for  as  a  whole.  Sir 
Joshua  Refolds  observes,  that  "  the  totally  ignorant  be- 
holder, like  the  ignorant  artist,  cannot  comprehend  a  whole, 
nor  even  what  it  means.*'  When  such  speak  of  the  effect 
as  a  whole,  they  mean  on  the  whole.  The  effect  to  them  is 
pleasing,  if  it  contain  a  majority  of  pleasing  parts. 

Such  are  now  the  most  influential  judges  of  art.  By^  a 
singular  inconsistency,  those  who  constantly  profess  to  be  no 
judges,  are  really  the  style-formers.  They  say,  "  We  know 
nothing  of  the  art,  but  we  know  what  pleases  us.''  But 
what  does  this  assume  7  Plainly,  that  the  art  is  intended  to 
please  them.  This  is  the  grand  art-destroying  error.  No 
true  art  is,  or  ever  was,  meant  to  please  the  many,  but  to 
teach  them  when  to  be  pleased. 
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In  limiting,  we  fear,  the  number  of  tme  artists,  it  must 
be  remembered  that  one  may  be  a  tme  artist  without  beii^ 
a  master,  or  any  thing  like  one.  The  difference  is  this:  moat 
buildings  ar^  so  transparent,  that  we  look  at  their  front,  and 
see  throi^h  to  the  back  of  the  designer's  mind.  According 
to  the  proportions  we  see  of  iAougkt-spending  or  thougki-MOV' 
img  spirit,  so  we  admire  or  condemn  ;  and  when  we  can  dis- 
cern no  self-sparing,  no  anti-art,  w^  pronoonce  the  work 
^rd/y  degami  ;  bat  not  necessarily  masterly.  The  work  of  a 
master  is  equally  or  even  more  transparent ;  but  though  the 
eye  pierce  deeper,  and  perhaps  find  more  faults,  it  cannot 
reach  the  bottom.  Admire  as  much  as  we  may,  wepeieeiTe 
thai  there  is  more  beyond,  left  unadmired. 

The  few  principles  which  we  have  endeayored  to  elicit  or 
explain  in  this  volume,  have  been  arranged  in  an  iq>ward 
progression,  from  narrow  and  particular,  to  wider  and  moie 
general  ones.  We  first  tried  to  distinguish  the  different 
grades  of  beauty  in  building,  and  assign  them  their  true  re- 
lative ranks.  Thus  color,  whose  laws  of  harmony  are  purely 
physical,  came  before  uniformity,  which  appears  sometimes 
addressed  to  the  sense,  and  sometimes  to  the  mind.  Beauty 
of  outline,  being  wholly  addressed  to  the  mind,  though  per- 
haps to  its  lowest  faculties,  came  next,  and  was  traced  to 
the  union  of  unity  and  variety,  which  union  is  to  be  effected 
in  two  ways, — ^by  gradation,  and  by  contrast.  Proceeding, 
then,  from  unmeaning  beauty  to  that  which  is  distinguishable 
into  classes,  we  showed  that  its  two  opposite  characters — 
graiiimr  and  elegamce — depended  on  the  comparative  preva- 
lence of  these  two  principles — contrast  and  gradation.  Ac- 
cording to  the  relative  proportions  of  these,  we  divided  all 
possible  forms  into  five  classes,  and  insisted  on  the  obser- 
vance of  the  natural  disposition  and  subordination  of  these 
classes  one  to  another,  as  practised  in  all  the  pure  and  ad- 
nured  styles.  This  we  regard  as  the  most  important  prind* 
pie  in  mere  geometric  design,  apart  from  constructive  and 
other  fitness. 
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We  then  considered  the  two  cognate  qualities  of  suhlimUf 
and  pKiwesquenesSj  referring  the  former  chieflj  to,  1.  The 
prevalence  of  contrast,  and  rarity  or  absence  of  gradation  ; 

2.  The  expression  of  mechanical  power  in  the  constrnction  ; 

3.  The  principle  by  painters  called  breadth,  i.  e.,  the  collection 
of  every  thing  or  quality  into  great  unbroken  accumulations  ; 

4.  A  quality  we  called  cU^th,  the  reverse  of  flatness  or  shal- 
lowness. On  the  difficult  subject  of  picturesqueness,  we  sim- 
ply gave  the  notions  of  Buskin,  that  it  arises  from  the  same 
qualities  that  would  be  sublime  in  th^  subject  itself,  attach- 
ing themselves  not  to  its  essence,  but  to  some  acddeni,  as 
light  and  shade,  color,  situation,  state  of  decay,  &c. 

We  next  considered  how  nature  should  be  imitated,  with 
generalization,  L  t.,  by  taking  all  possible  objects  that  have 
the  character  we  want  to  give,  extracting  all  that  they  have 
in  common,  and  rejecting  what  is  peculiar  to  each.  We  in- 
sisted on  the  same  method  as  necessary  in  the  imitation  of 
masters,  styles,  and  manners  ;  and  endeavored  to  distinguish 
between  true  and  false  imitation,  or  copyism.  Another  kind 
of  false  imitation,  viz.,  deception,  was  then  considered ;  the 
grievous  error  of  regarding  it  as  an  object  of  art,  the  total 
destruction  thereby  fallen  on  popular  art,  and  the  great 
caution  necessary  for  the  thoughtful,  who  would  escape  this 
defilement.  Connected  with  this,  we  endeavor  to  enforce 
constructive  truth,  or  the  non-disguise  of  the  real  statical  prin- 
ciples of  the  construction  ;  and  lastly  (a  principle  hitherto 
totally  neglected  by  the  modems,)  construdire  umty,  or  the 
consistent  adherence  to  one  statical  method  throughout  a 
building. 

The  two  short  reviews  of  the  "  pure  styles"  afford  the 
reader  particular  instances  and  modifications  of  these  prin- 
ciples, and  perhaps  of  some  higher  ones. 

Pure  architecture,  then,  may  be  regarded  as  consisting  in 
the  combination  of  constructive  and  decorative  Truth,  in 
their  widest  sense,  or  of  constructive  and  decorative  Unity. 

This  union  was  anciently  sought  by  all  nations, — attained 
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by  the  Greeks  alone, — dissolyed  by  the  Roman  introductbo 
of  the  arch,— jgradoally  lost  by  the  increasing  admixture  <^ 
that  constrnctLve  principle, — ^restored  by  its  total  adoption, 
to  the  exclusion  of  all  other  apparent  construction, — and  a 
second  time  lost  by  the  increase  of  tensile  construction  and 
the  indiscriminate  mixture  of  all  constructive  methods. 

Since  this  second  degradation  of  the  art,  however,  many 
great  artists  have  lived,  especially  in  Italy,  a  country  which 
has  never  attained  a  system  of  constructive  unity.  For,  ex- 
cept the  pseudo-Greek  buildings  of  the  empire,  and  the 
pseudo-Gothic  pile  of  Milan  cathedral,  with  a  few  other 
exotic  importations,  it  has  never  seen  a  building  possessing 
even  the  appearance  of  constructive  unity.  Such  a  country 
is  that  in  which  we  might  look  for  the  development  of  a  style 
suitable  to  the  ndosed  construction  practised  for  the  last  three 
centuries  ;  and,  accordingly,  in  that  country,  such  a  style 
did,  after  many  ages  of  unsuccessful  efforts,  at  length  appear, 
under  the  constellation  of  artists  that  adorned  the  fifteenth 
and  sixteenth  centuries.  The  system  then  developed  was  a 
new  one,  though  composed  of  classic  details.  It  affords  more 
scope  for  variety  in  general  arrangement  than  either  of  the 
pure  systems, — certainly  more  than  any  impure  ones  ;  and  it 
possesses  a  pliancy  that  may  be  bent  to  all  the  purposes 
probably  that  can  ever  be  required  in  buildings  of  mixed 
construction.  As  long  as  such  construction  prevails,  we  may 
safely  predict  the  continued  prevalence  of  this  architecture 
among  the  thinking. 

But  the  two  pure  systems,  perhaps  it  will  be  said,  are 
things  too  good  ever  to  be  entirely  given  up.  If  so,  far  more 
are  they  too  good  to  be  abused  and  caricatured.  If  they  are 
worth  copying  at  all,  they  are  worth  copying  completely ; 
and  this  can  never  be  done  but  by  copying  their  construction 
as  well  as  then*  decoration.  If  modem  habits  or  means  will 
not  permit  this,  they  will  not  permit  the  old  style.  Count 
the  cost,  Aerefore.  If  you  want  to  imitate  the  archless 
fityle,  your  building  must  be  archless,  or  a  huge  lie.     If  yoc 
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Imitate  the  beamless  style,  it  most  be  beamlees  ;  and  every 
unyaulted  btiilding,  ancient  or  modem,  that  apes  this  style, 
is  a  motiveless  and  onmeaning  sham. 

Not  less  preposterous  than  the  attempt  to  revive  dead 
styles,  is  the  requirement  to  invent,  for  ordinary  boildings,  a 
ntw  one.  As  long  as  we  have  no  new  style  in  constmction, 
we  oMi  have  none  in  architecture  ;  but  if  we  call  the  qiixed 
construction  a  new  kind,  we  have  a  new  style  adapted  to  it, 
— a  modem,  a  living  style  ;  the  growth  of  modem  circum- 
stances and  of  the  existing  modes  of  constmction  : — tmo, 
moreover,  inasmuch  as  we  are  only  on  the  threshold  of  its 
possible  combinations  and  varieties,  far  more  inexhaustible 
than  those  of  either  of  the  pure  systems.  In  this  country 
particularly,  the  beauties  of  the  modem  architecture  are 
hardly  known,  nor  can  it  be  said  to  have  ever  had  a  fair  trial, 
or  indeed  any  trial  in  more  than  one  or  two  classes  of  ~build- 
ings.*  It  would  be  ridiculous  self-conceit  in  an  architect,  to 
pretend  wilfully  to  go  back  and  try  to  solve  anew  that  which 
has  been  already  solved,  and  only  by  the  succession  of  a  long 
line  of  great  artists.  He  can  never  hope  to  overtake  them 
with  such  a  start  in  their  favor  ;  while  by  commencing  from 
the  point  they  reached,  the  poorest  talents  may  advance 
beyond  them. 

But  while  no  inventive  architect  would  vjish  for  a  new 
style,  convinced  that  there  is  far  more  scope  for  variety  and 
new  combination  in  one  already  enriched  with  the  accumulated 
genius  of  three  centuries  ;  it  is  certain  that,  in  another  point 
of  view,  a  new  style  is  indispensable.  There  is  a  class  of 
buildings  tending  towards  a  new  style  of  constmction, — ^be- 
coming less  mixed  in  this  respect, — and  approaching  a  con- 
sistent use  of  Unsih  covering  to  the  exclusion  of  every  other. 

•  What  are  called  classic  churches,  for  instance,  are  for  the  most  part,  mere 
anti-art,  no  more  CIascIc  than  thcj  are  Chinese  Wren  ha<#Do  opportunity  of 
erecting  a  handsome  parish  church.  His  pupils  fell  either  into  littleness  or 
Borominian  corruption  ;  and  since  their  time,  there  hare  only  b€#i  hole-in-the- 
waU  preaching  rooms, — sham  temples,— and  now  psendo-Gothioesque  bams,  copiec 
of  copies  by  medisoval  village  maacmi.  England  does  not  possess  a  modem  chuxck 
in  the  modem  st/lA. 
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To  this  third  system  of  constructive  unity,  there  is  no  oM 
style  adapted.  IKone  was  invented  for  it.  It  is  a  new  thing, 
and  its  treatment  must  be  new, — new,  because  subject  to  old 
principles  ;  and  to  be  effected  only  by  a  patient  search  into 
those  old  principles.  Let  us  not  mistake  what  we  have  to  do. 
It  is  that  which  has  been  done  only  twice  before  ;  in  the  lime 
of  Dorus,  and  in  the  thirteenth  century.  We  must  carefully 
attend  to  the  modes  by  which  it  was  effected  on  both  those 
occasions.  On  the  first  it  was  done  most  perfectly.  There 
was  the  least  to  do.  There  was  no  lumber  of  a  rotten  system 
to  sweep  away.  There  was  falsehood  indeed  to  rectify,  but 
it  was  only  decorative,  not  constructive,  and  probably  unr 
backed  by  prejudices  and  precedent.  The  second  purification 
was  less  complete,  but  more  like,  in  circumstances,  to  that 
now  required.  Its  grand  impediments  were  prejudices  in 
favor  of  old  but  useless  forms,  and  against  an  useful  member 
(the  buttress,),  under  the  notion  that  it  was  unarchitecturaL 
So  is  it  now.  The  method  of  tying  buildings  together,  (said 
Wren,)  instead  of  giving  the  arches,  Ac,  sufficient butment, 
is  contrary  to  the  principles  of  sound  architecture.  Yes, 
contrary  to  the  only  two  systems  of  architecture  known  to 
him  or  to  us,  but  not  therefore  contrary  to  all  possible 
systems.  A  Greek  would  have  condenmed  thus  the  method 
of  wedging  stones  together  by  lateral  pressure  ;  and  after 
this  method  was  introduced  and  used  in  all  buildings,  it  was 
fifteen  centuries  before  architects  could  be  brought  to  admit 
the  appearance  of  this  lateral  pressure.  For  a  still  longer 
period  has  tension  been  a  principle  of  buOding,  and  yet  not 
of  architecture  ;  much  longer  has  the  tie  been  struggling  for 
admission,  and  been  refused.  As  nothing  was  effected  to- 
wards the  development  of  the  second  system  till  the  arch 
covering  became  universal, — ^till  a  building  became  beamless; 
so  can  no  advance  toward  the  third  be  expected  till  this 
constructive  principle  becomes  universal,  in  the  widest  cove^ 
ing  and  in  the  narrowest, — till  a  building  be  erected  botfc 
iBithatU  lintd  and  without  butment 
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If  the  retaining  of  useless  entablatores  after  their  office 
was  superseded  by  the  arch,  was  a  falsehood  and  a  hindrance 
necessary  to  be  swept  away  before  any  progress  could  be 
effected, — ^have  we  not  a  perfect  parallel  in  the  retaining  of 
useless  buttresses  after  their  duty  has  been  superseded  by  the 
tie? 

There  is,  among  other  art-destroying  fallacies,  a  notion 
now  prevalent,  that  architectural  styles  spring  up  of  them- 
selves,  and  that  if  we  wait  long  enough,  in  process  of  time  a 
new  one  may  grow  up,  we  know  not  how.  A  new  railway 
is  more  likely  to  grow  up.  Decorative  fnammrsy  fashions^  are 
not  to  be  confounded  with  a  new  style,  still  less  with  a  new 
system,  such  as  the  two,  the  only  two,  that  possess  con- 
structive and  decorative  unity.  Yet  even  a  new  fashion  does 
not  come  unsought, — ^without  search  after  novelty.  Far  less 
can  an  architectural  system  arise  but  by  an  earnest  and 
rightly  directed  search  after  truth.  For  five  thousand  years 
have  all  the  nations  beyond  the  radius  of  Greek  influence 
sought  a  true  system  of  beam  architecture,  and  ruver  found 
it. .  For  fifteen  centuries  did  Europeans  use  the  arch,  and 
seek  a  system  of  arch  architecture,  before  they  found  it.  For 
a  much  longer  time  have  Arabs,  Turks,  Chinese,  sought  the 
same,  and  mcer  attained  it.  For  twenty  centuries  did  the 
Italians  practise  mixed  construction,  and  seek  a  system 
thereof,  before  they  attained  it.  Let  us  not  deceive  ourselves  : 
a  style  never  grew  of  itself ;  it  never  will.  It  must  be  sought, 
and  sought  the  right  way.  We  may  blunder  on  in  a  wrong 
path  forever,  and  get  no  nearer  the  goal. 

A  new  style  requires  the  generalized  imitation  of  nature 
and  of  many  previous  styles  ;  and  a  new  system  requires,  in 
addition  to  this  (as  Professor  Whewell  has  remarked),  the 
binding  of  all  together  by  a  new  principle  of  widty,  clearly 
understood,  agreed  upon,  and  kept  constantly  in  view.  Con- 
structive statics  affords  three  such  principles, — ^the  depressile, 
the  GOMPRESsiLE,  aud  the  tensile  methods, — ^the  beam — ^the 
arch — ^the  truss ;  of  which  the  two  former  have  been  made 
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the  bases  of  past  systems  :  the  third  is  ours,  to  be  used  is 
the  same  manner. 

Snch  I  believe  to  be  the  problem  Truth  propounds  to  the 
architects  of  the  present  time ;  but  its  solution  will  be  found 
utterly  hopeless,  as  long  as  we  indulge  any  hankering  after 
novelty  far  its  own  sake  ;  any  mean  disposition  to  follow  in- 
stead of  correcting  popidar  taste;  and  above  all,  let  none 
dare  attempt  it  till  we  have  engraved  on  our  compasses  a 
hacknied  sentence,  but  one  which  I  suspect  to  contain  nearly 
the  whole  theory  of  art, — seek  not  to  seeic  what  you 

WOULD  BE,  BUT  TO  BE  WHAT  TOU  WOULD  SEEM. 


ANCIENT   MONUMENTS   OP  GREECE. 


Every  one  can  understand  the  regret  with  which  we 
behold  the  remains  of  ancient  grandeur,  and  the  capitals  ol 
buried  empires.  This  feeling,  so  profound  in  Jerusalem  and 
Rome,  is  even  more  so  in  Athens, — 

*«th«  eye  of  Greece,  mother  of  arts 
And  eloquence^  natiye  to  fiunoiu  wite^ 
Or  hoepitable— ** 

a  city  never  so  large  as  New  York,  but  whose  inhabitants 
produced  within  the  short  space  of  two  centuries,  reckoning 
from  the  battle  of  Marathon,  as  Landor  saysj^a  larger  number 
of  exquisite  models,  in  war,  philosophy,  patriotism,  oratory, 
and  poetry — ^in  the  semi-mechanical  arts  which  accompany 
or  follow  them,  sculpture  and  painting — and  in  the  first  of 
the  mechanical,  architecture^  than  the  remainder  of  Europe 
in  six  thousand  years. 

The  monuments  of  antiquity  which  still  exist  in  Athena 
have  been  described  by  Chandler,  Clarke,  Gfell,  Stuart,  Dod- 
well,  Leake,  and  other  travellers,  the  most  recent  and  com- 
petent of  whom  perhaps  is  Mr.  Henry  Cook,  of  LondoUi 
author  of  Illustrations  of  a  Tour  in  the  Ionian  Islands^ 
OreecCy  and  Constantinople,  who  has  just  made  for  the 
Art^ournal  a  series  of  drawings  of  those  which  are  most 
important,  representing  them  in  their  present  condition. 
These  drawings  by  Mr.  Cook,  we  have  partially  repro- 
duced in  the  present  volume,  making  liberal  use  at  the  same 
time  of  his  descriptions. 

Until  the  sacrilegious  hand  of  the  late  Lord  Elgin  despoiled 
Athens  of  *'  what  Goth,  and  Turk,  and  Time  had  spared," 
the  world  eould  still  see  enough  to  render  possible  a  just 
23 
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impression  of  her  old  and  chaste  magnificence.  It  is  painfal 
to  reflect  within  how  comparatively  ^hort  a  period  the  chief 
injuries  have  been  inflicted  on  such  buildings  as  the  Parthenon 
and  the  temple  of  Jupiter  Olympus,  and  to  remember  how 
recent  is  the  greater  part  of  the  rubbish  by  which  these  edifices 
have  been  choked  up,  mutilated,  and  concealed.  Probably 
until  vrithin  a  very  few  centuries,  time  had  been  simply  and 
alone  the  "  beautifier  of  the  dead,"  **  adomo-  of  the  ruin," 
and,  but  for  the  vandalism  of  a  few  barbarians,  we  might 
hare  gazed  on  the  remains  of  former  greatness  without  an 
emotion  except  of  admiration  for  the  genius  by  which  they  were 
created.  The  salient' feature  (probaUy  the  only  one)  in  the 
present  rule  at  Athens  is  one  which  affords  the  highest  satis- 
faction to  those  interested  in  this  subject  Slowly,  indeed, 
and  with  an  absence  of  all  energy,  is  going  on  the  restora- 
tion of  some,  the  disinterment  of  others,  and  the  conserva- 
tion of  all  the  existing  monuments ;  and  time  will  probably 
ere  long  give  us  back,  so  &r  as  is  possible,  all  that  the  van* 
dalism  or  recklessness  of  modern  ages  has  obscured  or 
destroyed.  On  the  Acropolis  the  results  of  these  efforts  at 
restoration  are  chiefly  visible;  day  by  day  the  debris  of 
ruined  fortifications,  of  Turkish  batteries,  mosques,  and  maga- 
zines, are  disappearing ;  every  thing  which  is  not  Pentelic 
marble  finds  its  way  over  the  steep  sides  of  the  fortress,  and 
in  due  time  nothing  will  be  left  but  the  scattered  fragments 
which  really  belonged  to  the  ancient  temples.  ^  The  details,** 
says  Mr.  Cook, "  of  the  partial  destruction  of  this  old  fortress — 
founded  1666  years  before  the  advent  of  the  Saviour — ^under 
the  fire  of  the  Venetians,  commanded  by  Morodni,  are  so  weD 
known,  that  I  have  thought  it  unnecessary  to  repeat  them ;  but 
it  is  impossible  to  recall  them  without  a  shudder,  as  the  reflec- 
tion is  forced  on  one,  of  what  must  have  been  their  fate  whose 
wickedness  caused  an  explosion  which  could  scatter,  as  a 
horse's  hoof  may  the  sands  of  the  sea-^hore,  the  giant  maasek 
which  for  ever  bear  witness  to  the  power  of  that  mighty 
agent  we  have  evoked  from  the  earth  for  our  mutual  deatrao* 
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tion."  At  the  west  end  of  the  Acropolis,  by  which  alone  it 
was  accessible,  stood  the  Propylea,  its  gate  as  well  as  \iis 
defence.  Through  this  gate  the  periodical  processions  of  the 
Panathenaic  jubilee  were  wont  to  move,  and  the  marks  of 
chariot  wheels  are  still  visible  on  the  stone  floor  of  it« 
entrance.  It  was  of  the  Doric  order,  and  its  right  wing  was 
supported  by  six  fluted  columns,  each  Ave  feet  in  diameter, 
twenty-nine  in  height,  and  seven  in  their  intercolumniation. 
^  Here  perhaps  the  chief  work  has  been  accomplished  ;  all  the 
now  detached  columns  were  built  up  with  solid  brickwork, 
batteries  were  erected  on  the  spot  occupied  by  the  Temple 
of  'Victory  without  wings,'  and  on  the  square  which 
answered  to  it  on  the  opposite  side  of  the  flight  of  marble 
steps ;  the  whole  of  which  were  deeply  buried  (not  until  they 
had  severely  suflered),  beneath  the  ruins  of  the  fortification 
which  crumbled  away  under  the  Venetian  guns.  These 
walls  have  been  removed,  the  batteries  destroyed,  and  the 
material  of  which  they  were  composed  taken  away;  the 
steps  exhumed,  and  the  five  grand  entrances,  by  which  the 
fortress  was  originally  entered,  opened,  although  not  yet 
rendered  passable.  It  would  be,  I  imagine,  impossible  to 
conceive  an  approach  more  magnificent  than  this  must  have 
been.  The  whole  is  on  such  a  superb  scale,  the  design,  in 
its  union  of  simplicity  and  grandeur,  is  so  perfect,  the 
material  so  exquisite,  and  the  view  which  one  has  from  it  of 
the  Parthenon  and  the  Erechtheum  so  beautiful,  that  no 
interest  less  intense  than  that  which  belongs  to  these  temples 
would  be  sufficient  to  entice  the  stranger  from  its  contem- 
plation." 

On  the  right  wing  of  the  Propylsea  stood  the  temple  of 
Victory,  and  on  the  left  was  a  building  decorated  with 
paintings  by  the  pencil  of  Polygnotus,  of  which  Pausanias 
has  left  us  an  account  In  a  part  of  the  wall  still  remaining 
there  are  fragments  of  excellent  designs  in  basso-relievo, 
representing  the  combat  of  the  Athenians  with  the  Amazons ; 
besides  six  columns,  white  as  snow,  and  of  the  finest  architeo* 
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ture.  Near  the  Propylsea  stood  the  celebrated  colossal 
statue  of  Minerva,  executed  by  Phidias  after  the  battle  of 
Marathon,  the  height  of  which,  including  the  pedestal,  was 
sixty  feet 

The  chief  glory  of  the  Acropolis  was  the  Parthenon,  or 
temple  of  Minerva.  It  was  a  peripteral  octostyle,  of  the 
Doric  order,  with  seventeen  columns  on  the  sides,  each  six 
feet  two  inches  in  diameter  at  the  base,  and  thirty-four  feet 
in  height,  elevated  on  three  steps.  Its  hei^t,  from  the  base 
of  the  pediments,  was  sixty-five  feet,  and  the  dimensions  of 
the  area  two  hundred  and  thirty-three  feet,  by  one  hundred 
and  two.  The  eastern  pediment  was  adorned  with  two 
groups  of  statues,  one  of  which  represented  the  birth  ci 
Minerva,  the  other  the  contest  of  Minerva  with  Neptune  for 
the  government  of  Athens.  On  the  metopes  was  sculptured 
the  battle  of  the  Centaurs  with  the  Lapithse  ;  and  the  frieze 
contained  a  representation  of  the  Panathenaic  festival 
Ictinus,  Oallicrates,  and  Carpion,  were  the  architects  of 
this  temple ;  Phidias  was  the  artist ;  and  its  entire  cost  has 
been  estimated  at  seven  million  and  a  half  of  dollars.  Of 
this  building,  eight  columns  of  the  eastern  front  and  several 
of  the  lateral  colonnades  are  still  standing.  Of  the  frontis- 
piece,  which  represented  the  contest  of  Neptnne  and  Minerva, 
nothing  remains  but  the  head  of  a  searhorse  and  the  figures 
of  two  women  without  heads.  The  combat  of  the  Centaurs 
and  Lapithse  is  in  better  preservation ;  but  of  the  numerous 
statues  with  which  this  temple  was  enriched,  that  of  Adrian 
alone  remains.  The  Parthenon,  however,  dilapidated  as  ii 
18,  still  retains  an  air  of  inexpressible  grandeur  and  sublimity ; 
and  it  forms  at  once  the  highest  point  in  Atbens,  and  the 
centre  of  the  Acropolis. 

To  stand  at  the  eastern  wall  of  the  Acropolis,  and  gaze  on 
the  Parthenon,  robed  in  the  rich  colors  by  which  time  has 
added  an  almost  voluptuous  beauty  to  its  perfect  proportions 
— ^to  behold  between  its  columus  the  blue  mountains  of  the 
Horea,  and  the  bluer  seas  of  Egina  and  Salamis,  with  acau' 
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thus-covered  or  ivj- wedded  fragments  of  majestic  friezes,  and 
mighty  capitals  at  your  feet — the  sky  of  Greece,  flooded  by 
the  gorgeous  hues  of  sunset,  above  your  head — Mr.  Cook 
describes  as  one  of  the  highest  enjoyments  the  world  can 
offer  to  a  man  of  taste.  He  is  opposed  to  the  projects  of  its 
restoration,  and  says  that,  ^  to  real  lovers  of  tne  picturesque, 
the  Parthenon  as  it  now  stands — a  ruin  in  every  sense  of 
the  term,  its  walls  destroyed,  its  columns  shivered,  its  friezes 
scattered,  its  capitals  half-buried  by  their  own  weight,  but 
clear  of  all  else — ^is,  if  not  a  grander,  assuredly  a  more  im- 
pressive object  than  when,  in  the  palmiest  days  of  Athenian 
glory,  its  marble,  pure  as  the  unfallen  snow,  first  met  the 
rays  of  the  morning  sun,  and  excited  the  reverential  admira- 
tion of  the  assembled  multitudes." 

On  the  northeast  side  of  the  Parthenon  stood  the  Erech- 
thenm,  a  temple  dedicated  to  the  joint  worship  of  Neptune 
and  Minerva.  There  are  considerable  remains  of  this  build- 
ing, particularly  those  beautiful  female  figures  called  Cary- 
atides, which  support,  instead  of  columns,  three  of  the  porti* . 
coes ;  besides  three  of  the  columns  in  the  north  hexastyle 
with  the  roof  over  these  last  columns.  The  rest  of  the  roof 
of  this  graceful  portico  fell  during  the  siege  of  Athens,  in 
1827.  Lately  much  has  been  done  in  the  way  of  excavation ; 
the  buried  base  of  this  tripartite  temple  has  been  cleared ; 
the  walls,  which  had  been  built  to  make  it  habitable,  have 
been  removed ;  the  abducted  Caryatid  replaced  by  a  modern 
copy,  the  gift  of  Lord  Guildford,  and  the  whole  prepared  for 
a  projected  restoration. 

The  Temple  of  Victory  without  wings,  already  mentioned, 
is,  with  the  exception  of  the  pavement,  entirely  a  restoration ; 
for  nearly  two  centuries  all  trace  of  it  was  lost,  all  mention 
omitted.  In  removing  one  of  the  Turkish  batteries,  in  order 
to  clear  the  entrance  to  the  Propylaea,  some  fragments  were 
found  which  led  to  a  more  minute  investigation ;  and,  after 
a  short  time,  the  foundation,  the  pavement,  and  even  the 
bases  of  some  of  the  columns  were  disiiiterred,  making  its 
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reconstruction  not  only  very  easy,  but  extremely  satisfactory 
It  is  small,  but  of  exquisite  proportions,  and  now  perfect, 
with  the  exception  of  a  portion  of  the  frieze,  which  is  in  the 
British  Museum.  A  peculiarity  of  this  temple  is,  that  it 
stands  at  an  angle  slightly  differing  from  that  of  the  Propy- 
]»a  itself, — a  fkct  for  which,  as  it  clearly  formed  one  of  the 
chief  ornaments  to,  and  was  certainly  built  after,  this  noble 
portico,  it  is  difficult  to  assign  any  very  good  reason. 

Such  is  an  ouUme  of  the  chief  buildings  of  the  Acropolis, 
which,  in  its  best  days,  had  four  distinct  characters ;  being 
at  once  the  fortress,  the  sacred  indosure,  the  treasury,  and 
the  museum  of  art,  of  the  Athenian  nation.  It  was  an  entire 
offering  to  the  deity,  unriyalled  in  richness  and  splendor ;  it 
was  the  peerless  gem  of  Greece,  the  glory  and  the  pride  of 
genius,  the  wonder  and  envy  of  the  world. 

Beneath  the  southern  wall  of  the  Acropolis,  near  its  extre- 
mity, was  situated  the  Athenian'  or  Dionysiac  theatre.  Itft 
seats,  rising  one  above  another,  were  cut  out  of  the  sloping  rock. 
Of  these,  only  the  two  highest  rows  are  now  visible,  the  rest 
being  concealed  by  an  accumulation,  of  soil,  the  removal  of 
which  would  probably  bring  to  light  the  whole  shell  of  the 
theatre.  Plato  affirms  it  was  capable  of  containing  thirty 
thousand  persons.  It  contained  statues  of  all  the  great 
tragic  and  comic  poets,  the  most  conspicuous  of  which  were 
naturally  those  of  JSschylus,  Sophocles,  and  Euripides, 
among  the  former,  and  those  of  Aristophanes  and  Menander 
among  the  latter.  On  the  southwest  side  of  the  Acropolis  is 
the  site  of  the  Odeum,  or  musical  theatre  of  Herodes  Attions, 
named  by  him  the  theatre  of  Regilla,  in  honor  of  his  wife. 
On  the  northeast  side  of  the  Acropolis  stood  the  Prytaneum, 
where  citizens  who  had  rendered  services  to  the  state  were 
maintained  at  the  public  expend.  Extending  southwards 
from  the  site  of  the  Prytaneum,  ran  the  street  to  which 
Pausanias  gave  the  name  of  Tripods,  from  its  containing  a 
number  of  small  temples  or  edifices  crowded  with  tripods,  to 
commemorate  the  triumphs  gained  by  the  Choragi  in  the 
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theatre  of  Bacchus.  Opposite  to  the  west  end  of  the  Aero* 
polis  is  the  Areopagus,  or  hill  of  Mars,  on  the  eastern  ex- 
tremity of  which  was  situated  the  celebrated  court  of  the 
Areopagus.  This  point  is  reached  by  naeans  of  sixteen 
stone  steps  cut  in  the  i^k,  immediately  above  which  is  a 
bench  of  stone,  forming  three  sides  of  a  quadrangle,  like  a 
triclinium,  generally  supposed  to  have  been  the  tribunal 
The  ruins  of  a  small  chapel  consecrated  to  St.  Dionysius  the 
Areopagite,  and  commemorating  his  conversion  by  St.  Paul, 
are  here  visible.  About  a  quarter  of  a  mile  southwest  from 
the  centre  of  the  Areopagus  stands  Pnyx,  the  place  provided 
for  the  public  assemblies  at  Athens  in  its  palmy  days.  The 
steps  by  which  the  speaker  mounted  the  rostrum,  and  a  tier 
of  three  seats  hewn  in  the  solid  rook  for  the  audience,  are 
still  visible.  This  is  perhaps  the  most  interesting  spot  in 
Athens  to  the  lovers  of  Grecian  genius,  being  associated  with 
the  renown  of  Demosthenes,  and  the  other  &med  Athenian 
orators, 

^  whose  resisUees  eloquence 
Wielded  at  will  that  fierce  democratic, 
Shook  the  arsenal,  and  fulmined  oyer  Greece, 
To  Macedon,  and  Artazerxes*  ^rone.** 

Descending  the  Acropolis,  the  eye  is  at  once  arrested  by 
the  magnificent  remains  of  the  temple  of  Jupiter  Olympus, 
and  by  the  Arch  of  Hadrian.  Whether  from  its  proximity 
to  the  gorgeous  monument  first  named,  or  that  it  is  intrinsi- 
cally  deficient  in  that  species  of  merit  which  appeals  directly 
to  the  senses,  the  Arch  of  Hadrian  attracts  comparatively 
little  notice.  It  is,  however,  a  highly  interesting  monument, 
bearing  unmistakable  marks  of  the  decline  of  art ;  yet  dis- 
tinguished for  much  of  that  quality  of  beauty  which  gives  so 
peculiar  a  character  to  the  architecture  of  the  Greeks.  The 
inscriptions  on  the  sides  of  the  entablature  have  given  rise  to 
much  learned  discussion,  and  have  led  to  a  far  more  lucid 
arrangement  of  the  city  and  its  chief  ornaments,  than  would 
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in  all  probability  have  been  accomplished,  bad  not  inquiry 
and  investigation  been  spurred  on  hf  the  difficulty  of  com- 
prehending their  exact  meaning. 

Of  two  views  of  the  temple  of  Jupiter  Olympus,  Mr.  Cook 
chose  that  in  which  the  Acropolis  is  seen  in  the  distance. 
The  three  lofty  Corinthian  columns  in  the  other  engraving 
are  diminished  in  the  scale  of  the  arch,  while  the  Acropolis, 
from  its  greater  complexity  of  parts,  adds,  perhaps,  something 
of  a  quality  in  which  the  subject  is  rather  wanting.  ^  I  am 
not  sure,"  says  Mr.  Cook,  "  that  the  remains  of  the  temple  of 
Jupiter  Olympus  are  not  the  most  impressive  which  Athens 
offers  to  the  eye  and  heart  of  the  traveller,  partly  from  their 
abstract  grandeur — a  grandeur  derived  from  every  element 
which  could  contribute  to  such  an  end — and  partly  from  a 
position  than  which  it  would  be  impossible  to  conceive  any 
thing  more  magnificent  The  gigantic  columns  struck  me 
with  a  sense  of  awe  and  bewilderment,  almost  oppressive ; 
they  consist^  as  may  be  seen  by  the  engraving,  of  sixteen, 
the  sole  representatives  of  the  one  hundred  and  twenty  which 
once  formed  this  mightiest  of  Athenian  temples,  llie  least 
thoughtful  person  could  scarcely  avoid  the  question  of  where 
and  how  the  remaining  one  hundred  and  four  of  these  enor- 
mous masses  can  have  vanished ;  and  assisted  by  the  fullest 
information  which  is  to  be  acquired  on  the  subject,  it  remains 
a  matter  of  wonder  to  all.  That  time  itself  has  had  but  little 
to  answer  for,  the  almost  perfect  preservation  of  portions  is 
sufficient  to  prove ;  in  some  cases  the  flutings  are  as  sharp 
and  clean  as  when  the  hand  of  the  sculptor  left  them,  while, 
more  generally,  they  bear  disgraceful  evidence  of  ill-usage  of 
every  kind,  from  that  of  the  cannon  ball  to  the  petty  mis> 
chief  of  wanton  idleness.  The  proportion  of  these  columns 
is  quite  perfect,  and  the  mind  is  lost  in  charmed  wonder,  as 
wandering  from  part  to  part  of  the  vast  platform,  it  is  pre- 
sented at  every  step  with  combinations  perpetually  changing, 
yet  always  beautiful.  So  difficult  do  I  find  it  to  determine 
from  what  point  of  view  these  ruins  are  seen  to  the  greatest 
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advantage,  that  I  have  appended  two  engravings,  from 
which  the  reader  may  select  that  which  best  conveys  to  him 
the  magnificence  of  the  structure  which  has  been  thus 
slightly  described.*'  The  temple  of  Jupiter  Olympus  was 
one  of  the  first  conceived,  and  the  last  executed  of  the  sacred 
monuments  of  Athens.  It  was  begun  by  Pisistratus,  but  not 
finished  till  the  time  of  the  Boman  emperor  Adrian,  seven 
hundred  years  afterwards. 

A  proof  of  the  varied  character  of  the  Athenian  architec- 
tural genius  may  be  found  in  the  exquisite  model,  the 
lantern  of  Demosthenes,  or,  as  it  is  more  properly  called,  the 
Choragic  monument  pf  Lysicrates.  It  is,  in  common  with 
the  greater  number  of  the  remains  of  which  we  speak,  of 
Pentelio  marble.  By  whomever  conceived,  designed,  or  exe- 
cuted, this  must  have  been  a  labor  of  love,  and  the  result  is 
such  as  might  be  anticipated  from  the  consequent  develop- 
ment of  the  highest  powers  of  one  to  whom  a  people  like 
the  Athenians  would  entrust  the  task  of  doing  honor  to 
those  who  had  paid  to  their  native  land  a  similar  tribute. 
It  is  small,  and  formed  of  a  few  i^lkmense  masses :  the  roof  is 
one  entire  block ;  the  temple  or  monument  itself  is  circular, 
and  is  formed  of  six  slabs  of  pure  white  marble,  the  joints  of 
which  are  concealed  by  an  equal  number  of  beautiful  Corin- 
thian columns,  partly  imbedded  into,  and  partly  projecting 
from  them.  These  have  been  fitted  with  such  exactness, 
that  before  the  "  fretting  hand  of  time  and  change"  had  done 
its  work,  the  whole  must  have  appeared  as  if  cut  from  one  solid 
mass.  We^  have  this  single  example  of  a  class  of  build  lugs 
once  so  numerous  that  they  formed  an  entire  street;  but 
however  grateful  one  may  feel  to  the  hospice,  which,  being 
built  over,  protected  it  from  the  ruin  of  its  companions,  we 
can  scarcely  regret  its  disappearance,  through  which  alone 
this  exquisite  result  of  intellect  and  refined  taste  may  be  seen 
as  represented  in  the  engraving. 

The  Temple  or  Tower  of  the  Winds,  has  been  very  justly 
termed  **  the  most  curious  existing  monument  of  the  practi 
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cal  gnomonics  of  antiquity.'^  In  architecture  no  very 
elevated  rank  can  be  assigned  to  this  edifice,  nor  is  there,  even 
in  its  ornamental  portions,  any  very  remarkable  evidence  of 
the  higher  order  of  Grecian  art ;  the  execution,  indeed,  can 
in  nowise  be  considered  equal  to  the  conception,  which,  if 
somewhat  fancifully  elaborated,  is  at  least  highly  to  be 
esteemed,  as  uniting  in  a  more  than  ordinary  degree  the 
practically  useful  with  the  poetical  ideal.  Near  the  new 
Agora,  and  consequently  in  the  heart  of  the  more  densely 
populated  division  of  the  city,  this  indicator  of  the  wind  and 
hour  must  have  been  a  valuable  contribution  to  the  Atheni- 
ans, and  must  have  given  to  its  founder,  Andronicus  Cyrres- 
tes,  a  proud  position  among  the  bene  merenti  of  the  moment 
Its  form  is  octagonal,  the  roof  being  of  marble,  so  cut  as  to 
represent  tiles ;  upon  the  upper  portion  of  each  face  is  sculp- 
tured the  figure  of  one  of  the  eight  Winds ;  these  floating  in 
an  almost  horizontal  position  convey,  either  by  their  dress, 
the  emblems  which  they  bear,  or  the  expression  of  their 
features,  the  character  of  the  wind  they  are  respectively 
intended  to  personify.  \^thin  a  very  recent  period  this 
building,  which  was  more  than  half  buried,  has  been  ex- 
humed, and  many  important  facts  have  been  discovered 
during  the  process  of  excavation.  The  interior  has  been 
cleared,  and  in  the  pavement  may  be  seen  the  channels  by 
which  the  water  was  conveyed  to  the  machinery  by  whose 
agency  the  hour  was  indicated,  when  the  absence  of  the  sun 
rendered  the  dials  described  upon  the  marble  fac^  of  the 
tower  of  no  avail.  These  dials  have  been  tested  and  pro- 
nounced perfectly  correct,  by  a  no  less  celebrated  authority 
than  Delambre.  The  two  arches  on  the  left  of  the  illustra- 
tion are  the  only  remaining  portions  of  the  aqueduct  by 
which  the  necessary  supply  was  conveyed,  according  to 
Stuart,  from  the  spring  in  the  grotto  of  Pan ;  it  is  a  matter 
of  gratulation  alike  to  the  antiquarian  and  the  lover  of  the 
picturesque,  that  these  have  been  spared.  From  the  amount 
of  excavation  necessary  to  arrive  at  its  basement,  it  is  dear 
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that  this  portion  of  the  town  must  havQ  been  raised,  by  ruins 
and  atmoepherio-  deposits,  at  least  eight  or  nine  feet  above 
its  original  level 

The  temple  of  Theseus,  apart  from  the  present  town,  and 
in  a  oomparatiyely  elevated  and  isolated  position,  built  by 
Oimon,  shortly  afler  the  battle  of  Salamis,  is  one  of  the 
most  noble  remains  of  the  ancient  magnificence  of  Athens, 
and  the  most  perfect,  if  not  the  most  beautiful,  existing 
specimen  of  Grecian  architecture.  It  is  built  of  Pentelic 
marble;  the  roo^  friezes,  and  cornices,  still  remain;  and  so 
gently  has  the  hand  of  time  pressed  upon  this  venerable 
edifice,  that  the  first  impression  of  the  mind  in  beholding  it, 
is  doubt  of  its  antiquity.  It  was  raised  thirty  years  b^re 
the  Parthenon,  unlike  which  it  appears  to  have  been  but 
sparingly  supplied  with  sculptural  decoration;  but  that 
which  was  so  dedicated  was  of  the  highest  merit,  and 
remaining  in  an  almost  perfect  condition,  is  most  deeply 
interesting  to  the  artist  and  the  historian :  supplying  to  the 
one  models  of  beauty,  and  to  the  other  the  most  undeniable 
data,  upon  which  to  establish  the  identity  of  this  with  the 
temple  raised  by  the  Athenians  to  the  Hero-God.. 

After  having  been  successively  denominated  the  remains 
of  the  Palace  of  Pericles,  of  the  temple  of  Jupiter  Olympus 
(an  unaccountable  blunder),  the  Painted  Portico,  the  Forum 
of  the  inner  Cerameicus,  the  magnificent  wreck  of  which  the 
engraving  given  may  convey  a  general  idea,  has  been 
finally  decided  to  have  formed  a  portion  of  the  Pantheon  of 
Hadrian.  For  some  time  after  this  opinion  had  been  btarted 
by  Mr.  Wilkins,  and  sanctioned  by  Sir  William  Gell,  great 
doubts,  despite  the  remarkable  verification  afforded  by  the 
language  of  Pausanias,  remained  as  to  its  truth ;  but  the 
Earl  of  Guildford  has  at  length  placed  the  matter  beyond 
question.  Some  extensive  excavations  made  under  his  per- 
sonal direction  resulted  in  the  discovery  of  the  Phrygian 
stone  so  minutely  described  by  the  enthusiastic  traveller. 

The  portico  forming  the  next  illustration  was  for  a  long 
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time  considered  the  only  remaining  portion  of  a  temple  dedicst* 
ed  to  the  Emperor  Augustus,  but  it  is  now  clearly  established 
as  having  been  one  of  the  entrances  to  a  market-place.  This 
idea,  suggested  to  the  mind  of  Stuart  bj  certain  minute  yet 
well  marked  variations  in  the  proportion  of  the  columns  from 
those  devoted  to  sacred  purposes,  has  been  sustained  by 
research,  and  finally  demonstrated  to  be  correct  by  the 
discovery  of  an  inscription  which  has  put  the  question  at 
rest  for  ever.  In  one  of  these  the  names  of  two  prefects 
of  the  market  are  preserved ;  and  another,  still  perfect^  is  an 
edict  of  Hadrian  respecting  the  duties  to  be  levied  on 
certain  articles  of  consumption,  and  regulating  the  sale  of 
t>ils,  <fec.  Nothing  can  be  more  picturesque  than  the  present 
4)ondition  of  this  portico,  the  latest  specimen  of  the  pure 
Greek  Art.  Its  coloring  is  rich  and  varied,  while  its  state 
of  ruin  is  precisely  that  in  which  the  eye  of  the  painter 
delights,  BufScient  to  destroy  all  hardness  or  angularity,  yet 
not  so  great  as  to  rob  it  of  one  element  of  grandeur. 

The  building  called  the  Monument  of  Philopappus, 
despite  its  somewhat  fantastic  elaboration  of  detul,  is  veiy 
remarkable  and  interesting ;  it  was  created  either  during  the 
lifetime,  or  as  a  memorial  immediately  after  his  death,  to  Cains 
JuUus  Antiochus  Philopappus,  a  descendant  of  the  royalty 
of  Syria,  and  an  adopted  citizen  of  Athens.  It  consists  of  a 
basement  supporting  a  pilastrade  of  semicircular  form,  and 
presenting  upon  its  concave  surface  three  niches,  containing 
sitting  statues,  and  three  recesses  richly  ornamented  with  the 
representation  in  strong  relief  of  a  Roman  triumph.  Upon 
the  basement  also  were  various  sculptures  in  honor  of  the 
Emperor  Trajan.  These,  and,  indeed,  ail  the  decorative 
sculpture,  &c^  profusely  lavished  upon  this  building  have 
suffered  greatly.  The  two  remaining  statues  are  much 
dilapidated.  From  this  point  a  magnificent  view  of  the 
Acropolis  is  obtained,  and  few  are  the  sights  presented  to 
the  traveller,  which  surpass  in  historic  interest  or  actual 
beauty  that  meeting  bis  eye,  to  whichever  point  of  the  com-  , 
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pitfs  he  may  tarn  when  standing  at  the  foot  of  ihis  remarka 
bly  picturesque  monument 

The  ages  which  produced  these  marvellous  works  in  archi- 
tecture had  other  and  different  glories.  Painting  and  sculp- 
ture reached  the  highest  perfection;  and  poetry  exhibited 
all  the  grace  and  vigor  of  the  Athenian  imagination.  And 
though  time  has  effaced  all  traces  of  the  pencil  of  Parrhasius, 
Zeuzis,  and  Apelles,  posterity  has  assigned  them  a  place  in 
the  temple  of.  fame  beside  Phidias  and  Praxiteles,  whose 
works  are,  even  at  the  present  day,  unrivalled  for  dassical 
purity  of  design  and  perfection  of  execution.  And  after  the 
city  had  passed  her  noon  in  art,  and  in  political  greatness, 
she  became  the  mother  of  that  philosophy  at  once  subtile 
and  .sublime,  which,  even  at  the  present  hour,  exerts  a 
powerful  influence  over  the  human  mind.  This  era  in  her 
history  has  been  alluded  to  by  Milton : 


^See  tbere  the  olive  grove  of  Academe^ 
Plato'e  retirement^  where  the  Attic  bird 
Trills  her  thick-warbled  notes  the  Bammer  long; 
There  flowery  hill  Hymettiu  with  the  sound 
Of  bees'  industrious  murmur  oft  invites 
f  o  studious  musing;  there  Ilyssus  polls 
His  whiBpering  stream ;  within  the  wall  then  view 
The  schools  of  ancient  sages ;  his  who  bred 
Great  Alexander  to  subdue  the  world, 
Lyceum  there  and  painted  Stoa  next 
To  sage  philosophy  next  lend  thine  ear. 
From  Heaven  descended  to  the  low  roofd  house 
Of  Socrates ;  see  there  his  tenement^ 
Whom,  well  inspired,  the  oracle  pronounced 
Wisest  of  men ;  from  whose  mouth  issued  forth 
Mellifluous  streams  that  watered  all  the  schools 
Of  Academics  old  and  new,  with  those 
Sumamed  Peripatetics,  and  the  sect 
Epicurean,  and  the  Stoic  severe.** 

Buck  is  an  oudine  of  the  remains  of  the  chief  Athenian 
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Abacus. — ^The  plate  or  shallow  block  forming  the  nppermost 
member  of  a  capital  is  so  called  for  the  sake  of 
distinction,  for  when  a  similar  one  is  placed 
beneath  the  base  of  a  colamn,  it  is  called  a 
plinth.  It  is  sometimes  square,  and  sometimes  ' 
cnrred,  forming  on  the  plan  segments  of  a  cir- 
cle, an  ornament  being  introdnced.  aimciu. 

The  Doric  abacas  is  spoken  of  in  this  book,  and  is  here  shown 
iu  a  plan  of  the  capital  and  architrave ;  aaaa  being  the  angles 


of  the  soffit  or  underside  of  the  abacus  which  overhang  the  echinns 
ee  e  e\  and  s  s  the  soffit  of  the  architrave.  From  this,  the  reo- 
tion  between  the  abacus  and  architrave,  and  how  much  the  former 
exceeds  or  projects  out  beyond  the  latter,  will  be  better  understood 
than  by  the  engraving  Fig.  1  p.  15,  where  the  capital  is  shown 
only  in  elevation. 

The  next  figure  's  still  more  indispensable  for  understanding 
the  conformation  of  the  Ionic  capital.    Here  the  abacus  shows 
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itself  only  in  front  at//,  over  the  two  voluted  faces,  the  rest  being 
concealed  by  the  baloster  sides  6  6  of  the  capital,  which  extend 
beyond  the  abacas,  and  convert  the  general  plan  into  more  than  a 
square.  Althongh  the  channels  and  other  details  of  the  baloster 
8 ides  are  omitted,  and  only  their  general  shape  shown,  the  engrav- 
ing explains  how  those  sides  are  reduced  by  being  hollowed  oat  or 
curved  concavely  on  the  plan.  * 
In  the  Corinthian  Order,  a  similar  corvatnre  is  given  to  the 


abacus  itself  on  all  its  four  sides  ;  the  capital  of  this  Order  having 
that  in  common  with  the  Doric,  that  it  is  quite  regular.  One 
great  point  of  difference  between  the  Doric  and  Corinthian  abacus 
is,  that  in  the  former  the  angles  are  unsupported,  and  overhang 
the  circular  body  of  the  capital,  while  in  the  Corinthian  Order 
they  extend  outwards  diagonally,  as  a  a  a  a  in  the  figure,  and  sup- 
ported by  the  catUicoli  or  small  volutes,  which  they  in  turn  senre 
to  cover.  The  letters  ffff  indicate  the  rosettes  or  flowers  on 
the  four  faces  of  the  abacus. 

Amphiprostyle. — A  building  having  a  portico  at  both  ends. 

Amphitheatre. — A  theatre  of  an  elliptical  form,  ot  in  other 
words,  a  double  theatre,  produced  by  building  two,  end  to  end. 

Ancones  oe  Trusses. — Ornaments  in  the  cornice  of  an 
Ionic  doorway,  resembling  modillions  placed  vertically. 

Amulet. — The  mouldings  at  the  lower  part  of  the  echinus 
in  Doric  capitals.  A  small  square  moulding  used  to  sepa- 
rate other  mouldings. 


Astragal. 
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ANTiE.— Square  pillars  or  pilasters,  attached  to  a  wall.  They 
have  capitals  different  from  those  of  the  columns  with  which  they 
are  associated. 

Apophyoe. — The  small  facisB  by  which  the  shaft  is  attached  to 
the  fillet  of  the  base. 

Apteral. — A  temple  without  colnmns  at  the  ends. 

Areostyle. — An  arrangement  of  columns,  when  four  diameters 
are  allowed  between  them. 

Architrave. — ^The  lowest  member  of  the  entablature;  also, 
mouldings  round  doors  and  windows. 

Archivolt. — ^The  interior  face  of  an  arch,  between  the  imposts. 

Arris. — The  meeting  of  two  surfaces  producing  an  angle. 

Area. — An  open  space  within  a  building. 

Astragal. — A  semi-circular  moulding.  *  : 

Attic. — A  small  height  of  panelling  above  the  cor-     ' 
nice ;  also,  the  upper  story  of  a  house  when  the  walls 
are  perpendicular. 

Aisles. — ^The  spaces  on  each  side  of  a  nave. 

Almery. — A  niche  or  closet  introduced  in 
the  walls  of  churches  or  cathedrals,  intended 
for  the  keeping  of  valuable  articles  belong- 
ing to  the  religious  service. 

Almonry. — ^The  building  in  which  alms  are 
distributed. 

Ambo. — A  pulpit  or  raised  platform. 

Arch-Buttress,  or  Flyino-Buttrbss. 
— An  arch  introduced  for  the  purpose  of 
supporting  or  appearing  to  support  a 
spire,  or  one  springing  over  the  roof  of 
an  aisle,  and  a  butting  against  the  wall  of 
the  clerestory. 

Aspersoriux. — ^The  holy  water  basin. 

Auditorium. — ^The  nave  or' body  of 
the  church,  where  the  people  meet  for 

worship.  Arch-Buttre«8,  or  Flying-ButtreM, 

ANTEFEKiB. — Called  by  some,  Chreek  Tiles, — upright  ornamental 
blocks  placed  at  intervals  on  the  cornice  along  the  roof,  to  conceal 
or  rather  terminate  the  ridges  formed  by  the  overlapping  of  the 
rooH 
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iEsTHETio. — ^Artifltio. 

Abtylar. — ^A  term  that  expresses  the  aboenoe  of  cohmms  or 
pilasters,  where  they  might  else  be  supposed  to  occur. 

Axis. — An  imaginary  line  through  the  eentre  of  a  oolunn,  ftc. 

Baptistbt. — The  place  in  which  the  rite  of  baptism  is  pov 
formed. 

Babtizan. — A  turret  over  the  roof,  and  within  the  parapet  of 
any  building. 

Battlement. — ^An  indented  and  sometimeB 
perforated  parapet. 

Bat.— The  space  between  the  ribs  of  a ! 
groined  roof ;  also,  the  part  of  a  window  b^ 
tween  the  mullions. 

Bat-Window. — **  A  projecting  window,  rising  from  the  ground, 
or  basement,  in  a  semi-octagon,  semi-hexagon,  or  polygonal  form." 

Benetibr. — A  vessel  for  holy  water,  usually  placed  at  the 
entrance  of  a  church. 

BnjJST-MOULDiNa. — Cylindrical  blocks  plao-     a  |  a   )  M  " 
ed  at  short  but  equal  distances   from  each  ■^■j^'^^^^y^^ 
other,  in  a  hoUow  moulding.  BUiet-mo^i^^ 

Boss.— A  carved  ornament  at  the  intersection  of  the  ribs  in  a 
groined  roof. 

Brasses. — Brass  plates  let  into  the  pavement  of  ecclesiasticiJ 
buildings  over  or  near  tombs.  All  of  these  have  an  engraving  of 
some  sort,  and  many  of  them  are  admirably  designed,  and  elabo- 
rately engraven. 

Buttbess. — A  projection  from  a  wall  built  between  the 
windows  and  at  the  angles  of  a  building,  having  the  dou- 
ble purpose,  in  Gothic  structure,  of  strength  and  ornament. 
They  are  of  various  forms,  according  to  the  style  of  ardhi* 
tecture. 

Bed-mouldings. — ^The  mouldings  beneath  the  corona 
or  principal  projecting  member  of  a  cornice. 

Branches. — ^The  ribs  of  a  groined  roof. 

Bracket.— A  projection  from  the  fi^ce  of  a  well  to  ca^ 
ry  sculpture,  or  support  some  weight. 

Blocking  Coubsb, — ^A  solid  course  of  masonry,  above 
a  oomioe. 
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Basb. — The  part  of  a  cdamD  on  wlich  the  shaft  rests.  The 
term  is  also  used  to  signify  the  lower  part  of  a  wall. 

Bandelet. — ^A  very  narrow  moulding,  of  the  same  form  as  the 
band. 

Band. — ^A  moulding  with  a  square  profile. 

Balustbadb.— A  rangd  of  small  pillars  or  balusters  upon  a 
plinth,  and  surmounted  by  a  cornice  or  coping. 

Balusteb. — ^A  small  pillar,  the  form  of  which  may  be  varied  at 
pleasure,  used  in  balustrades. 

Balcony. — A  projection  from  the  fiioe  of  a  wall,  supported  by 
columns  or  c<msoles,  and  usually  surrounded  by  a  balustrade. 

Cable. — A  moulding  representing  a  cable. 

Caissons. — Sunk  panels  in  ceilings  or  in  soffits. 

Camfana. — The  piart  of  a  Corinthian  capital  on  which  the 
leayes  are  placed. 

Cantilevees. — ^Trusses  under  the  modillions  of  a  frieze. 

Capital. — ^The  part  of  a  column  on  which  a  column  rests  on 
the  shaft. 

Cabtouches* — ^Modillions  or  blocks  sup- 
porting the  eaves  of  a  house. 

Casement. — ^The  frame  of  a  window  or 
light ;  also  a  moulding  the  same  as  the     i^^mH 
sootia.  I 

Cayetto. — A   hollow    moulding,    one  cwtonohei. 

quarter  of  a  circle.  ^===1 

Channel. — ^A  canal  or  groove  sunk  in  the  face  of      oaT«tto. 
any  work. 

Colonnade. — ^A  row  of  columns  supporting  an  entablature. 

Column. — ^A  round  pillar,  having  a  shaft  and  capital,  and  gen- 
erally a  base. 

Coping. — A  sloping  stone  on  the  top  of  a  wall,  to  throw  off  the 
rain-water. 

Cobbel. — ^A  projection  from  the  surfiice  of  a  wall,  to  carry  a 
weight,  and  generally  ornamented. 

CoBNiOE. — The  upper  division  of  an  entablature,  composed  of 
several  members,  and  varying  according  to  the  order. 

CoBONA. — ^A  large  square  member  of  a  cornice,  between  the 
cymatinm  and  bed-mouldings.  It  is  intended  to  protect  the  parts 
beneath  it,  and  has  a  considerable  projection.  It  is  sometimes 
called  the  larmier,  but  more  frequently  the  drip. 
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Oftble-moulding. 


Ganopy. 


Ctma  Recta. — A  cotnponnd  moulding,  hollow  in   ^  A 

the  upper,  round  in  the  lower  part.  CymaJigcU- 

Ctma  Reyersa. — A  moulding,  the  reverse  of  the  cjma  recta. 

Ctmatium. — ^The  upper  moulding  of  an  entablature. 

Cablb-moulding. — A  moulding  used  in  Nor- 
man architecture,  and  deriving  its  name  from  its 
form. 

Canopy. — An  ornamental  projection  over 
doors,  windows,  and  niches,  chiefly  introduced 
in  the  Decorated  and  Perpendicular  English. 

Carol. — ^A  small  closet  in  a  cloister. 

Catherine-wheel  Window. — A  circular 
window,  usually  with  a  rich  radiating  tracery. 

Chapels. — Small  buildings  attached  to  cathe- 
drals and  large  churches. 

Chantrt. — ^A  small  chapel  at  the  side  of  a  church. 

Chevron,  or  Zig-Zag. — ^A  characteristic  moulding  in  Norman 
buildings. 

Choir. — The  space  eastward  of  the  cross  in  churches  having 
that  form,  and  between  the  nave  and  high  altar. 

Cinquefoil. — An  ornament  representing  the  leaves  of 
a  flower  or  leaf,  used  in  (Gothic  architecture. 

Clere-stort. — ^The  upper  story  or  row  of  windows  in 
a  Gothic  church. 

Cloisters. — Covered  passage  ways  to  dififerent  parts  of  an 
ecclesiastical  building. 

Crocket. — ^An  ornament  resembling  a 
bunch  of  flowers  or  foliage,  chiefly  used  at 
the  angles  of  pinnacles  and  canopies. 

Crtpt. — A  vaulted  chamber  under  a 
church,  generally  under  the  eastern  end; 
and  used  either  as  a  place  of  sepulture,  an 
oratory,  or  bapidstry.  ^«w««». 

Cusps. — ^The  ornaments  at  the  points  of  the  tracery  in  Gothic 
windows ;  or  according  to  some,  the  arcs  which  the  ornaments 
terminate. 

Caryatidbs.— PiUars  where  human  Sgoies,  instead  of  columBii 
are  used  to  support  an  entablature. 

Dado,  or  Die.— The  plain  part  of  a  pedestaL 
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Dbktils. — Square  projecting  blocks  in  the  bed-  F 


moulds  of  the  entablatures.    They  are  so  called        Dentaa. 
from  a  fancied  resemblance  to  a  row  of  teeth. 

DoDEGASTYLE. — A  buildiog  with  twelve  columns  in  front. 

Donjon,  qe  Keep. — ^A  massive  tower  in  ancient  castles,  usually 
in  the  centre. 

Dovetail-moulding. — ^A  characteristic  Nor-  ' 

man  moulding.  "T^lAxy^^-W 

Dungeon, — ^The  vault  for  prisoners,  usually    Dovetaii-mouiding. 
the  basement  of  the  Donjon. 

Echinus. — ^An  egg-shaped  ornament  in  the  Ionic  ^ 

capital.  Echinag. 

Entablature.— The  uppermost  division  of  a  column,  supported 
by  the  shaft. 

EusTTLE. — ^Two  and  a  quarter  diameters  between  the  columns. 

Embrasubb  or  Crenelle. — ^A  splayed  opening  in  a  wall ;  an 
opening  in  a  battlement. 

Elevation. — An  upright  plan  of  a  building  or  any  part  of  a 
building,  showing  its  exact  form  and  dimensions  as  they  actually 
exist. 

Entasis. — A  slightly  convex  curvature  given  in  execution  to 
ihe  outline  of  the  shaft  of  a  column,  just  sufficient  to  counteract 
^nd  correct  the  appearance,  or  fancied  appearance,  of  curvature  in 
a  contrary  direction,  (i.  e.  concavely,)  which  might  else  take 
place,  and  cause  the  middle  of  the  shaft  to  appear  thinner  than  it 
really  is. 

Epistylum. — ^The  architrave  or  horizontal  course  resting  imme- 
diately upon  the  columns.  Hence  we  should  denote  as  Epistylar 
Arcuation  that  system  in  which  columns  support  arches  instead  of 
horizontal  architraves  and  entablatures. 

Epitithedas. — ^The  cymatium  on  the  sloping  or  raking  cornices 
of  a  pediment,  which  superimposed  moulding  (as  its  name  implies) 
was  frequently  largely  developed,  and  enriched  with  an  ornamental 
T  attem. 

Feathering  or  Foliation. — Smalls  arcs  or  foils  in  the  tracery 
of  Gothic  windows.  According  to  the  numbers  uniting,  they  are 
called  trefoils,  quatrefoils,  cinquefoils,  or  multifoils. 

FiNiAL. — ^The  ornament  which  crowns  a  pinnacle  on  canopy. 

Font. — ^A  vase  used  for  baptism. 
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Faqadb. — ^The  eleTation  or  view  of  tlie  principal  front  of  «ny 
bnilding. 

Fascia,  or  Facia. — ^A  broad  flat  member,  in  an  architnm^ 
cofQice,  or  pedestal 

Fillet. — ^A  small  square  member,  dividing  mooldiiigi. 

Flutinqs. — ^Perpendicular  channels  in  the  shaft  of  a  ooloom. 

Frieze. — ^The  middle  division  of  an  entablatore. 

Fenestration.^  In     contra- 
distinction  from  colomniation, 
the  system  of  construction  and 
mode  of  design  marked  by  win- 
dows. 


Gftbto. 


Gotta 


Qablb. — ^The  triangular  mar 
sonry  or  woodwork  at  the  end 
of  a  roof.  Some  of  the  old  gar 
Ue  ends  are  curiously  carved. 

Gltfhs.-^  Vertical  channels  in  the  Doric  frieze. 

GuTTiE.— Ornaments  resembling  drops,  under  the  \fyfyj\j\j( 
mntules  of  the  Doric  entablature.  ^^^^^~^ 

Gablet. — A  small  gable  in  screens,  &c. 

Gabgotlb. — ^The    projecting  waterspout, 
generally  ornamented  with  the  head  of  a  man,  ^ 
a  monster,  or  some  appropriate  emblem. 

Groin. — ^The  lines  formed  by  the  intersec- 
tion of  two  or  more  vaults.  Grnxgoyie. 

Heptasttle. — ^A  building  with  seven  colums  in  front. 

Hexasttlb. — A  building  with  six  columns  in  front 

HATCHED-MoutDiNo. — A  mouldlug  usod  in 
Norman  Architecture,  with  ornaments  of  a  tri< 
angular  form,  and  having  the  appearance  of  be- 
ing cut  with  a  hatchet. 

Hotel. — A  niche,  or  canopy  for  a  statue. 

Htpotrachelium. — ^The  necking  of  a  capital  introduced  be- 
tween the  capital  itself  and  the  shaft  of  the  column. 


Hatched-mooldiag. 


Inpost. — ^The  abacus  which  crowns  a  pilaster  or  pier,  and  from 
which  an  arch  springs  ;  also,  the  capital  of  a  pilaster  which  sus- 
tains an  arch. 


6L0SSART.  287 

Intsbcoluhxlltion. — ^The  distance  between  one  colnmn  and 
another. 

JuBE. — ^A  gallery  or  rood-loft  over  the  choir,  to  the  front  d 
which  was  generally  attached  a  pulpit. 

Keep. — ^The  most  elevated  and  innermost  tower  of  a  castle. 
Knob. — ^The  boss  at  the  crowning  of  a  groin. 

Label,  or  Hood-hottldino. — ^The  outer  moulding  over  doors 
or  windows. 

Lavatory. — ^A  stone  basin  attached  to  the  altar,  used  by  the 
priest  during  mass  to  dip  or  wash  his  hands. 

Lettern,  or  Lectern. — A  reading-desk,  commonly  of  brass. 

Lozenge-mouldino. — A  moulding  used   in 
Norman  architecture.  ^^i^^^^^^ 

Ijosenge-nxuulding. 

Metope. — ^The  interval  between  the  triglyphs  in  a  Doric  frieze, . 
often  ornamented  with  sculptures*  Ui 

MoDiLLioN. — An  ornament  in  the  Corinthian 
and  Composite  orders,  resembling  a  bracket. 

MuTULEs. — Small  block  ornaments  under  the 
corona  in  the  Doric  order.  '        Metope. 

MuLLiONs. — ^The  upright  shafts  dividing  a  window  into  separate 
light 

Misereres. — Shelving  seats  in  the  stalls  of  churches  and  cathe> 
drals. 

Merlon. — The  solid  part  of  an  embattled  parapet. 

Machicolations. — ^The  perpendicular  openings  left  between  the 
corbels  of  a  battlement  over  gateways  and  doors,  intended  to  afford 
facilities  for  annoying  assailants. 

Mouldings. — ^The  principal  mouldings  and  the  differenon  of 
their  profiles  in  the  Grecian  and  Boman  styles  are  here  exhibited 
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Qreek.  Boman. 


Qfiu  Be- 


SkiIU. 


T^u. 


MoNOTRioLTPHio. — ^That  mode  of  intercolumniation  in  the 
Doric  Otder,  according  to  which  there  is  only  a  single  triglyph 
over  each  intercolomn. 

MoDULB. — ^The  semi-diameter  of  the  column,  or  30  minntes. 

Minute. — The  sixtieth  part  of  the  diameter  of  the  colomn,  aa 
a  proportional  measure.  Minutes  are  written  thus,'  8',  that  is* 
eight  minutes. 

Katb^ — ^The  central  division  of  a  church  between  the  atslei. 


OvoLO. — A  convex  moulding,  a  quarter  of  a  circle, 
and  sometimes  called  a  quarter  round. 


On*. 
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Obatobt. — A.  private  chapel  for  prayer. 
Obdel.— A    window  jnrojecting  from  a 
waa 

Parapbt. — A  wall  aboat  breast  high,  at 
^ihe  top  of  a  house,  or  on  a  bridge,  intended 
as  a  defence.    It  is  sometimes  ornameiited* 
sometimes  plain. 

Patera. — ^An  ornament  in  a  frieze,  le* 
iembling  a  goblet.  oriei. 

Pedestal. — ^A  square  piece  of  masonry  sapporting  the  base  of 
the  oolnmn,  and  consisting  of  a  base,  die  and  cornice. 

Pemmeiit. — ^The  triangular  form  above  the  columns  in  the 
front  and  back  of  a  building  ;  also  the  same  over  windows  and 
doon. 

PsirrASTTLS. — A  portico  of  five  columns. 

Pebiptebal. — ^A  temple  having  columns  all  round. 

PiEB. — A  solid  pilaster  or  column  from  which  aA  arch  springs, 
or  carrying  a  weight ;  also,  the  solid  mass  between  the  doors  or 
windows  of  a  building,  or  between  the  arches  of  a  bridge. 

PiLASTEB. — ^This  term  is  not  synonymous  with  the  word  col- 
umn. In  the  latter,  a  regular  and  almost  undeviating  proportion 
is  maintained  between  the  several  parts,  but  in  the  former,  the 
same  arrangement  of  parts  is  not  adopted. 

Platband. — A  square  member,  with  a  projection  less  than 
either  the  height  or  breadth. 

Plinth. — A  solid  mass  under  the  base  of  a  column. 

Podium. — A  nmning  pedestal,  supporting  a  series  of  columns 
round  a  building. 

PoBTico. — ^A  horizontal  projection  in  the  front  of  a  building, 
supported  by  columns. 

Pqc. — ^The  shrine  to  contain  the  host  or  consecrated  wafers. 

PoBCH. — A  small  covered  entrance  into  a  building. 

Panel. — A  small  compartment  enclosed  with  mouldings,  and 
generally  decorated  with  an  ornament,  or  sculpture. 

Pendent. — An  ornament  hanging  from  a  rood 

Pebchbs* — Brackets  in  churches,  for  images  or  candlesticks. 
25 
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Pinnacle. — ^A  small  spire,  or  pointed  terminatioa  to 
towers,  tarrets,  and  buttresses,  generally  with  four  sides, 
and  more  or  less  ornamented. 

Flan. — ^A  plan  may  be  familiarly  described  as  an  arch- 
itectural map,  or  map  of  a  building.  To  define  it  more 
exactly, — a  plan  is  a  horizontal  section  supposed  to  be  iar 
ken  on  the  level  of  the  floor  through  the  solid  parts  of  the 
fabric,  walls,  columns,  Ac,  so  as  to  show  their  various 
thicknesses  and  situations. 

PoLTSTTLE. — ^Haviug  a  number  of  columns.  Where 
columns  occur  behind  columns,  as'where  a  portico  has 
inner  columns,  such  portico  may  be  termed  a  pdysh^. 

Profile. — ^The  outline  of  a  series  of  mouldings,  or  of  any  other 
parts,  as  shown  by  a  section  through  them. 

Pulvinated. — A  frieze  whose  &oe  is  convex  instead  of  plain  m 
said  to  be  pulvinated,  from  its  supposed  resemblance  to  that  add 
of  a  cushion  which  swells  out  when  pressed. 

Quatrepoil. — -Ail  ornament  representing  four  leaves  • 
of  a  flower,  formed  within  a  circle. 

Rustic. — Stone  or  compo  work,  channelled  verti- 
cally and  horizontally. 

Rood. — ^A  cross  with  a  figure  of  our  Saviour  on  it. 

Rood  Loft. — A  gallery  generally  over  the  screen,  or  at  the 
entrance  of  the  choir,  in  which  a  rood  was  in  former  times  placed. 

Raking  Cornices. — A  term  applied  to  the  inclined  cornices  on 
the  sloping  side  of  a  pediment. 

Scotia. — A  hollow  moulding,  chiefly  used,  in  the  base  of  the 
Ionic  column. 

Scroll. — ^A  spiral ;  the  volute  of  the  Ionic  capital. 

Shaft. — ^That  part  of  a  column  between  the  capital  and  base. 

Spire. — ^The  pyramidical  structure  crowning  a  tower  or  turret 

Spandril. — ^The  triangular  space  be- 
tween an  arch  and  the  right  angle  above 
it. 

Stalls. — ^Elevated  seats  on  the  sides  of 
a  choir  in  cathedrals,  with  canopies  over 
them,  appropriated  for  ecclesiastics. 

Stanchbon. — The  upright  bar  or  mul- 
lion  which  divides  a  window  into  bays.  spandxiL 


Qutx«foil. 
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Stbsple. — ^A  tower  rising  above  the  roof  of  a  dmrcfa. 

Section. — ^A  vertical  plan  of  the  interior  of  a  building,  Bhowing 
it  as  it  would  appear  upon  an  upright  plane  cutting  through  it. 

Soffit. — From  the  Italian  sqffitto,  a  ceiling ;  the  under  surface 
of  any  projecting  moulding  or  member. 

Sttlobats. — ^That  part  of  a  structure  on  which  an  order  is 
raised,  and  on  which  Ihe  colunms  immediately  stand.  The  term 
is,  however,  restricted  to  what  partakes  of  the  character  of  a 
pedestal,  and  not  to  a  mere  plinth  or  socle  on  the  one  hand,  or  to 
a  lower  fenestrated  floor  on  the  other. 

Tstbasttlk. — ^A  building  with  four  columns  in  front 
ToBUS. — A  semi-curcular  moulding.  C 


Trioltph.— The  vertical  channels  in  the  Doric       '^*""* 
frieze. 

Tyhpaiojii.— The  triangular  surface  enclosed  by  the 
pediment  In  the  ancient  temples  it  was  frequently 
decorated  with  sculptured. 

Tabebnaclb. — ^A  stall  or  niche  detached  fom  the    'xrigiyph. 
wall,  with  a  canopy  over  it 

Tablet.— A  projecting  moulding,  more  particularly  that  under 
a  window. 

Tbanbept. — ^That  part  of  a  church  or  cathedral  which  rmw 
north  and  south,  forming  the  arms  of  a  cross. 

Tbaceby. — ^The  frame-work  and  ornament  in  the  head  of  a 
window  or  screen. 

Tbansom. — ^The  horizontal  bar  dividing  a  window  into  lights. 

Trefoil. — ^An  ornament  representing  three  leaves  of 
a  flower,  formed  within  a  circle. 

TuBOB  Floweb. — ^An  ornament  employed  few  open  H^^p^ 
parapets.  Trefou 

Uia>BB0BOFT. — ^The  crypt  or  vault  of  a  churcL 

Volute. — ^The  spirals  on  an  Ionic  capital 
Ybstibulb.-— The  large  hall  or  passage. 

Weepers. — ^The  statues  of  Grief,  at  the  base  of  a  tomb  or  mon- 
ument. 

Zig-Zag. — See  Chevron. 
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SECTION    I. 
GENERAL  PRINCIPLES  OP  CONSTRUCTION, 

FOUMDATIONB. 

1.  In  preparing  the  foandation  for  any  boildlng,  there  are 
two  sources  of  failure  which  must  be  carefully  guarded 
against :  viz.,  inequality  of  settlement,  and  lateral  escape  of 
the  supporting  material ;  and,  if  these  radical  defects  can  be 
guarded  against,  there  is  scarcely  any  situation  in  which  a 
good  foundation  may  not  be  obtained. 

2.  Natural  Foundations. — ^The  best  foandation  is  a  no/iimi 
one,  such  as  a  stratum  of  rock,  or  compact  gravel.  If  dp* 
cumstances  prevent  the  work  being  conunenced  from  the 
same  level  throughout,  the  ground  must  be  carefully  hencked 
oui,  i.  e.,  cut  into  horizontal  steps,  so  that  the  courses  may 
all  be  perfectly  level.  It  must  also  be  borne  in  mind  that  all 
work  will  settle,  more  or  less,  according  to  the  perfection  of 
the  joints,  and  therefore  in  these  cases  it  is  best  to  bring  up 
the  foundations  to  a  uniform  level,  withiarge  blocks  of  stone, 
or  with  concrete,  before  commencing  the  superstructure, 
whkh  would  otherwise  settle  most  over  the  deepest  parts, 
on  account  of  the  greater  number  of  mortar  joints,  andthoa 
cause  mudghtly  fractnies,  as  shown  in  fig.  1. 
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Fig.  I. 


8.  Many  soils  form  excellent  fonadations  when  kept  from 
the  weather,  which  are  worthless  when  this  cannot  be  eW&c^ed. 
Thus  bine  shal^,  which  is  often  so  hard  when  the  ground  is 
first  opened  as  to  require  blasting  with  gunpowder,  will,  after 
a  few  days'  exposure,  slake  and  run  into  sludge.  In  dealing 
with  soils  of  this  kind  nothing  is  required  but  to  keep  them 
from  the  action  of  the  atmosphere.  This  is  best  done  by 
coTering  them  with  a  layer  of  concrete,  which  is  an  artificial 
rock,  made  of  sand  and  gravel,  cemented  with  a  ayall 
quantity  of  lime.  For  want  of  this  precaution  many  build- 
ings have  been  fractured  from  top  to  bottom  by  the  expan- 
sion and  contraction  of  their  clay  foundations  during  the 
alternations  of  drought  and  moisture,  to  which  they  have 
been  exposed  in  successiYe  seasons. 

4.  ArHJidal  Foumdaiions, — ^Where  the  ground  in  its  natural 
state  is  too  soft  to  bear  the  weight  of  the  proposed  structoie, 
recourse  must  be  had  to  artificial  means  of  support,  and,  in 
doing  this,  whatever  mode  of  construction  be  adopted,  the 
principle  must  always  be  that  of  extending  the  bearing  sur^ 
fiace  as  much  as  possible  ;  just  in  the  same  way,  that,  by 
placing  a  plank  over  a  dangerous  piece  of  ice,  a  couple  of 
men  can  pass  over  a  spot  which  would  not  bear  the  wdght 
of  a  child.  There  are  many  ways  of  doing  this — as  by  a 
thick  layer  of  concrete,  or  by  layers  of  planking,  or  by  a 
net-work  of  timber,  or  these  different  methods  may  be  com- 
bined. The  weight  may  also  be  distributed  over  the  entire 
area  of  the  foundation  by  inverted  arches. 

6.  The  use  of  timber  is  objectionable  where  it  cannot  be 


IBT  OF  BUILDING.  209 

kept  constantly  wet,  as  alternations  of  dryness  a9d  moistore 
soon  cause  it  to  rot,  and  for  this  reason  concrete  is  very 
extensively  used  in  situations  where  timber  would  be  liable 
to  decay. 

6.  In  the  case  of  a  fpundation  partly  natural  and  partly 
artificial,  the  utmost  care  and  circumspection  are  required  to 
'  avoid  unsightly  fractures  in  the  superstructui^  ;  and  it  cannot 
be  too  strongly  impressed  on  the  mind  of  the  reader,  that  it 
is  not  an  vmyietdimg^  but  a  ymformh/  yielding  foundation  that 
is  required,  and  that  It  is  not  the  amonrU^  so.  much  as  the 
vnequaMy,  of  settlement  that  does  the  mischief. 

The  second  great  principle  which  we  laid  down  at  the 
commencement  of  this  section  was— To  prevent  the  lateral 
escape  of  the  supporting  material.  This  is  especially 
necessary  when  building  in  running  sand,  or  soft,  buttery  clay, 
which  would  ooze  out  from  below  the  work,  and  allow  the 
superstructure  to  sink.  In  soils  of  this  kind,  in  addition  to 
protecting  the  surface  with  planking,  concrete,  or  timber,  the 
whole  area  of  the  foundation  must  be  inclosed  with  piles 
driven  close  together ; — ^this  is  called  sheet-pUing. 

T.  Where  there  is  a  hard  stratum  below  the  soft  ground, 
but  at  too  great  a  depth  to  allow  of  the  solid  work  being 
brought  up  from  it  without  greater  expense  than  the  ciiv 
cumstances  of  the  case  will  allow,  it  is  usual  to  drive  down 
wooden  piles,  shod  with  iron,  until  their  bottoms  are  firmly 
fixed  in  the  hard  ground.  The  upper  ends  of  the  piles  are 
then  cut  off  level,  and  covered  with  a  platform  of  timber  on 
which  the  work  is  built  in  the  usual  way. 

8.  Where  a  firm  foundation  is  required  to  be  formed  in  a 
situation  where  no  firm  bottom  can  be  found  within  an  avail- 
able depth,  piles  are  driven,  to  consolidate  the  mass,  a  few 
feet  apart  over  the  whole  area  of  the  foundation,  which  is 
surrounded  by  a  row  of  sheet-piling  to  prevent  the  escape  of 
the  soil ;  the  space  between  the  pile  heads  is  then  filled  to 
the  depth  of  several  feet  with  stones  or  concrete,  and  the 
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whole  18  coTered  with  a  timber  platform,  on  which  to  com- 
mence the  solid  work. 

9.  Foundations  in  Water, — Hitherto  we  have  been  de- 
scribing ordinary  foundations  ;  we  now  come  to  those  cases 
in  which  water  interferes  with  the  operations  of  the  builder, 
oftentimes  cansing  no  little  trouble,  anxiety,  and  expense. 

Foundations  in  water  may  be  divided  undwr  three  heads : 

1st.  Foundations  formed  wholly  with  piles : 

2d.  Solid  foundations  laid  on  the  surface  of  the  ground, 
either  in  its  natural  state,  or  roughly  leveled  by  dredging : 

3d.  Solid  foundations  laid  hdoto  the  surface,  the  ground 
being  laid  dry  by  cofferdams. 

10.  Foundations  formed  whoUy  of  Piles. — ^The  simplest 
foundations  of  this  kind  are  those  formed  by  rows  of  wooden 
piles  braced  together  so  as  to  form  a  skeleton  pier  for  the 
support  of  horizontal  beams  ;  and  this  plan  is  often  adopted 
in  building  jetties,  piers  of  wooden  bridges,  and  similar  erec- 
tions where  the  expense  precludes  the  adoption  of  a  more 
permanent  mode  of  .construction  ;  an  example  of  this  kind  m 
shown  in  fig.  2. 

In  deep  water,  the  bracing  of  the  {Hies  becomes  a  difficult 
matter,  and  an  ingenious  expedient  for  effecting  this  was 
made  use  of  by  Mr.  Walker,  in  the  erection  of  the  Onse 
Bridge,  on  the  Leeds  and  Selby  Railway,  a.d.  1840.  This 
cofisisted  in  rounding  the  piles  to  which  the  braces  are 
attached  to  a  portion  of  their  length,  to  allow  the  castnlron 
sockets  in  which  they  rest  to  descend  and  take  a  solid  bear> 
ing  upon  the  square  shoulders  of  the  brace-piles.  After  the 
brace^iles  were  driven,  the  braces  were  bolted  into  their 
sockets  and  dropped  down  to  their  required  position,  and 
thenr  upper  ends  were  then  brought  to  their  places  and 
bolted  to  the  superstructure. 
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Fig.  2. 


l^fffliirrT 


11.  Th^re  is  always,  however,  a  great  objection  to  the 
use  of  piles  partly  above  and  partly  under  water,  namely, 
that,  from  the  alternations  of  dryness  and  moisture,  they 
Boon  decay  at  the  water-line,  and  erections  of  timber  require 
extensive  repairs  from  this  cause.  In  tidal  waters,  too,  they 
are  often  rapidly  destroyed  by  the  worm,  unless  great  ex- 
pense is  undergone  in  sheathing  them  with  copper. 

To  obviate  the  inconveniences  attending  the  use  of  timber, 
castriron  is  sometimes  used  as  a  material  for  piles  ;  but  tMs 
again  is  objectionable  in  salt  water,  as  the  action  of  the  sea- 
water  upon  the  iron  converts  it  into  a  soft  substance  which 
can  be  cut  with  a  knife,  resembling  the  Cumberland  lead 
used  for  pencils. 

12.  In  England,  in  situations  where  a  firm  hold  cannot 
be  obtained  for  a  pile  of  the  ordinary  shape,  such  as  shifting 
sand,  Mitchell's  patent  screw-piles  are  used  with  great  ad- 
Tantage.    These  piles  terminate  at  the  bottom  in  a  large 

25 
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iron  screw  4  ft.  in  diameter,  which,  being  screwed  into  the 
ground,  giyes  a  firm  foot-hold  to  the  pile.  This  is  a  very 
simple  and  efficient  mode  of  obtaining  a  foundation  where  all 
other  means  would  faSl,  and  has  been  used  in  erecting  light- 
houses on  sand-banks  with  great  success.  The  Maplin  sand 
light-house  at  the  mouth  of  the  Thames,  and  the  Fleetwood 
light-house,  at  Fleetwood,  in  Lancashire,  both  erected  a.  d. 
1840,  may  be  instanced. 

13.  An  ingenious  system  of  cast-iron  piling  was  adopted 
by  Mr.  Tierney  Clark  in  the  erection  of  the  Town  Pier  at 
Gravesend,  Kent,  a.  d.  1834,  in  forming  a  foundation  for 
the  cast-iron  columns,  supporting  the  superstructure  of  the 
T  head  of  the  pier.  Under  the  site  of  each  column  were 
driTen  three  cast-iron  piles,  on  which  an  adjusting  plate  was 
firmly  keyed,  forming  a  broad  base  for  the  support  of  the 
column,  which  was  adjusted  to  its  correct  position,  and  bolted 
down  to  the  adjusting  plate. 

14.  A  kind  of  foundation  on  the  same  principle  as  piling 
has  been  lately  much  used  in  situations  where  ordinary  piling 
cannot  be  resorted  to  with  advantage.  The  method  referred 
to  consists  in  sinking  hollow  cast-iron  cylinders  until  a  hard 
bottom  is  reached.  The  interior  of  the  cylinder  is  then 
pumped  dry,  and  filled  up  with  concrete,  or  some  equally 
solid  material,  thus  making  it  a  solid  pier  on  which  to  erect 
the  superstructure.  The  cylinders  are  made  in  lengths, 
which  are  successively  bolted  together  as  each  previous 
length  is  lowered,  the  excavation  going  on  at  the  bottom, 
which  is  kept  dry  by  pumping.  It  often  happens,  however, 
in  sinking  through  sand,  that  the  pressure  of  the  water  is 
so  great  as  to  blow  up  the  sand  at  the  bottom  of  the  cylin- 
der ;  and  when  this  is  the  case,  the  operation  is  carried  on 
by  means  of  a  large  auger,  called  a  miser,  which  excavates 
and  brings  up  the  materials  without  the  necessity  of  pumping 
out  the  water.  The  lower  edge  of  the  bottom  length  of 
each  cylinder  is  made  with  a  sharp  edge,  to  enable  it  to 
penetrate  the  soil  with  greater  ea^e,  and  to  enter  the  hard 
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bottom  stratnm  on  which  the  work  is  to  rest.  This  method 
was  adopted  by  Mr.  Redman  in  the  erection  of  the  Terrace 
Pier  at  Gravesend,  Kent,  finished  a.  d.  1845. 

15.  Before  closing  our  remarks  on  pile  foundations,  we 
mnst  mention  a  very  cnrioos  system  of  carrying  np  a  founda- 
tion through  loose,  wet  sand,  which  is  practised  in  India  and 
China,  and  is  strictly  analogous  to  the  sinking  of  cast-iron 
cylinders  just  described. 

It  consists  in  sinking  a  series  of  wells  close  together, 
which  are  afterwards  arched  over  separately,  and  covered 
with  a  system  of  vaulting  on  which  the  superstructure  ii 
raised.  The  method  of  sinking  these  wells  is  to  dig  down, 
as  far  as  practicable,  without  a  lining  of  masonry,  or  until 
water  is  reached  ;  a  wooden  curb  is  then  placed  at  the  bot- 
tom of  the  excavation,  and  a  brick  cylinder  raised  upon  it 
to  the  height  of  8  or  4  ft.  above  the  ground.  As  soon  as 
the  work  is  sufficiently  set,  the  curb  and  the  superincumbent 
brick-work  are  lowered  by  excavating  the  ground  under  the 
sides  of  the?  curb,  the  peculiarity  of  the  process  being  that 
the  well-sinker  works  under  water,  frequently  remaining  sub- 
merged more  than  a  minute  at  a  time.  These  cylinders  have 
been  occasionally  sunk  to  a  depth  of  40  ft. 

16.  Solid  Fottndaiions  simply  laid  on  the  Swrface  of  the 
Grovmd, — ^Where  the  site  of  the  intended  structure  is  per- 
fectly firm,  and  there  is  no  danger  of  the  work  being  under- 
mined by  any  scour,  it  will  be  sufficient  to  place  the  materi- 
als on  the  natural  bottom,  the  inequalities  of  surface  being 
first  removed  by  dredging  or  blasting. 

It.  Pierre  perdue, — ^The  simplest  mode  of  proceeding  is  to 
throw  down  masses  of  stone  at  random  over  the  site  of  the 
work  until  the  mass  reaches  the  surface  of  the  water,  above 
which  the  work  can  be  carried  onr  in  the  usual  manner. 
This  is  called  a  foundation  of  "  pierre  perdue,"  or  To^ndom 
work,  and  is  used  for  breakwaters,  foundations  of  sea-walls, 
and  similar  works. 
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18.  Cowrsed  Musonry, — Another  way,  much  luod  in  har- 
bor work,  is  to  build  up  the  work  firom  the  bottom  (which 
must  be  first  ronghlj  leveled)  with  large  stones,  carefiillj 
lowered  into  their  places  ;  and  this  is  a  verj  snccessfol 
method  where  the  stones  are  of  sufficient  size  and  weight  to 
enable  the  work  to  withstand  the  run  of  the  sea.  The  diving- 
bell  affords  a  ready  means  of  verifying  the  position  of  each 
stone  as  it  is  lowered. 

19.  Biton. — On  the  continent,  foundations  under  water 
are  frequently  executed  with  blocks  of  b^ton  or  hydraulic 
concrete,  which  has  the  property  of  settmg  under  water. 
The  site  of  the  work  is  first  inclosed  with  a  row  of  sheet 
piling,  which  protects  the  beton  from  disturbance  until  it  has  , 
set.  This  system  is  of  very  ancient  date,  being  described  by 
Vitruvius,  and  was  practised  by  the  Romans,  who  have  left 
us  m^y  examples  of  it  on  the  coast  of  Italy.  The  French 
engineers  have  used  beton  in  the  works  at  Algiers,  in  large 
blocks  of  324  cubic  feet,  which  were  floated  out  and  allowed 
to  drop  into  their  places  from  slings.  This  method,  which 
proved  perfectly  successful,  was  adopted  in  consequence  of 
the  smaller  blocks  first  used  being  displaced  and  destroyed 
by  the  force  of  the  sea. 

20.  Caissons. — A  caisson  is  a  chest  of  timber,  which  is 
floated  over  the  site  of  the  work,  and,  being  kept  in  its  place 
by  guide  piles,  is  loaded  with  stone  until  it  rests  firmly  on 
the  ground.  The  masonry  is  then  built  on  the  bottom  of 
the  caisson,  and  when  the  work  reaches  the  level  of  the 
water  the  sides  of  the  caisson  are  removed. 

This  method  of  building  has  been  much  used  on  the  conti- 
nent of  Europe. 

21.  An  unprovement  on  the  above  method  consiBts  in 
dredging  out  the  ground  to  a  considerable  depth,  and  pot- 
ting in  a  thick  layer  of  b^ton  on  which  to  rest  the  bottom  of 
the  caisson. 

22.  There  is  a  third  method  of  applying  caissons  whidi  is 
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practised  on  the  continent  of  Eorope,  and  which  is  free  from 
the  objections  which  commonly  attend  the  use  of  caissons. 
A  firm  foundation  is  first  formed  by  driving  piles  a  few  feet 
apart  over  the  whole  site  of  the  foundation.  The  tops  of 
the  piles  are  then  sawn  off  under  water  just  enough  above 
the  ground  to  allow  of  their  being  all  cut  to  the  same  level 
The  caisson  is  then  floated  over  the  piles,  and,  when  in  its 
proper  position,  is  sunk  upon  them,  being  kept  in  its  place 
by  a  few  piles  left  standing  above  the  others,  the  water  be- 
ing kept  out  of  the  caisson  by  a  kind  of  well,  constructed 
round  each  of  these  internal  guide  piles,  which  are  built  up 
into  the  masonry.  This  method  of  building  in  caissons  on 
pile  foundations  is  shown  in  figs.  3  and  4.    The  piers  of  the 

Fig,  3. 
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Pont  du  Val  Benoit  at  Li^ge,  Irailt  a.  d.  1842,  which  car- 
ries the  railway  across  the  Meuse,  have  been  built  on  pile 
foundations,  in  the  manner  here  described. 


28.    SoUd  Fovmdaiions  laid  in  Cofferdams, — ^There  are 
many  circumstances  under  which  it  becomes  necessary  to 
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lay  the  bottom  dry  before  commencing  operations.  'Hm  f» 
done  by  inclosing  the  site  of  the  foundation  with  a  wate^ 
tight  wall  of  timber,  from  within  which  the  water  can  be 
pnmped  put  by  steam  power  or  otherwise.  Sometimes,  in 
shallow  water,  it  is  sufficient  to  drive  a  single  row  of  piles 
only,  the  outside  being  protected  with  clay,  as  shown  in  fig 
5  ;  but  in  deep  water  two  or  even  four  rows  of  piles  will  be 

Fig,  6. 


required,  the  space  between  them  being  filled  in  with  weD- 
rammed  puddle^  so  as  to  form  a  solid  water-tight  mass. 
(See  fig  6.)    The  great  difficulties  in  the  construction  of  a 


a^^Ouy-^lSr 


BOBBntAItJM  or  XHDURATB)  KABL 


cofferdam  are — Ist,  to  keep  it  water-tight ;  and,~  2nd,  to 
support  the  sides  against  the  pressure  of  the  water  outside, 
which  in  tidal  waters  is  sometimes  so  great  as  to  render  it 
necessary  to  allow  a  dam  to  fill  to  prevent  its  being  crushed 
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24.  In  order  to  save  timber,  and  to  avoid  the  difficulty  of 
keeping  oat  the  bottom  springs,  it  has  been  proposed  by  a 
French  engineer,  after  driving  the  outer  row,  to  dredge  out 
the  area  thus  inclosed,  and  fill  it  up  to  a  certain  height  with 
beton.  The  cofferdam  is  then  to  be  completed  by  driving  an 
inner  row  of  piles  resting  on  the  beton,  and  puddling  between 
the  two  rows  in  the  usual  manner  ;  and  the  masonry  is 
carried  up  on  the  beton  foundation  thus  prepared.  Tliis  con- 
struction is  shown  in  fig.  7.  ^ 


25.  Concrete .  is  a  valuable  material  when  applied  in  a 
proper  manner,  viz.,  in  underground  works  where  it  is  con- 
fined on  all  sides,  and  is,  consequently,  subjected  to  little 
cross  strain  ;  but  it  is  not  fit  to  be  used  above  ground  as  a 
substitute  for  masonry,  and  will  not  bear  exposure  to  water. 
.  26.  Concrete  is  made  of  gravel,  sand,  and  ground  lime, 
mixed  together  with  water  ;  the  slaking  of  the  lime  taking 
place  whilst  in  contact  with  the  sand  and  gravel.  It  is 
difficult  to  give  any  definite  proportions  for  the  several 
ingredients,  but  the  principle  to  be  followed  in  proportioning 
the  several  quantities  of  sand  and  stones  should  be  to  form 
as  much  as  possible  a  solid  mass,  for  which  purpose  it  is  desir- 
able that  the  stones  should  be  of  various  sizes,  and  angular 
rather  than  rounded.  The  common  material  is  unscreened 
gravel,  containing  a  considerable  portion  of  sand  and  large 
and  small  pebbles,  but  small  irregular  fragments  of  broken 
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stone,  granite  chippings,  and  the  like,  are  of  great  seirioe, 
as  they  interlace  each  other  and  bind  the  mass  together. 
The  proportion  of  lune  to  sand  should  be  such  as  is  best 
suited  to  form  a  cement  to  connect  the  stones.  This  most 
depend  in  a  great  measure  on  the  quality  of  the  lime  used  ; 
the  pure  limes  requiring  a  great  proportion  of  sand,  whilst 
the  stone  limes,  and  those  containing  alumina,  silica,  and 
metallic  oxides,  require  a  much  smaller  proportion. 

2*7.  The  lime  and  grayel  should  be  thoroughly  incorporated 
by  being  repeatedly  turned  over  with  shovels,  sufficient  water 
being  added  to  ensure  the  thorough  slaking  of  the  lime  with- 
out drowning  it.  Concrete  should  not  be  thrown  into  water, 
because  ordinary  stone  lime  will  not  set  under  such  circum- 
stances ;  and  it  should  be  carefully  protected  from  any  wash 
or  run  of  water,  which  would  have  the  effect  of  washing  out 
the  lime,  and  leaving  the  concrete  in  the  state  of  loose 
gravel. '  Concrete  made  in  the  way  just  described  swells 
slightly  before  setting,  from  the  expansion  due  to  the  slaking 
of  the  lime,  and  does  not  return  to  its  original  bulk.  This 
property  makes  it  valuable  for  underpinning  foundations  and 
similar  purposes. 

28.  B4ton. — ^B^ton  may  be  considered  as  hydraulic  coih 
Crete  ;  that  is,  concrete  made  with  hydraulic  lime  ;  and  is 
chiefly  used  in  submarine  works,  las  a  substitute  for  masonry, 
in  situations  where  the  bottom  cannot  be  laid  dry.  It  diffos 
from  ordinary  concrete  inasmuch  as  the  lime  must  be  slaked 
before  mixing  with  the  other  ingredients,  and  it  is  usual  to 
make  the  lime  and  sand  into  mortar  before  adding  the  stones. 
Concrete  also  is  used  hot,  whilst  beton  is  allowed  to  stand 
before  being  used,  in  order  to  ensure  the  perfect  slaking  of 
every  particle  of  lime.  Belidor  directs  that  the  mortar  shall 
first  be  made,  with  puzzolana,  sand,  and  quicklime. 
When  the  mortar  is  thoroughly  mixed,  the  stones  are  to  be 
thrown  in  (not  larger  than  a  hen's  egg),  and  also  iron  dross 
well  pounded  ;  the  whole  is  then  to  be  thoroughly  incorpo^ 


ART  OF  BCIIJ)IK6.  309 

ated,  and  left  for  twenty-four  hours.  The  proportions  are  to 
be  as  follows  : — 

Pnoolaoa      .  12  parts. 

Sand  .  .    ":  .    6  '^ 

Good  qnicklime  9  " 

Small  stones  .  13  '* 

^  Ground  slag  .    3  " 

r 
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The  beton  is  to  be  lowered  into  the  water  in  a  box,  with 
a  bottom  so  constructed  that  it  can  be  opened,  and  its  con- 
tents discharged,  by  pulling  a  cord,  so  as  to  deposit  the  beton 
on  the  bottom  without  having  to  fall  through  a  depth  of 
water,  which  might  wash  away  the  lime.  For  the  same 
reason  it  is  necessary,  before  commencing,  to  lay  the  beton, 
to  surround  the  site  with  sheet-piling,  to  protect  it  from  the 
action  T)f  the  water,  and  to  guard  against  the  danger  of  the 
softer  portions  of  the  work  being  carried  away  by  tempests 
before  they  become  consolidated. 

29.  The  ordinary  method  of  using  b^ton  on  the  Coutinent 
is  in  alternate  layers  of  beton  and  rubble  stone.  A  layer  of 
beton,  about  a  foot  in  thickness,  is  first  spread  over  the  whole 
area  of  the  foundation,  and  on  this  is  laid  a  stratum  of 
rubble,  which,  sinking  into  the  soft  beton,  becomes  thoroughly 
incorporated  with  it.  On  this  is  laid  another  layer  of  beton, 
followed  by  another  course  of  rubble ;  this  system  being 
pursued  until  the  work  reaches  the  intended  height. 

30.  PU^riving, — ^The  usual  method  of  pile-driving  is  by 
a  succession  of  blows  given  by  a  heavy  block  of  wood  or 
iron  (called  a  monkey,  or  ram,  or  tup),  which  is  raised  by  a 
rope  or  chain  passed  over  a  pulley  fixed  at  the  top  of  an  u\> 
right  frame  of  timber,  and  allowed  to  fall  freely  on  the  head 
of  the  pile  to  be  driven.  There  are  «  large  number  of  pile- 
drivers  of  different  styles  in  use.  The  one  most  commonly 
used  in  the  United  States  is  Captain  Gram's. 
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31.  In  selecting  timber  for  piles,  care  shoald  be  taken  to 
cboose  that  which  is  straight-gained  and  free  from  knots 
and  ring  shakes.  Larch,  fir,  beech,  and  oak,  are  the  woods 
most  esteemed.  In  situations  exposed  to  the  worm,  there  is 
little  difference  in  the  dnrabilitj  of  the  best  and  the  worst 
timber,  if  unprepared,  and,  therefore,  it  is  always  safest  to 
use  some  preserving  process. 

S2,  Piles  which  have  to  be  driyen  through  hard  gronnd 
require  to  be  rwj^,  that  is,  to  hare  an  iron  hoop  fixed  tightly 
on  their  heads^  to  preyent  them  from  splitting,  and  also  to 
be  shod  with  iron  shoes  ;  the  shoes  may  be  of  wrought  or  of 
cast  iron.  For  single  piles  the  point  of  the  shoe  is  placed  in 
the  centre  of  the  pile  ;  but  for  sheet-piling,  the  shoes  are 
made  not  with  a  point,  but  with  an  edge,  which  is  not  level, 
but  slightly  inclined,  so  as  in  driving  to  give  the  pile  a  drift 
towards  the  pile  last  drivf n,  by  which  means  a  close  contact 
is  ensured.  Great  care  is  required,  in  shoeing  a  pile,  to  en- 
sure that  the  shoe  is  driven  perfectly  home.  The  advantage 
of  a  cast-iron  shoe  is,  that  the  inside  can  be  formed  with  a 
square  abutment  (m  which  the  pile  rests,  whilst  a  wrought- 
iron  shoe  has  to  be  driven  up  until  the  toe  of  the  pile  is 
v>edg€d  tight ^  and,  as  the  force  with  which  the  pile  is  driven 
into  the  ground  greatly  exceeds  that  with  which  the  shoe  is 
driven  on  the  pile,  it  will  often  happen  that  the  shoe  will 
burst  open,  and  allow  the  point  of  the  pile  to  be  crushed  be- 
fore it  is  down  to  its  full  depth. 

33.  Sheeting  piles  should  b^  carefully  fitted  to  each  other 
before  driving,  otherwise  they  cannot  be  expected  to  come 
in  close  contact  when  driven  In  some  few  cases  it  is  worth 
while  to  groove  and  tongue  the  edges,  but  this  is  seldom 
done,  and  if  the  piles  are  perfectly  parallel  and  truly  driven, 
the  swelling  of  the  wood  when  exposed  to  moisture  wiB 
generally  secure  a  tight  joint. 

34.  As  a  general  rule,  broken  timber,  that  is,  timber  cot 
out  of  larger  balks,  should  be  avoided.  A  lO-in.  stick  of 
Swedish  timber  will  drive  better  and  with  less  risk  of  qilit- 
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ing  than  a  quarter  of  a  20-iii.  balk  of  best  Dantzic  If 
pfles  must  be  cut  from  large  "balks,  the  heart  of  the  wood 
should,  if  possible,  be  left  in  the  centre  of  the  pile. 

85.  In  driying  sheet-piling,  the  piles  are  kept  in  their  pro- 
per position  by  horizontal  pieces  of  timber  called  waleSf  which 
are  fixed  to  guide  piles  previously  driven.  In  driving  coffer- 
dams and  similar  works,  the  wales  are  seldom  placed  below 
the  water-line,  but  this  may  be  done  with  great  benefit  by 
attaching  the  wales  to  hoops  dropped  over  the  heads  of  the 
guide  piles,  and  pushed  down  as  low  as  the  ground  will  per- 
mit. In  driving  into  or  through  a  hard  stratum,  it  is  de- 
sirable that  the  auger  should  precede  the  driving,  as  it  will 
save  much  time,  and  much  injury  to  the  piles  ;  and  in  all 
crises  where  a  hard-bearing  stratum  has  to  be  reached'  at  a 
variable  depth,  the  boring-rod  should  be  used  to  ascertain 
the  length  of  pile  required,  as  nothing  is  more  vexatious  than 
finding  a  pile  a  few  inches  too  short  when  driven,  or,  on  the 
other  hand,  having  to  cut  off  5  or  6  ft.  of  good  timber,  which 
must  be  needlessly  wasted. 

36.  Many  writers  have  endeavored  to  lay  down  rules  for 
calculating  the  effect  of  a  given  blow  in  sinking  a  pile,  but 
investigations  of  this  kind  are  of  little  practical  value,  because 
we  can  never  be  in  possession  of  sufficient  data  to  enable  us 
to  obtain  even  an  approximate  result.  The  effect  of  each 
blow  on  the  pile  will  depend  on  the  force  of  the  blow,  the 
velocity  of  the  ram,  the  relative  weights  of  the  ram  and  the 
pile,  the  elasticity  of  the  pile  head,  and  the  resistance  offered 
by  the  ground  through  which  the  pile  is  passing,  and  as  we 
never  can  ascertain  the  two  last-named  conditions  with  any 
certainty,  any  calculations  in  which  they  are  only  assumed 
must  of  necessity  be  mere  conjectures. 

37.  Piles  driven  for  temporary  purposes  are,  at  the  com- 
pletion of  their  term  of  service,  either  drawn  for  the  value  of 
the  timber  and  iron  shoes,  or  cut  off  at  the  level  of  the 
ground  if  they  are  in  situations  where  the  drawing  of  the 
piles  might  cause  any  risk  to  the  adjacent  work.    When 
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o^eet-piling  has  been  driven  roond  the  foandations  of  anj 
work,  as  in  forming  a  cofferdam  roand  the  pier  of  a  bridge^ 
there  will  always  be,  in  the  event  of  its  being  drawn,  the 
risk  of  the  ground  settling  down  to  fill  np  the  vacancy  thereby 
occasioned  ;  bnt  in  clay  or  marl  soils  this  is  not  the  greatest 
danger,  for  the  water  scours  out  and  enlarges  the  race  thns 
formed,  and  the  bottom  speedily  becomes  broken  up,  nearly 
to  the  depth  to  which  the  piles  were  driven.  As  a  general 
rule,  therefore,  U  may  be  laid  down,  that  piles  in  such  situa- 
tions should  never  be  drawn,  but  should  be  cut  off  at  the 
level  of  the  ground,  and  this  may  be  done  in  various  way& 
1st.  By  common  means,  the  men  working  in  a  diving  bell, 
or  with  diving-helmets.  2d.  By  machinery  especially  con- 
structed for  the  purpose.  8d.  In  the  case  of  cofferdams,  by 
cutting  the  piles  nearly  through  from  the  inside  with  the 
adze,  leaving  the  water  on  the  outside  of  the  piles  to  com- 
plete the  operation  on  the  removal  of  the  strutting. 

38.  There  are  many  caseg,  however,  in  which  it  becomes 
necessary  to  draw  ^iles,  and  the  modes  in  which  this  may  be 
done  are  almost  infinite.  The  common  plan,  where  the  situ- 
ation will  admit  of  it,  is  to  make  use  of  a  balk  of  timber  as  a 
lever,  one  end  of  which  is  shackled  to  the  head  of  the  pile, 
whilst  to  the  other  end  is  applied  such  power  as  can  most 
readily  be  obtained. 

39.  A  very  simple  method  of  drawing  piles  is  by  means  of 
a  powerful  screw,  of  which  one  end  is  hooked  to  a  shackle 
passing  round  the  head  of  the  pile,  whilst  the  other  passes 
through  a  cross^head,  resting  firmly  on  temporary  supports 
placed  on  each  side  of  the  pile. 

40.  Cofferdams, — A  cofferdam  may  be  described  as  a 
water-tight  wall,  constructed  round  the  site  of  any  work,  for 
the  purpose  of  laying  dry  the  bottom  by  pumj^ng  out  the 
water  from  the  area  thus  enclosed.  In  some  situations,  this 
may  be  effected  by  earthem  dams,  by  bags  of  clay  piles  on 
each  other,  or  by  rough  caissons,  without  top  or  bottom, 
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filled  with  clay,  and  sunk  in  line  round  the  space  to  be  en- 
closed ;  but  in  the  majority  of  cases,  the  method  is  to  drive 
two  or  more  rows  of  close  piling,  and  to  fill  up  the  space  be- 
tween them  with  clay  puddle. 

41.  Cofferdams  are  sometimes  formed,  in  shallow  water, 
with  a  single  row  of  sheet-piling  ;  but  this  is  very  precarious 
work|  as,  unless  the  piles  are  fitted  together  with  great 
truth,  it  is  impossible  to  keep  the  joints  close,  and  to  prevent 
leakage.  A  single  row  of  sheet-piling  may,  however,  be 
often  used  with  great  advantage  as  a  protection  and  support 
in  front  of  an  earthen  dam,  and  this  is  a  very  economical 
and  satisfactory  method  of  proceeding  where  there  is  no 
depth  of  water. 

42.  Cofferdams  are  subject  to  heavy  external  pressure 
from  the  water  round  them,  which  would  crush  them 
in,  were  they  not  very  firmly  strutted.  In  cofferdams 
inclosing  a  small  area,  as,  for  instance,  the  site  of  the  pier  of 
a  bridge,  the  strutting  is  placed  from  side  to  side,  in  the 
manner  that  will  give  the  greatest  facility  for  carrying  on  the 
work,  the  struts  being  gradually  removed  as  the  latter  pro- 
ceeds. 

In  constructing  dams  in  front  of  a  wharf  wall,  or  similar 
work,  the  strutting  requires  to  be  effected  in  a  different  man- 
ner, and  the  plan  usually  adopted  is  to  form  a  series  of  but- 
tresses, or  counterforts,  at  short  intervals,  from  which  the 
intermediate  portions  of  the  dam  can  be  strutted  with  raking, 
^horizontal  struts.  The  strength  given  to  these  counterforts 
must,  of  course,  depend  on  the  amount  of  pressure  to  come 
on  the  dam. 

43.  In  rivers  subject  to  heavy  freshets  it  is  common,  in 
constructing  cofferdams,  to  keep  the  top  of  the  dams  below 
the  flood  level,  as  it  is  generally  less  expensive  to  pump  oat 
the  water  from  the  interior  of  the  dam  occasionally,  than  to 
construct  and  maintain  a  dam  which  should  sustain  the 
pressure  of  the  flood  waters  ;  and  it  is  always  advisable  to 
provide  every  dam  with  a  sluice,  by  mean  of  which  the  water 

27 


314  BUDIMEXTS  OF  TBI 

can  be  admitted,  if  there  is  any  fear  of  injnry  from  asaddoi 
freshet  or  from  aoj  other  cause.  In  tidal  waters  the  operation 
of  closing  a  dam  is  sometimes  rather  hazardous  (unless  it 
can  be  performed  at  low  water),  from  the  tide  falling  out- 
side, without  the  dead  water  inside  being  able  to  escape 
sufficiently  quick  through  the  sluices  to  ypft^nf^^n  an  equili- 
brium ;  and,  unless  the  piles  and  puddle  wall  are  suffic^ntly 
strong  to  resist  this  outward  pressure,  the  work  will  be 
yiolently  strained,  and  often  permanently  injured.  When 
the  site  to  be  inclosed  is  aboTe  the  level  of  low  water,  half- 
tide  dams  are  sometimes  resorted  to.  A  half-tide  dam  is  one 
which  is  covered  and  filled  at  every  tide,  and  emptied  by 
sluices  at  low  water,  the  available  working  hours  lasting  from 
the  tune  the  bottom  runs  dry  until  the  flood  tide  reaches  the 
top  of  the  dam. 

44.  The  principal  difficulties  in  the  construction  of  coffer- 
dams may  be  thus  briefly  stated : — 

1st.  To  obtain  a  firm  foothold  for  the  piles,  which,  in  either 
rock  or  mud,  is  a  matter  of  great  difficulty. 

2d.  To  prevent  leakage  between  the  surface  of  the  ground 
and  the  bottom  of  the  puddle. 

8d.  To  prevent  leakage  through  the  puddle  wall. 

4th.  To  keep  out  the  bottom  springs. 

BBTAINIKO  WALLS. 

45.  The  name  of  retaining  wall  is  applied  generally  to  all 
walls  built  to  support  a  mass  of  earth  in  an  upright  or  nearly 
upright  position  ;  but  the  term  is,  strictly  speaking,  restricted 
to  walls  built  to  retain  an  artificial  bank,  those  erected  tc 
sustain  the  &ce  of  the  solid  ground  being  cBlLedhreast  waOs, 
(See  fig.  8) 
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Fig.B. 


46.  Eetaimng  Walls, — ^Manj  rules  have  been  given  hj 
different  writers  for  calculating  the  thrust  which  a  bank  of 
earth  exerts  against  a  retaining  wall,  and  for  determining  the 
form  of  wall  which  affords  the  greatest  resistance  with  the 
least  amount  of  material.  The  application  of  these  rules  to 
practice  is,  however,  extremely  difficult,  because  we  have  no 

^  means  of  ascertaining  the  exact  manner  in  which  earth  acts 
against  a  wall ;  and  thej  are,  therefore,  of  little  value  except 
in  determining  the  general  principles  on  which  the  stability 
of  these  constructions  depends. 

47.  The  calculation  of  the  stability  of  a  retaining  wall 
divides  itself  into  two  parts : 

1st.  The  thrust  of  the  earth  to  be  supported. 
2d.  The  resistance  of  the  wall. 

48.  Definitions  (see  fig.  9.) — 7%e  line  of  rufht/re  is  that 
along  which  separation  takes  place  in  case  of  a  dip  of 
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earth.    The  slope  which  the  earth  would  assume,  if  left  to- 
tally unsupported,  is  called  the  ntUwral  slope,  and  it  has  been  - 
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found  that  the  line  of  mptore  generally  divides  the  aiigla 
formed  by  the  natural  slope  and  the  back  of  the  wall  into 
nearly  equal  parts. 

The  centre  of  jreuwrt  is  that  point  in  the  back  of  the  wall 
above  and  below  which  there  is  an  equal  amount  of  pressure ; 
and  this  has  been  found  by  experiment  and  calculation  to  be 
at  two-thirds  of  the  vertical  height  of  the  wall  from  its  top. 

The  wall  is  assumed  to  be  a  solid  mass,  incapable  of 
sliding  forward,  and  giving  way  only  by  turning  over  on  its 
front  edge  as  a  fulcrum.  In  the  annexed  diagrams  the 
foundations  of  the  walls  have,  in  all  cases,  been  omitted,  to 
simplify  the  subject  as  much  as  possible.  The  term  sLopt  in 
the  following  investigation  is  used  as  synonymous  with  the 
expression  htut  of  rmptun, 

49.  Amount  and  Direction  of  the  T%rust. — ^There  are  two 
ways  in  which  this  may  be  calculated  : — Ist,  By  considering 
the  earth  as  a  solid  mass  sliding  down  an  inclined  plane,  aQ 
slipping  between  the  earth  and  the  back  of  the  wall  being 
prevented  by  friction.  This  gives  the  minimum  thrust  of  the 
earth.  2nd,  By  assuming  the  particles  of  earth  to  have  so 
little  cohesion,  that  there  is  no  friction  either  on  the  slope  or 
against  the  back  of  the  wall.  This  method  of  calculation 
gives  the  maximvM  thrust. 

The  real  thrust  of  any  bank  will  probably  be  somewhere 
between  the  two,  depending  on  a  variety  of  conditions  which 
it  is  impossible  to  reduce  to  calculation  ;  for,  although  we 
may  by  actual  experiments  with  sand,  gravel,  and  earths  of 
different  kinds,  obtain  data  whence  to  calculate  the  throst 
exerted  by  them  in  a  perfectly  dry  state,  another  point  must 
be  attended  to  when  we  attempt  to  reduce  these  results  to 
practice,  viz.,  the  action  of  water,  which,  by  destroying  the 
cohesion  of  the  particles  of  earth,  brings  the  mass  of  material 
behind  the  wall  into  a  semi-fluid  state,  rendering  its  action 
more  or  less  similar  to  that  of  a  fluid  according  to  the  degree 
of  saturation. 
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The  tendency  to  slip  will  also  yery  greatly  depend  on  the 
manner  in  which  the  material  is  JUkd  against  the  wall.  If 
the  ground  be  henchtd  aiU  (see  fig.  8,)  and  the  earth  well 
panned  in  layers  mclined/r<M»  the  wall,  the  pressare  will  be 
yery  trifling,  provided  only  that  attention  be  paid  to  surface 
and  back  drainage.  If,  on  the  other  hand,  the  bank  be  tip- 
ped in  the  usual  manner  in  layers  sloping  towards  the  wall, 
the  full  pressure  of  the  earth  will  be  exerted  against  it,  and 
it  must  be  made  of  corresponding  strength. 

60.  Calculation  of  Mtrdmum  Thrust, — ^The  weight  of  the 
orism  of  earth  represented  by  the  triangle  ABC,  fig.  9, 
Fig.  10.  ^^^  ^  directly  as  the  breadth  AC, 

the  height  being  constant ;  and  the 
inclination  of  B  C  remaining  con- 
stant, but  the  height  varying,  the 
weight  will  be  as  the  square  of  the 
height.  If,  therefore,  we  call  the 
weight  of  the  prism  ABC,  W, 
the  breadth  AC,  b,  the  height 
AB,  A,  and  the  specific  gravity  of 

the  earth,  s,  we  shall  have  W  =  '^^  If  we   call    the 

2. 
thrust  of  W  in  the  direction  of  the  slope  W,  then  (neglect- 
ing friction,)  on  the  principle  of  the  inclined  plane,  W  will 
be  to  W  as  the  length  of  the  incline  is  to  its  height ;  or, 
calling  the  length  B  C,  2,  then 

hW       bh^s* 

l:h::W:W  = = . 

■ I  21 ■ 

•  The  valne  of  W'  here  given  will  inareaBe  with  the  length  of  A  C  In  a  constantly 

h^s 

deeieoamg  ratio,  never  ezoeeding  —  Buppoaing  the  back  of  the  wall  to  be  upright. 

2 
Bat  in  practice  the  friction  most  always  be  taken  Into  consideration  ;  and,  as  this 
increases  directly  &s  A  C,  there  wlU  be  a  limit  at  which  the  thrust  and  the  resist- 
ance balance  each  other,  this  limit  being  the  natural  slope  ;  and,  as  the  tbnut  and 
the  resistance  increase  with  the  length  of  A  C  in  different  ratios,  there  will  be  a 
point  at  which  the  effeetire  thnist  is  greatest,  or,  in  other  words,  a  slope  of  ami 
main  thrast  which  determines  the  position  of  the  line  of  rupture. 
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The  effect  of  the  weight  of  the  prism  A  B  G  to  OTerturn  tiw 
wall  will  be  as  W  multiplied  by  the  leyerage  B  F,  fig.  10, 
fonnd  bj  letting  fall  the  perpendicular  E  F,  from  the  front 
edge  of  the  wall,  upon  D  F,  drawn  through  the  centre  of 
pressure  in  a  direction  parallel  to  the  slope.  When  D  F 
passes  through  E,  then  E  F  =  O,  and  the  thrust  has  no  ten- 
dency to  orerturn  the  wall ;  and  when  DF  falls  within  the 
base  of  the  wall,  E  F  becomes  a  n^atiye  quantity,  the  thmst 
increasing  its  stability.  Calling  the  overturning  thrust  T, 
we  have 

ftAa»  +  EF, 

T=W'XEF= 

21 

the  yalue  of  E  F*  depending  on  the  inclination  of  the  slope, 
and  the  width  of  the  base  of  the  wall. 

51.  Calculation  of  Maximwn  Thrust. — If  we  consider  the 
moving  mass  to  slide  freely  down  the  slope,  and  the  friction 
between  the  earth  and  the  back  of  the  wall  to  be  so  slight 
as  to  be  inappreciable,  then  the  prism  ABC  will  act  as  a 
wedge,  with  a  pressure  perpendicular  to  the  back  of  the 
wall,  which  will  be  the  same  whatever  the  inclination  of  B 
C,  the  height  and  inclination  of  the  back  of  the  wail  being 
constant,  and  as  the  square  of  the  height  where  the  height 
varies,  the  pressure  being  the  least  when  the  back  of  the 
wall  is  vertical ;  for  calling  the  pressure  P,  and  drawing 
AX,  fig.  11,  perpendicular  to  B  C,  we  have,  on  the  principle 
of  the  wedge, 

W'XAB         hh^sXAB 

AI:AB::W':P= = 

AI  2/XAI 

and  by  construction  5  A=/  A  I,  as  they  are  each  equa)  to 

•EF  =  -  X  (--EBjand 

/        \3  / 

bb^8      h  (h  \hhz  a     fh  \ 

T—W'XEF  = X-l EB X| KB  I 

2/         /  \3  /         2^     Vs  / 
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twice  fhe  area  of  triangle  ABC;  therefore,  by  sabstitation 
lAlhsXAB     hsXAB 


21AI  % 

The  effect  of  the  prism  A  B  0  to  oyerturn  the  wall  will  b6 
P  multiplied  by  the  leverage  BP*,  which  will  be  found  by 
drawing  DE,  fig  13,  at  right  angles  to  the  back  of  the  wall 
Ftg.ll.  jRg.l2. 


through  the  centre  of  pressure,  and  making  E  F  perpendicular 
to  it ;  then  calling  the  overturnmg  thrust,  as  before,  T, 

ABXA^XEF 

T=PXEP= 

2 

When  D  P  passes  through  E,  then  E  P  =  0,  and  the  thrust 
has  no  tendency  to  overturn  the  wall ;  and,  if  D  P  falls  within 
the  base,  the  thrust  will  increase  its  stability.  When  the 
back  of  the  wall  is  vertical,  then 

h  Jfis     ■ 

AB=A  and  EP=— and  T=— . 
3  6 


£F 
AndT  =  P  XEF 


*  Calliog  the  angle  X  A  B  =  9 
AB       EB.AX      h 

+  =     oosec  B  +  £B  COS.  B 

3    "~      AB  3  — 


AB.Af 


A«      /ABa  \ 

-x(  +^EB.AXJ 


/AB       EB.AX\ 
\    3    —      AB     J 


Th«  poiitiTe  Bign  Ib  to  be  used  when  the  baek  of  the  wmll  leanB  baekwudf ;  ttt 
MgfttiTe,  when  it  leans  forwards. 
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62.  These  results  show  that,  where  the  Mctioa  of  tba 
earth  against  the  slope  and  the  back  of  the  wall  is  destroyed 
by  the  filtration  of  water,  the  action  of  the  earth  will  be 
precisely  similar  to  that  of  a  coinmn  of  water  of  the  height 
of  the  wall.  The  pressure  upon  the  side  of  any  vessel  is  the 
half  of  the  pressure  that  would  take  place  upon  the  bottom 
if  of  the  same  area.  Now,  calling  the  specific  gravity  of  the 
water  s^  the  pressure  upon  the  bottom,  supposing  its  length 
to  be  A B,  would  be  A5  AB  ;  therefore  the  pressure  upon 
the  side  will  be  A«  A  B  hs  A  B.E  F 

:  andT=PXEF= . 

2      '  2 

And,  where  the  back  of  the  wall  is  vertical,  then 

h 

ABz=h  and  B F=-as  above.    Therefore 

3 

p and  T=— X-=—  ; 

2  2      3       6 

which  results  are  precisely  the  same  as  those  arrived  at 
above. 

53.  Resistance  of  the  Wall. — Considering  the  wall  as  a 
solid  mass,  the  effect  of  its  weight  to  resist  an  overturning 
thrust  will  be  directly  as  the  horizontal  distance  E  H  from 
its  front  edge  to  a  vertical  line  drawn  through  G,  the  centre 
of  gravity  of  the  wall,  fig.  13  ;  or,  calling  the  resistance  R, 
and  the  weight  of  the  waJl w,  then  R  =  ipXEH.  EH  will 
be  directly  as  E  B,  the  proportions  of  the  wall  being  con- 
stant ;  therefore  a  wall  of  triangular  section  will  afford  more 
resistance  than  a  rectangular  one  of  equal  sectional  are% 
the  base  of  a  triangle  being  twice  that  of  a  rectangk  of 
equal  height  and  area. 

If  the  wall  be  built  with  a  curved  concave  batter,  fig.  14, 
E  H  will  be  still  greater  than  in  the  case  of  a  triangular 
wall  of  equal  sectional  area  ;  and,  if  the  wall  were  one  solid 
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mass  incapable  of  fractarei 
this  form  would  offer  more  re- 
sistanoe  than  the  triangalar. 
Bat,  as  this  is  not  the  case^ 
we  maj  consider  any  portion 
of  the  wall  cnt  off  from  the 
bottom  by  a  level  line  to 
be  a  distinct  wall  resting  npon 

"5"  tbTb      ! the  lower  part  as  a  foundation. 

Imagine  A  e  &  to  be  a  complete  wall  capable  of  taming  upon 
e  as  a  fulcrum.  The  resistance  would  be  considerably  less 
.  than  that  of  the  corresponding  portion  of  a  triangular  wall. 
In  the  case  of  a  triangular  well,  the  proportions  of  the 
resistance  to  the  thrust  will  be  the  same  throughout  its 
height.  In  the  case  of  a  rectangular  one,  the  resistance  will 
bear  a  greater  proportion  to  the  thrust,  the  greater  the  dis- 
tance from  the  bottom.  In  the  case  of  a  wall  with  a  con- 
cave curved  batter,  the  reverse  of  this  takes  place. 

The  value  of  E  S  will  be  greatest  when  E  H  =  E  B,  the 
wall  will  be  then  exactly  balanced  on  H  ;  but  in  practice 
this  limit  should  never  be  reached,  for  fear  the  wall  should 
become  crippled  by  depending  on  the  earth  for  support.  The 
value  of  E  H  will  be  least  when  H  coincides  with  E,  which 
opposite  limit  also  is  never  reached  in  practice — ^for  obvious 
reasons — as  the  wall  would  in  this  case  overhang  its  base, 
and  be  pn  the  point  of  falling  forward. 

54.  The  increased  leverage  is  not  the  only  advantage 
gained  by  the  triangular  form  of  wall.  In  the  foregoing 
Investigation,  we  have  considered  the  wall  as  a  solid  mass 
burning  on  its  front  edge.  Now,  practically,  the  difficulty  is 
not  so  mtich  to  keep  the  wall  from  overturnkig  as  to  prevent 
the  courses  from  sliding  Olh  each  other. 

In  an  upright  wall,  built  k  horizontal  courses,  the  chief 
resistance  to  sliding  arises  from  the  adhesion  of  the  mortar ; 
but,  if  the  wall  be  built  with  a  sloping  or  battering  face,  the 
beds  of  the  courses  being  inclined  to  the  horizon,  the  resist 
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ance  to  the  thrust  of  the  bank  is  increased  in  propo» 
tion  to  the  tendency  of  the  courses  to  slide  dowL 
towards  the  bank;  thus  rendering  the  adhesion  of  the 
mortar  merely  an  additional  security.  ,The  importance 
of  making  the  resistance  independent  of  the  adhesion 
of  the  mortar  is  obviously  very  great,  as  it  would  otherwise 
be  necessary  to  delay  backing  up  a  wall  until  the 
mortar  were  thoroughly  set,  which  might  requhre  seyeral 
months. 

55.  The  exact  determination  of  the  thrust  which  will  be 
exerted  against  a  wall  of  given  height  is  not  possible  in 
practice  ;  because  the  thrust  depends  on  the  cohesicMi 
of  the  earth,  the  dryness  of  the  material,  the  mode  of 
backing  up  the  wall,  and  other  conditions  which  we 
have  no  means  of  ascertaining.  Experience  has,  however, 
shown  that  the  base  of  the  wall  should  not  be  less  than 
one-fourth,  and  the  batter  or  slope  not  less  than  one- 
sixth  of  the  vertical  height,  wherever  the  case  is  at  aU 
doubtful. 

56.  The  results  of  the  above  investigation  are  illustrated 
in  figures  14, 15,  16,  IT,  and  18,  which  show  the  relative 


Fig.  14. 


•Fig.  15. 


sectional  areas  of  walls  of  different  shapes,  that  would  be 
required  to  resist  the  prtesure  of  a  bank  of  earth  12  feet 
high. 
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Fig.l^.  Fig.  11. 


Fig.  18. 


The  first  three  examples  are  calculated  to  resist  the  maxi' 
mum,  and  the  fourth,  the  minimum,  thrust ;  whilst  the  last 
figure  shows  the  modified  form  usually  adopted  in  practice. 

67.  It  is  sometimes  necessary  in  soft  ground  to  protect  the 
toe  or  front  edge  of  a  retaining  wall  with  sheet  piling,  to. pre- 
vent it  from  being  forced  forward  ;  this  is  shown  in  fig.  8. 

68.  Cow/Uerforts, — ^Retaining  walls  are  often  buQt  with 
counterforts,  or  buttresses,  at  short  distances  apart,  which 
allow  of  the  general  section  of  the  wall  being  made  lighter 
than  would  otherwise  be  the  case.  The  principle  on  which 
these  counterforts  are  generally  built  is,  however,  very  de- 
fective, as  they  are  usually  placed  hehiTid  the  wall,  which 
frequently  becomes  torn  from  them  by  the  .pressure  of  the 
earth.  The  strength  of  any  retaining  wall  would,  however, 
be  greatly  increased  were  it  built  as  a  series  of  arches,  abut 
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ting  on  long  and  thin  buttresses  ;  but  the  loss  of  space  that 
would  attend  this  mode  of  construction  has  efifectuallj  pre- 
vented its  adoption  except  in  a  few  instances. 

69.  Breast  Walls. — ^Where  the  ground  to  be  supported  is 
firm,  and  the  strata  are  horizontal,  the  office  of  a  breast  wall 
is  more  to  protect,  than  to  sustain  the  earth.  It  should  be 
borne  in  mind  that  a  trifling  force,  skilfully  applied  to  un- 
broken ground,  will  keep  in  its  place  a  mass  of  material 
which,  if  once  allowed  to  move,  would  crush  a  heavy  wall ; 
and,  therefore,  great  care  should  be  taken  not  to  expose  the 
newly  opened  ground  to  the  influence  of  air  and  wet  for  a 
moment  longer  than  is  requisite  for  sound  work,  and  to  avoid 
leaving  the  smallest  space  for  motion  between  the  back  of 
the  wall  and  the  ground. 

60.  The  strength  of  a  breast  wall  must  be  proportionately 
increa^d  when  the  strata  to  be  supported  incline  towards 
the  wall,  as  in  fig.  19  :  where  they  incline  from  it,  the  wall 
need  be  little  more  than  a  thin  facing  to  protect  the  ground 
from  disintegration. 

Fug  19. 

X 


61.  The  preservation  of  the  natural  drainage  is  one  of  the 
most  important'  points  to  be  attended  to  in  the  erection  of 
breast  walls,  as  upon  this  their  stability  in  a  great  measure 
depends.  No  rule  can  be  given  for  the  best  manner  of  doing 
this  ;  it  must  be  a  matter  for  attentive  consideration  in  each 
particular  case. 
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-  ARCHES. 

62.  An  arch  in  perfect 'equilibrium  may  be  considered  aa 
a  slightly  elastic  curved  beam,  every  part  of  which  is  in  a 
state  of  compression,  the  pressure  arising  from  the  weight  of 
the  arch  and  its  superincumbent  load  being  transmitted  to 
the  abutments  on  which  it  rests  in  a  curved  line  called  the 
cwrxt  of  equilibrvitMf  passing  through  the  thickness  of  the 
arch. 

63.  The  wedge-shaped  stones  of  which  a  stone  arch  is 
composed  are  called  the  voussairs.  The  upper  surface  of  an 
arch  is  called  its  extrados,  and  the  lower  surface  its  irUrados 
or  soffit  (see  &g.  20).    Theoretically,  a  stone  arch  might 

Fig.  20. 


give  way  by  the  sliding  of  the  voussoirs  on  each  other ;  but 
in  practice  the  friction  of  the  material  and  the  adhesion  of 
the  mortar  is  suflScient  to  prevent  this,  anil  failure  takes 
place  in  the  case  of  an  overloaded  arch  by  the  voussoirs 
turning  on  their  edges. 

64.  The  curve  of  equilibrium  will  vary  with  the  rise  and 
span  of  the  arCh,  the  depth  of  the  arch  stohes,  and  the  dis- 
tribution of  the  load,  but  it  will  always  have  this  property, 
namely,  that  the  horizontal  thrust  will  be  the  same  at  every 
part  of  it.  In  order  that  an  arch  may  be  in  perfect  equili- 
27 
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briam,  its  curyatare  should  coincide  with  that  (^  the  carre 
of  equal  horizontal  thrust ;  if,  iwm  being  improperly  de- 
signed or  unequally  loaded,  this  latter  curre  approaches 
either  the  intrados  or  the  extrados,  the  Youssoirs  will  be 
liable  to  fracture  from  the  pressure  being  thrown  on  a  very 
small  bearmg  surface  ;  and  if  it  be  not  contained  withio  the 
thickness  of  the  arch,  failure  will  take  place  by  the  joints 
opening,  and  the  voussoirs  turning  on  then*  edges. 

65.  The  manner  in  which  the  curve  of  equilibrium  is  af- 
fected by  any  alteration  in  the  load  placed  upon  an  arch  may 
readily  be  seen  by  making  an  experimental  equilibrated  arch 
with  convex  voussoirs,  as  shown  in  fig.  20.  When  bearing 
its  own  weight  only,  the  points  of  contact  of  the  voussoirs 
will  lie  wholly  in  the  centre  of  the  thickness  of  the  arch  ; 
when  loaded  at  the*  crown,  the  points  of  contact  will  ap- 
proach the  extrados  at  the  crown,  and  the  intrados  at  the 
haunches ;  and,  if  loaded  at  the  haunches,  the  reverse  effect 
will  take  place. 

66.  If  a  chain  be  suspended  at  two  points,  and  allowed  to 
hang  freely  between  them,  the  curve  it  takes  is  the  curve  of 
equilibrium  of  an  arch  of  the  same  span  and  length  on  soffit, 
in  which  the  weights  of  the  voussoirs  correspond  to  the 
weights, of  the  links  of  the  chain,  and- would  be  precisely  the 
same  as  that  marked  out  by  the  points  of  contact  of  the 
curved  voussoirs  of  an  experimental  arch  of  the  same  dimen- 
sions built  as  above  described. 

67.  In  designing  an  arch,  two  methods  of  proceeding  pre- 
sent themselves :  we  may  either  confine  the  load  to  the 
weight  of  the  arch  itself  or  nearly  so,  and  suit  the  shape  of 
the  arch  to  a  given  curve  of  equilibrium,  or  we  may  design 
the  arch  as  t^te  or  circumstances  may  dictate,  and  load  it 
until  the  line  of  resistance  coincides  with  the  curve  thus  de- 
termined upon. 

The  Gothic  vaults  of  the  middle  ages  were,  in  a  great 
(ueasure,  constructed  on  the  first  of  these  methods,  being  in 
many  cases  only  a  few  inches  in  thickness,  and  the  curvature 


ART  or  BTTILDIKQ.  827 

of  the  mam  ribs  coindding  very  nearly  with  their  corves  of 
equal  horizontal  thmst.    We  have  no  means  of  ascertaining 
whether  this  was  the  result  of  calculation  or  experiment ;  • 
probably  the  latter,  but  the  principle  was  evidently  under- 
stood. 

At  the  present  day,  the  requirements  of  modem  bridge 
building  often  leave  the  architect  little  room  for  choice  in 
the  proportions  of  his  arches,  or  the  height  and  inclinations 
of  the  roadway  they  are  to  carry ;  and  it  becomes  necessary 
to  calculate  with  care  the  proportion  of  the  load  which  each 
part  of  the  arch  must  sustain,  in  order  that  the  curve  of 
equilibrium  may  coincide  with  the  curvature  of  the  arch. 

68.  The  formulsB  for  calculating  the  equilibration  of  an 
arch  are  of  too  intricate  a  nature  to  be  introduced  in  these 
pa^es ;  but  the  principles  on  which  they  depend  are  very 
simple. 

Let  it  be  required  to  construct  a  stone  arch  of  a  given 
curvature  to  support  a  level  roadway,  as  shown  in  fig.  20, 
and  to  find  the  weight  with  which  each  course  of  voussoirs 
must  be  loaded  to  bring  the  arch  into  equilibrium. 

Draw  the  centre  line  of  the  arch  to  a  tolerably  large  scale 
in  an  inverted  position  on  a  vertical  plane,  as  a  drawing 
board,  for  instance,  and  from  its  springing  points  a,  d,  sus- 
pend a  fine  silk  thread  of  the  length  of  this  centre  line  strung 
with  balls  of  diameter  and  weight  corresponding  to  the 
thickness  and  weight  of  the  voussoirs  of  the  arch ;  then, 
from  the  centre  of  each  ball  suspend  such  a  weight  as  will 
bring  the  thread  to  the  curve  marked  on  the  board,  and 
these  weights  will  represent  the  load  which  must  be  placed 
over  the  centre  of  gravity  of  each  of  the  voussoirs,  as  shown 
by  the  dotted  lines,  in  order  that  the  arch  may  be  in  equi- 
librium. 

To  find  what  will  be  the  thrust  at  the  abutments,  or  at 
any  point  in  the  arch,  draw  a  c,  touching  the  curve,  the  ver- 
tical line  ah  of  any  convenient  length,  and  the  horizontal 
line  h  c,  then  the  lengths  of  the  Imes  ac^ah^  and  h  c,  will  be 
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Teq[>ectiyely,as  the  thrust  of  the  arch  at  a,  in  the  direcdonae; 
and  the  Tertical  pressure  and  horizontal  throst  into  which  it 
is  resolved  ;  and  the  weight  of  that  part  of  the  arch  between 
its  centre  and  the  point  a,  which  is  represented  by  a  b,  bdng 
known,  the  other  forces  are  readily  calculated  firom  it. 

69.  When  the  form  of  an  arch  does  not  exactly  coindde 
with  its  curve  of  equal  horizontal  thrust,  there  will  always 
be  some  minimum  thickness  necessary  to  contain  this  curve, 
and  to  insure  the  stability  of  the  arch.  In  a  semicircular,  fig. 
21,  whose  thickness  is  one-ninth  of  its  radius,  the  line  of  equal 
horizontal  thrust  just  touches  the  extrados  at  the  crown,  and 
the  intrados  at  the  haunches,  pointing  out  the  places  where 
failure  would  take  place  with  a  less  thickness  or  an  unequal 
load,  by  the  voussoirs  turning  on  their  edges.  Those  arch^ 
which  differ  most  from  their  curves  of  equal  horizontal  thrust 
are  semicircles  and  semi-ellipses,  which  have  a  tendency  to 
descend  at  their  crowns  and  to  rise  at  their  haunches,  unless 

Fig.  21. 


they  are  well  InuJced  up.  Pointed  arches  have  a  tendency  to 
rue  at  the  ctown  ;  and,  to  prevent  this,  the  cross  springers 
of  the  ribbed  vaults  of  the  middle  ages  were  often  made  of  a 
semicircular  profile,  their  flatness  at  the  crown  being  con- 
cealed by  the  bosses  at  their  intersections. 

70.  If  the  experiment  be  tried  of  equilibrating,  in  the 
manner  above  described,  a  suspended  semicircular  or  semi- 
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elliptical  arch,  it  will  be  found  to  be  practically  impoBsiblt, 
as  the  weight  required  for  that  purpose  becomes  infinite  at 
.  the  spriogiiig.  Thitf  difficulty  does  not  exist  in  practice,  for 
that  part  of  an  furch  which  lies  beyond  the  plane  of  the  face 
of  the  abutment  in  reality  forms  a  part  of  the  abutment 
itself  (fig.  21;. 

The  Gothic  architects  well  understood  this,  and  in  their 
vaulted  roofs  built  this  portion  in  horizontal  courses  as  part 
of  the  side  walls  (fig.  22),  commencing  the  real  arch  at  a 
point  considerably  above  the  spinging. 

71.  The  depth  of  the  voussoirs  in  any  arch  must  be  suffi- 
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cient  to  contain  the  curve  of 
equilibrium  under  the  greatest 
load  to  which  it  can  be  exposed; 
and,  as  the  pressure  on  the  arch 
stones  increases  from  the  crown 
to  the  springing,  their  depth 
should  be  increased  in  the  same 
proportion.  Each  joint  of  the 
voussoirs  should  be  at  right 
angles  to  a  tangent  to  the  curve 
■  equilibrium  at  the  point 
through  which  it  passes. 
t2.  Brick  Arches. — In  building  arches  with  bricks  of  the 
common  shape,  which  are  of  the  same  thickness  throughout 
their  length,  a  difficulty  arises  from  the  thickness  of  the  mor- 
tar joints  at  the  extrados  being  greater  than  at  the  intrados, 
thus  causing  settlement  and  sometunes  total  failure.  To 
obviate  this  difficulty,  it  is  usual  to  build  brick  arches  in  se- 
parate rings  of  the  t^iickness  of  half  a  brick,  having  no  con 
nection  with  each  other  beyond  the  adhesion  of  Hhe  mortar 
or  cement,  except  an  occasional  course  of  headings  where 
the  joints  of  two  rings  happen  to  coincide.    There  is,  how- 

*ThU  diagram  ia  sUghtlj  altered  from  one  of  the  illoBtrationa  to  Profeitor 
WZDii's  paper  ''On  the  Conitmction  of  the  Vaults  of  the  Middle  Ages,"  In  tiM 
ftaii«MsUon«  of  the  Boyal  Institute  of  British  ikxchSteote,  Vol  L,  Fftrt  2. 
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eyer,  a  strong  objeclion  to  this  plan,  viz.,  that,  if  the  ( 
of  equal  horizontal  thmst  do  not  coincide  with  the  carratiire 
of  the  arch,  the  line  of  pressure  will  cross  the  rii^,  and 
cause  them  to  separate  from  each  other. 

73.  The  preferable  plan  will  be,  ther^ore,  to  bond  the 
brick-work  throughout  the  whole  thickness  of  the  arch,  using 
either  cement  or  hard-setting  mortar,  which  will  render  the 
thickness  of  the  joints  of  comparatiTely  little  importance. 

Cement,  however,  is  not  so  well  suited  for  this  purpose  as 
the  hard  setting  mortars  made  from  the  Lias  limes,  because 
it  sets  before  the  work  can  "^  completed  ;  and  in  case  of  any 
settlement,  however  trifling,  taking  place  on  the  striking  of 
the  centres,  the  work  becomes  crippled.  It  is  therefore  pref- 
erable to  nse  some  hard  setting  mortar,  which  does  not^ 
however,  set  so  quickly  as  cement,  thus  allowing  the  arch  to 
adjust  itself  to  its  load,  or,  in  technical  language,  to  take  its 
bea/ringf  before  the  mortar  becomes  perfectly  hard. 

72.  We  have  in  the  preceding  remarks  considered  an 
equilibrated  arch  as  a  curved  beiun,  every  part  of  which  is 
in  a  state  of  compression  ;  and,  in  an  arch  composed  of  stone 
voussoirs,  this  is  practically  the  case. 

We  may,  however,  by  the  employment  of  other  materials, 
as  cast  iron  and  timber,  construct  arches  whose  forms  differ 
very  materially  from  their  curves  of  equal  horizontal  thmst 

Thus  the  semicircular  arch  ("fig.  21,)  which,  if  built  of 
stone  voussoirs  small  in  proportion  to  the  span  of  the  arch, 
would  fail  by  the  opening  of  the  jomts  at  a  and  b,  might  be 
safely  constructed  with  cast-iron  ribs,  with  the  joints  placed 
at  c  and  d,  the  metal  at  the  points  a  and  h  being  exposed  to 
a  cross-strain  precisely  similar  to  that  of  a  horizontal  beam 
loaded  in  the  centre. 

73  Laminated  arched  beams,  formed  of  planks  bent 
round  a  mould  to  tKe  required  curve  and  bolted  together, 
have  been  extensively  used  in  raflway  bridges  of  large  span 
during  the  last  ten  years,  and  from  thefr  comparative  elastt- 
city,  and  the  resistance  they  offer  to  both  tension  and  com 
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presgion,  are  very  well  adapted  to  structures  of  this  kind, 
which  have  to  sostain  yery  heavy  loads  passiog  with  great 
rapidity  over  them. 

It  is  to  be  regretted,  however,  that  the  perishable  nature 
of  the  material  does  not  warrant  their  long  duration,  not- 
withstanding every  precaution  that  can  be  taken  for  the 
preservation  of  the  timber. 

74.  Skew  Arches, — ^In  ordinary  cases  the  plan  of  an  arch 
is  rectangular,  the  faces  of  the  abutments  being  at  right 
angles  to  the  fronts  ;  but  of  late  years  the  necessity  which 
has  arisen  on  railway  works  of  carrying  communications 
across  each  other  without  regard  to  the  angle  of  their  inter- 
section, has  led  to  the  construction  of.  oblique  or  skew 
arches. 

t5.  In  an  ordinary  rectangular  arch  each  course  is  parallel 
to  the  abutments,  and  the  inclination  of  any  bed  joint  with 
the  horizon  will  be  the  same  at  every  part  of  it«  In  a  skew 
arch  it  is  not  possible  to  lay  the  courses  parallel  to  the  abut- 
ments, for,  were  this  done,  the  thruiit  being  at  right  angles 
to  the  direction  of  the  courses,  a  great  portion  of  the  arch 
on  each  side  would  have  nothing  to  keep  it  from  falling.  In 
order  to  bring  the  thrust  into  the  right  direction,  the  courses 
must  therefore  be  laid  as  nearly  as  possible  at  right  angles 
to  the  fronts  of  the  arch  (see  fig.  23,)  and  at  an  angle  with 

the  abutments ;    and  it  is 
^^^'  this  which  produces  the  pe- 

ouliarity  of  the  skew  arch. 
The  two  ends  of  any  course 
will  then  be  at  different 
heights,  and  the  inclination 
of  each  .bed  joint  with  the  horizon  will  increase  from 
the  springing  to  the  crown,  causing  the  beds  to  be  nmdifig 
sorfaoes  instead  of  a  series  of  planes,  as  in  a  rectangular 
arch.  The  variation  in  the  inclination  of  the  bed  joints 
is  called  the  ttoist  of  the  beds,  and  leads  to  many  diffi- 
cnlt  problems  in  stone-cutting,  the  consideration  of  which 
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would  be  nnfiuited  to  the  elementary  character  of  this  little 
work. 

16.  Centering. — ^The  ctnterifig  of  an  arch  is  the  temporary  ' 
framework  which  supports  it  during  its  erection,  and  is 
formed  of  a  number  of  ribs  or  centres,  on  wliich  are  placed  the 
planks  or  laggings  on  which  the  work  is  bnilt. 

77.  In  designing  centres,  there  are  three  essential  points 
to  be  kept  in  view.  1st,  that  there  should  be  sufficient 
strength  to  prevent  any  settlement  or  change  of  form  during 
the  erection  of  the  arch.  2d,  that  means  should  be  jffo- 
vided  for  easing  or  lowering  the  centre  gradually  from 
under  any  part  of  the  arch.  3d,  that,  as  the  con- 
struction of  centres  generally  involves  the  use  of  .a  large 
quantity  of  timber  merely  for  a  temporary  purpose,  all 
unnecessary  injury  to  it  should  be  avoided,  in  order  that 
its  value  for  subsequent  use  may  be  as  little  diminished  as 
possible. 

78.  Where  the  circumstances  of  the  case  do  not  admit  of 
piles  or  other  supports  being  placed  between  the  piers,  it 
becomes  necessary  to  construct  a  trussed  framing  resting  on 
the  piers,  and  of  sufficient  strength  to  support  the  weight  of 
the  arch.  The  tendency  of  this  form  of  centre  to  rise  at  the 
crown,  from  the  great  pressure  thrown  upon  the  haunches 
during  the  erection  of  the  arch,  renders  it  necessary  to 
weight  the  crowns  with  blocks  of  stone  until  it  is  nearly  com- 
pleted. Centres  of  this  kind  are  always  costly,  and  afford 
little  facilities  for  easing. 

79.  Abutments. — ^The  tendency  of  any  arch  to  orertumitB 
abutments,  or  to  destroy  them  by  causing  the  courses  to 
slide  over  each  other,  may  be  counteracted  in  three  ways. 
1st,  the  arch  may  be  continued  through  the  abutment  until 
it  rests  on  solid  foundation,  as  in  fig.  24.  2d,  by  building 
the  abutments  so  as  to  form  a  horizontal  arch,  the  thrust 
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being  thrown    on   the    wing  walls,   which    act    as    bntr 
tresses  (fig.  24.)      3d,  where  neither  of  these  expedients 


Fig.  25. 


is  practicable,  by  joggling  the  courses  together  with 
bed-dowel  joggles,  so  as  to  render  the  whole  abutment 
one  solid  mass. 

80.  Wing  Walls. — Where  the  wing  walls  of  a  bridge  are 
built  as  shown  in  fig.  26,  the  pressure  of  the  earth  will 
always  have  a  tendency  to  fracture  them  at  their  junction 
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witii  the  abatmentB,  as  shown  by  the  fines  ah^cd.  Eqwl 
strength  with  the  same  amovmt  of  material  will  be  obtained 
by  bnilding  a  nnmber  of  thin  longitudinal  and  cross  walls,  as 
shown  in  fig.  27,  by  which  means,  the  earth  being  kept  from 

Fig.  VI. 


the  back  of  the  walls,  there  is  no  tendency  to  failore  <^  tUs 
kind. 

81.  VoAiMng. — ^The  ordinary  forms  of  vaults  may  be 
classed  under  three  heads,  viz.,  cylindrical^  caved ^  and  ffrowierf 

A  cylindriad  vault  is  simply  a  semicircular  arch,  the  ends 
of  which  are  closed  by  upright  walls,  as  shown  in  fig.  28. 
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When  a  vault  springs  from  all  the  sides  of  its  plan,  as  in  fig. 
29,  it  is  said  to  be  ami.    When  two  cylindrical  vaults  in- 


¥%g,  2a      ' 


Fig.  29. 


tersect  each  other,  as  in  fig.  30,  the  intersections  of  the 
vaulting  surfaces  are  called  grcms^  and  the  vault  is  said  to 
h^grcifud. 

82.  In  the  Roman  style  of  architecture,  and  in  all  common 
vaulting,  the  vaulted  surfaces  of  the  several  compartments 
are  portions  of  a  continuous  cylindrical  surface,  and  the  pro- 
file of  a  groin  is  simply  an  oblique  section  of  a  semi-cylinder. 

83.  Gothic  ribbed  vaulting  is,  however,  constructed  on  a 
totally  differjBut  pHnciple.  It  consists  of  a  framework  of 
light  stone  ribs  supporting  thin  panels,  whence  this  mode  of 
construction  has  obtained  the  name  of  rib  amd  pamid  vault- 
ing. The  curvature  of  the  diagonal  ribs  or  cross  springers, 
and  of  the  intermediate  ribs,  is  not  governed  in  any  way  by 
the  form  of  the  transverse  section  of  the  vault,  and  in  this 
consists  the  peculiarity  of  ribbed  vaulting.  This  will  be  un- 
derstood by  a  comparison  of  figs.  30  and  31. 


Fig.  30. 


Fig.  31. 


Roman  ranltixig. 


GotUo  Taoltlxig. 


84.  Domes  are  vaults  on  a  circular  plan.  The  equili- 
brium of  a  dome  depends  on  the  same  conditions  as  that  of  a 
common  arch,  but  with  this  difterence,  that,  although  a 
dome  may  give  way  by  the  weight  of  the  crown  forcing  out 
the  haunches,  failure  by  the  weight  of  the  haunches  squeez- 
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ing  ap  the  crown  is  impossible,  on  aoeonnt  of  tht  support  tte 
TOOfisoiiB  of  each  course  receive  from  each  other. 


MASONBY — BRICKWORK — BOND. 

85.  The  term  masanry  is  sometimes  applied  generallj  to 
all  cemented  constructions,  whether  built  of  brick  or  stone ; 
but  generally  the  use  of  the  term  is  confined  exclasiTelj  to 
stone-work. 

86.  There  are  many  kinds  of  n^onry,  each  of  which  is 
known  by  some  technical  term  expressive  of  the  manner  in 
which  the  stone  is  worked;  but  they  may  all  b€  divided  un- 
der three  heads. 

1st.  Bubble  work  (fig.  32,)  in  which  the  stones  ue 
used  without  being  squared. 

2nd.  Coursed  work  (fig.  33,)  in  which  the  stones  are 
squared,  more  or  less,  sorted  into  sizes,  and  ranged  in 
courses. 


Fig.  32. 


Fig.  33. 


Fig,  34. 


1 
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•  3d.  Ashlar  work**  (fig.  34),  in  which  each  stone  is 

squared  and  dressed  to  given  dimensions. 

8t.  DiflFerent  kinds  of  masonry  are  often  united.  Thus  a 
wall  may  be  built  with  ashlar  facing  and  rubble  backing  ; 
and  there  are  many  gradations  from  one  class  of  masonry  to 
another,  as  cov/rsed  nibble,  which  is  an  iniermediate  st^ 
between  rubble  work  and  coursed  work. 

88.  In  ashlar  masonry,   the    stability  of   the   work  is 


^  In  London,  the  term  "  ashlar' '  ifl  commonly  applied  to  a  thin  Ctcing  of 
plaoed  in  firont  of  brickwork. 

\ 
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faidependent,  in  ordinary  cases,  of  the  ad!hesion  of  the  mortar. 
Babble  work,  on  the  contrary,  depends  for  support  in  a  great 
measore  upon  it. 

89.  In  dressing  the  beds  of  ashlar  work,  care  must  be 
taken  not  to  work  them  hollow,  so  as  to  throw  the  pressure 
upon  the  edges  of  the  stones,  as  this  leads  to  unsightly 
fisactures,  sabb,  fig.  34. 

90.  Where  there  is  a  tendency  of  the  courses  to  slide  on 
each  other  from  any  lateral  pressure,  it  may  be  prevented  by 
bed-dowel  joggles,  as  shown  at  a  a,  fig  34. 

91.  Where  the  facing  and  the  backing  of  a  wall  do  not 
contain  the  same  number  of  courses,  as  in  the  case  of  a 
brick  wall  with  stone  facings  (fig.  35}  the  work  will  be 
liable  to  settle  on  the  inside,  as  shown  by  the  dotted  lines, 
from  the  greater  number  of  mortar  joints.  The  only  way 
ixi  preventing  this  is  to  set  the  backing  in  cement,  or  some 
Lard  and  quick-setting  mortar. 

Fig.  85. 

92.  In  facing  brickwork  with  stone  ashlar, 
the  stones  should  be  all  truly  squared,  and 
/  worked  to  sizes  that  will  bond  with  the  brick- 
f  work.  If  this  be  neglected,  there  will  be  numer- 
ous vacuities  in  the  thickness  of  the  wall  f  see 
fig.  35),  and  the  facing  and  backing  will  have 
a  tendency  to  separate. 

r^      -  93.  Bond,  in  masonry,  consists  in  the  placing 

^  of  the  stones  in  such  relative  positions  that  no 

joint  in  any  course  shaU  be  in  the  same  plane  with  any  other 

joint  in  the  course  immediately  above  or  below  it.    This  is 

called  breaking  joint. 

94.  Stones  placed  lengthwise  in  any  work  are  called 
ttrekhersj  and  those    placed  in  a  contrary  direction  are 

28 
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called  Aetuier^.    When  a  header  extendi 
Fig.  36.  thronghouA  the  whole  thickness  of  a  wall^ 

it  18  called  a  tkrovgh. 

95.  There  are  two  kinds  of  bond  made 

nse  of  by  bricklayers^  called  respectiyelj 

EfigUsh  bond  and  Flemish  bond.    In  the 

*'*^"'  ^^*'        first  the  coorses  are  laid  alternately  with 

„.     ^^  headers  and  stretchers  ffig.  36 j  ;  in  the 

second,  the  headers  and  stretchers  alte^ 


t^^^ 


jmr\  rixic 


1.1  I.  .11.  u 


<^ 


It'     n 


^ 


^ 
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nate  in  the  same  course  ffig.  S*l).  Hob 
is  considered  to  have  the  neatest  appear- 
ance :  but,  as  the  nomber  of  headers  re- 
FiMDiah  BoBd.  qnired  is  fewer  than  in  English  bond, 
there  is  not  so  mnch  lateral  tie,  and  on 
this  acconnt  it  is  considered  to  be  mnch  inferior  to  it  in 
strength.  A  common  practice,  which  cannot  be  too  modi 
reprobated,  is  that  of  building  brick  walls  with  two  qualitieB 
of  bricks,  without  any  bond  between  them,  the  headers  <i 
the  facing  bricks  being  cut  in  two  to  save  the  better  materia], 
thus  leaying  an  upright  joint  between  the  &dng  and  back- 
ing. 

95.  In  building  upright  waUs,  which  have  to  sustain  a 
Tertical  pressure,  three  leading  principles  must  be  kept  in 
▼lew. 

1.  Uniformity  of  construction  throughout  the  wbde 
thickness. 

2.  The  bonding  of  the  work  together. 

3.  The  proper  distribution  of  the  load. 

96.  Uniformty  of  C<?iu^nidioii.^-We  have  abeady  spoken 
of  the  danger  arising  from  the  backing  of  a  wall  containiDg 
more  compressible  material  than  the  facing  ;  but  it  caniMt 
be  too  often  repeated,  that  in  all  building  operations  it  is  not 
the  amcunt,  but  imgularUy  of  settlement  which  is  so  danger- 
ous. Thus  a  rubble  waU,  with  proper  care,  may  be  carried 
up  to  a  great  height,  and  bear  safely  the  weight  of  the  flows 
and  roof  of  a  laige  building,  whilst  a  wall  built  of  faricki 
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and  mortar,  and  faced  with  dressed  ashlar,  wiH,  under  similar 
drcnmstances,  be  fractnred  from  top  to  bottom,  from  the 
difference  in  settlement  of  the  facing  and  backing. 

It  is  a  common  but  vicious  practice  to  build  the  ends  of 
joists  and  other  timbers  into  the  walls,  and  to  rest  the 
superincumbent  work  upon  them.  This  is  liable  to  lead  tc 
settlements  from  the  shrinking  of  the  timber,  and  should 
always  be  guarded  against  by  leaving  proper  recesses  for  the 
ends  of  the  timbers,  so  that  the  strength  of  the  masonry  or 
brick-work  shall  be  quite  independent  of  any  support  from 
them. 

97.  Bond. — In  addition  to  the  bonding  together  of  the 
materials  above  described,  a  further  security  against  irregular 
settlement  is  usually  provided  for  brick  walls,  in  the  shape 
of  ties  of  timber,  called  bond,  which  are  cut  of  the  depth 
and  thickness  of  a  brick,  and  built  into  the  work. 
There  is,  however,  a  gpreat  objection  to  the  use  of  timber 
in  the  construction  of  a  wall,  as  it  shrinks  away  from 
the  rest  of  the  work,  and  often  endangers  its  stability  by 
rotting. 

98.  Instead  of  bond  timbers,  hoop-iron  bond  is  now 
very  generally  used.  This  is  formed  of  iron  hooping, 
tarred,  to  protect  the  iron  from  contact  with  the 
mortar,  and  laid  in  the  thickness  of  the  mortar  joints. 
This  forms  a  very  perfect  longitudinal  tie,  and  has  all 
the  advantages,  with  none  of  the  disadvantages,  of  bond 
timbers. 

99.  DistrUnUion  of  the  Load. — ^It  is  always  advisable, 
when  a  heavy  load  has  to  be  supported  on  a  few  points,  as 
in  the  case  of  a  larger  floor  resting  on  girders,  to  bring  the 
weight  as  nearly  as  possible  on  the  centre  of  the  wall,  and 
to  distribute  it  over  a  large  bearing  surface,  by  stone  bond 
ing  through  its  whole  thickness ;  this  arrangement  is  shown 
in  figures  38  and  39. 
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100.  It  fB  of  importance  in  designing  buildings  to  arrange 
the  apertnres  for  doorSy  windows,  Ac,  in  the  different  floozSy 
so  that  openings  shall  be  over  openings,  and  piers  oyer  piers ; 
if  this  be  not  attended  to,  it  is  scarcely  possible  to  prevent 
settlelnents.  In  addition  to  this,  as  the  pressure  on  the 
foundations  will  be  greatest  under  the  piers,  it  is  desirable  to 
connect  these  with  inverted  arches,  by  which  means  the 
weight  is  distributed  equally  over  the  whole  surface  of  the 
foundations. 

101.  All  openings  in  walls  for  doors,  windows,  gate-ways, 
Ac,  should  be  arched  over  throughout  the  whole  thicknesi 
of  the  walls  in  which  they  occur  ;  and  wooden  lintels  and 
bressummers  should  only  be  introduced  as  ties  to  counteract 
the  thrust  of  the  arches,  and  as  attachments  for  the  internal 
finishings. 

102.  Bressummers  of  cast  iron  are  often  used  for  support- 
ing the  walls  of  houses  over  large  openings,  as  in  the  case 
of  shop  fronts ;  but  they  have  the  disadvantage  of  being 
liable  to  be  cracked,  in  case  of  fire,  if  water  is  thrown  on 
them  whilst  in  a  heated  state,  which  renders  their  use  v^ 
objectionable,  as  no  dependence  can  be  placed  upon  them 
after  having  been  suddenly  cooled  in  this  manner,  even  if 
they  do  not  actually  break  at  the  time. 

PABTTTIONS. 

103.  The  partitions  forming  the  interior  divisions  of  % 
building  may  be  either  solid  walling  of  brick  or  stone,  or 
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they  may  be  constracted  entirely  of  timber,  or  they  may  be 
frames  of  timber  filled  in  with  masonry  or  brick-work. 

It  will  always  be  best,  both  for  durability  and  security 
against  fire,  to  make  the  partitions  of  solid  walling ;  but 
this  is  not  always  practicable,  and,  in  the  erection  of  dwelling 
houses,  they  are  for  the  most  part  made  of  timber. 

The  principles  to  be  kept  in  view  in  the  construction  of 
framed  timber  partitions  are  very  simple.  Care  must  be 
taken  to  avoid  any  settlement  from  cross  strain,  and  they 
should  not  in  any  way  depend  for  support  upon  subordinate 
parts  of  the  construction,  but  should  form  a  portion  of  the  main 

Fig.  40. 


carcase  of  the  building,  and  be  quite  independent  of  the  floors, 
which  should  not  support,  but  should  be  supported  by  them 
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Where  a  portitioa  extends  through  two  or  more  stOfriM  «f 
a  bmlding,  it  Bhodd  be  ^as  much  as  possible  a  oontiiiMNB 
piece  of  framing,  with  strong  sills  at  proper  heights  to  sqh 
port  the  floor  joists. 

Where  openings  occur,  as  for  fdding  doors,  or  where  a 
partition  rests  on  the  ends  of  the  sill  only,  it  should  be 
strongly  tmssed,  so  that  it  is  as  incapable  of  settlement  as 
the  walls  themselTes.  From  want  of  attention  to  tfaesi 
points,  we  frequently  see  in  dweiling-honses  floors  which  hare 
sank  into  corred  lines,  doors  oat  of  square,  cracked  ceifings 
and  broken  cornices,  and  gutters  that  only  serre  to  omdnet 
the  roof  water  to  the  interior  of  the  building,  to  the  injury 
of  ceilings  and  walls,  and  the  gpreat  discomfort  of  its  inmates. 
The  above  remarks  will  be  better  understood  by  a  study  of 
fig.  40,  which  is  an  example  of  a  framed  partition  eztenduig 
through  three  stories  of  a  dwelling  house. 

FLOOBS. 

104.  The  assemblage  of  timbers  forming  any  naked  Roar- 
ing may  be  either  sifigle  or  daulfle.  Single  flooring  is  fonned 
with  joists  reaching  from  wall  to  wall,  where  they  rest  on 
plates  of  timber  built  into  the  brick-work,  as  in  fig.  41.  The 
floor  boards  are  nailed  over  the  upper  edges  of  the  joists^ 

Fig.  41. 


BbglB  flooring. 


whose  lower  edges  receiye  the  lathing  and  plastering  of  the 
ceUings.  Double  floors  are  constructed  with  stout  bmdimg 
joists,  a  few  feet  apart,  reaching  from  wall  to  wall,  and  mtp 
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portng  (xilmg  jdtU  whicl  carry  the  ceiling ;  and  hrid/gmg 
jtitUf  on  which  are  nailed  the  floor  boards  ffig.  42.) 

Fig.  42. 


Oonbfo  flooring. 

In  doMeframed  flooring,  the  bmders,  instead  of  resting 
in  the  walls,  are  supported  on  girders,  as  shown  in  fig.  48. 
Single  flooring  is,  in  many  respects^  inferior  to  donble  floor* 


ing,  being  liable  to  sag,  or  deflect,  so  as  to  make  the  floor 
ooncaye  ;  and  the  vibration  of  the  joists  occasions  injury  to 
the  ceilings,  and  also  shakes  the  walls.  In  double  flooring 
the  stiffiiess  of  the  binders  and  girders  jveTents  both  deflection 
and  Tibrationy  and  the  floors  and  ceilings  hold  thar  lines,  that  is, 
retain  their  intended  form  much  better  than  in  single  flooring 
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105.  The  joists  in  a  angle  floo^  are  nsnallj  laid  on  a  jdato 
built  into  the  wall,  as  shown  in  fig.  41 ;  it  is,  howerer,  pfe- 
ferable  to  rest  the  plate  on  projecting  corbels,  jrhich  preyents 
the  wall  being  crippled  in  any  way,  by  the  insertion  of  the 
joists.  The  plates  of  basement  floors  are  best  supported  oo 
small  piers  carried  up  from  the  footings.  This  is  an  inqx>r- 
tant  point  to  be  attended  to,  as  the  introduction  of  timber 
into  a  wall  is  nowhere  likely  to  be  prodnctlye  of  such  in- 
jurious effects  as  at  the  foundations,  where,  from  damp  and 
imperfect  yentilation,  all  wood-work  is  liable  to  speedy 
decay.  ^ 

The  ends  of  all  girders  should  rest  in  recesses,  formed  as 
shown  in  figs.  38  and  39,  and  with  a  space  for  the  free  d^ 
culation  of  air  round  the  timber,  which  is  one  of  the  best 
preyentiyes  of  decay. 

The  manner  in  which  ceiling  joists  and  bridging  joists 
are  framed  to  the  binders,  and  these  latter  tenoned  inlx)  the 
girders,  is  shown  in  figs.  44,  45,  46,  and  47. 


Ftg.44. 


Fig.  45. 


Ftg.  46. 


Fig.  47. 


a  Of  bridging  jouita  ;  b  &,  oeilinf  joiBts ;  e,  girdar 

106.  Fireproof  floors  are  usually  constructed  with  iron 
girders  a  short  distance  apart,  which  senre  as  abutments  for 
a  series  of  brick  arches,  on  which  either  a  wooden  or  plaster 
floor  may  be  laid  (see  fig.  48). 
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107.  Of  late  years  many  terraces  and  flat  roofs  have  been 
constrncted  with  two  or  more  courses  of  plain  tiles,  set  in 
cement,  and  breaking  joint  with  each  other,  supported  at 
short  intervals  by  cast-iron  bearers,  as  shown  in  fig.  49. 

Fig.^. 


This  mode  of  construction,  althongh  appearing  very  slight, 
possesses  great  strength,  and  is  now  very  mach  used  in  and 
about  London,  and  in  some  portions  of  the  United  States. 
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108.  In  roofe  of  the  ordinary  oonstraction,  the  roof  cover* 
ing  is  laid  npon  rafters  snpported  by  horizontal  pwrUms,  which 
rest  on  upright  tnuKs  or  firames  of  timber,  placed  on  the 
walls  at  regular  distances  from  each  other.  Upon  the 
framing  of  the  trusses  depends  the  stability  of  the  roof,  the 
arrangement  of  the  rafters  and  purlins  being  subordinate 
matters  of  detail.  The  timbering  of  a  roof  may  be  compared 
to  that  of  a  double-framed  floor,  the  trusses  of  the  former 
corresponding  to  the  girders  of  the  latter,  the  purlins  to  the 
binders,  and  the  rafters  to  the  joists. 

Umber  roofs  may  be  divided  under  two  heads — 

Ist.  Those  which  exert  merely  a  vertical  pressure  on  the 
waUs  on  which  they  rest. 

2d.  Those  in  which  advantage  is  taken  of  the  strength  ot 
the  walls  to  resist  a  side  thrust,  as  in  many  of  the  Gothio 
open  tknbered  roofs. 
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109.  Trussed  Roofs,  exerting  no  Side  Thrusi  on  the  WaBs, 
— ^In  roofs  of  this  kind  each  truss  conasts  essentiall j  of  a  pair 
of  principal  rafters  or  principals,  and  a  horizontal  tie  beam, 
and  in  large  roofs  these  are  connected  and  strengthened  hj 
king  and  queen  posts  and  struts  (see  figs.  51.  and  52). 

Fig.  50  shows  a  Terj  simple  tmss  in  which  the  tie  is  abo?e 
the  bottom  of  the  feet  of  the  principals,  which  is  often  done 

Fig.  50. 


in  fflnall  roofe  for  the  Baku  of  obtainii^  height  The  tie  in 
this  case  is  called  a  collar.  The  feet  of  both  common  and 
principal  rafters  rest  on  a  toaU  pkUe.  The  purlins  rest  on 
the  collar,  and  the  common  rafters  bnt  against  a  ridge  nm- 
ning  along  the  top  of  the  roof.  This  kind  of  tmss  is  only 
soited  to  very  small  spans,  as  there  is  a  cross  strain  on  that 
part  of  the  principals  below  the  collar,  which  is  rendered 
harmless  in  a  small  span  by  the  extra  strength  of  the  prind- 
pals,  bnt  which  in  a  large  one  wonld  be  Tcry  likely  to  throst 
ont  the  walls. 

110.  In  roo6  of  larger  span  the  tie  beam  is  placed  bdow 
the  feet  of  the  prindpsds,  which  are  tenoned  into,  and  bdted 
to  it.  To  keep  the  beam  from  sagging,  or  bendmg  by  its 
own  weight,  it  is  suspended  from  the  head  of  the  prindpak 
by  a  king  post  of  wood  or  iron.  Tbe  lower  part  of  the  }dag 
post  affords  abutments  for  stmts  supporting  the  principals 
immediately  under  the  purlins,  so  that  no  cross  strain  is  ex- 
erted on  any  of  the  timbers  in  the  tmss,  but  they  all  act  in 
the  direction  of  their  length,  the  principals  and  stmts  bang 
subjected  to  compression,  and  the  king  post  and  tie  beam  to 
tension.    Fig.  51  shows  a  sketch  of  a  king  truss.    The  oois* 
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mon  rafters  but  on  a  pole  pkUe,  the  tie  beams  resting  either 
OQ  a  continuous  plate,^  or  on  short  templates  of  wood  or 
stone. 

111.  Where  the  span  is  considerable,  the  tie  beam  is  sup- 
ported at  additional  points  by  suspension  pieces  called  queen 
posts  (fig.  52),  from  the  bottom  of  which  spring  additional 


struts;  and,  by  extendiog  this  principle  ad  injmtum,  we 
might  construct  a  roof  of  any  span,  were  it  not  that  a  prac- 
tical limit  is  imposed  by  the  nature  of  the  materials.  Some- 
times roofs  are  constructed  without  king  posts,  the  queen 
posts  being  kept  apart  by  a  straining  piece.  This  construc- 
tion is  shown  in  fig.  53,  which  shows  the  design  of  the  old 
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roof  (now  destroyed)  of  the  charch  of  St.  Paul,  outside  the 
walls,  at  Rome.  This  trass  is  interesting  from  its  earlj  date, 
having  been  erected  about  400  years  ago  ;  the  trusses  are  in 
pairs,  a  king  post  being  keyed  in  between  each  pair  to  si^ 
port  the  tie  beams  in  the  centre. 

112.  Of  late  years  iron  has  been  much  nsed  as  a  material 
for  the  trusses  of  roofis,  the  tie  beams  and  suspending  piecee 
being  formed  of  light  rods,  and  the  principals  and  struts  of 
rolled  T  or  angle  iron,  to  which  sockets  are  riyeted  to  recei?e 
the  purlins. 

JPVg.54 


113.  The  largest  roof  ever  executed  in  one  span  is  that 
of  the  Imperial  Riding  House  at  Moscow,  built  in  1T90,  of 
which  the  span  is  235  ft.  (fig.  54).    The  principal  featore  in 
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Uufl  roof  k  an  arched  beam,  the  ends  of  which  are  kept  from 
spreading  by  a  tie  beam,  the  two  being  firmly  connected  by 
snBpension  pieces  and  diagonal  braces :  the  arched  beam 
(fig.  55).  is  formed  of  three  thicknesses  of  timber,  notched 

Fig.  55. 


ont  to  prevent  their  sliding  on  each  other, — a  method  which 
is  objectionable  on  account  of  the  danger  of  the  splitting  of 
the  timber  under  a  considerable  strain. 

114.  The  prindple  of  t|ie  bow  suspension  trusSf  as  this  sys- 
tem of  trussing  is  called,  has  been  much  used  within  the  last 
ten  years  for  railway  bridges  and  similar  works.  One  of  the 
best  executed  *^orks  of  this  kind  is  a  bridge  over  the  River 
Ouse,  near  Downham  Market,  in  Norfolk,  on  the  line  of  the 
Lynn  and  Ely  Railway,  the  trusses  of  which  are  150  ft. 


115.  Eoofs  on  the  principle  of  the  Arch, — In  the  16th  cen- 
tury, Philibert  de  Lorme,  a  celebrated  French  architect, 
published  a  work,  in  which  he  proposed  to  construct  roofs 
and  domes  with  a  series  of  arched  timber  ribs  in  place  of 
trusses,  these  ribs  being  formed  of  planks  in  short  lengths, 
placed  edgQwise,  and  bolted  together  in  thicknesses,  breaking 
joint  ffig.  56).  This  mode  of  construction  has  been  more 
or  less  used  ever  since  the  tune  of  its  author.  An  instance 
of  its  successful  application  on  a  large  scale  was  the  original 
dome  of  the  Halle  an  Ble,  at  Paris,  120  ft.  in  diameter,  built 
by  Messrs.  Legrand  and  Molino.    TMs  roof  has  since  been 

Fig,  56. 


replaced  by  an  iron  one,  the  original  dome  having  been  de- 
stroyed by  fire. 
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116.  Tliere  are,  howeyer,  some  great  fisadTantBgei,  eoa* 
nected  with  this  system.  There  is  considerable  waste  of 
material ;  the  labor  is  great  as  compared  with  roofs  of  simi- 
lar span  of  the  ordinary  constroction ;  and,  as  the  chief 
strength  of  the  rib  depends  upon  the  lateral  cohesion  of  the 
fibres  of  the  wood,  it  is  necessary  to  provide  snch  an  amoont 
of  snrpln^  strength  as  shall  insure  it  against  the  greatest 
cross  strain  to  which  it  can  be  exposed  from  yident  windi 
or  otherwise. 

117.  Stmck  by  these  disadrantages,  Colonel  Emy,  a 
French  military  engineer,  proposed,  in  1817,  an  improTe- 
ment  on  the  system  of  Philibert  de  Lorme,  which  was  pre- 
cisely the  laminated  arched  rib  so  mnch  in  use  at  the  present 
day.  It  was  not  until  1835  that  he  obtained  permission  to 
pnt  his  design  into  execution  in  the  erection  of  a  large  rod 
d5  ft.  span  at  Marac,  near  Bayonne  {^.  57  j.    The  ribs  in 
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this  roof  are  formed  of  planks  bent  round  on  templets  to  the 
proper  cnrve,  and  kept  from  separating  by  iron  straps,  and 
also  by  the  radiating  stmts  which  are  in  pairs,  notched  oat 
so  as  to  clip  the  rib  between  them. 

The  principle  of  the  roof  is  exceedingly  good.  The  prin- 
cipals, wall-posts,  and  arched  rib,  form  two  triangles,  firmly 
braced  together,  and  exerting  no  thrusi  on  the  walls  ;  and 
the  weight  of  the  whole  roof  being  thrown  on  the  walls  at 
the  feet  of  the  ribs,  and  not  at  th^  pole  plate,  the  walls  are 
not  tried  by  the  action  of  a  heavy  roof,  and  the  consequent 
saying  in  masonry  is  very  great. 

The  great  difference  in  principle  between  the  arched  rib 
of  Philibert  de  Lorme,  and  the  laminated  rib  of  Colonel  Emy 
is,  that  in  the  latter  the  direction  of  the  fibre  of  the  wood 
coincides  with  the  corvatare  of  the  rib  ;  and,  as  a  conse- 
quence of  this,  the  joints  are  mnch  fewer  ;  the  rib  possesses 
considerable  elasticity,  so  as  slightly  to  yield  rather  than 
break  nnder  any  violent  strain  ;  and,  from  the  manner  in 
which  the  planks  are  bolted  together,  it  is  impossible  for  the 
rib  to  give  way,  unless  the  force  applied  be  sufficient  to  crush 
the  fibres. 

The  principle  of  the  laminated  arched  rib  has  been  exten- 
sively  used  in  the  erection  of  railway  bridges  in  England. 

118.  Gothic  Roofs. — ^The  open  timber  roofs  of  the  middle 
ages  come,  for  the  most  part,  under  the  second  class,  viz., 
those  which  exert  more  or  less  thrust  upon  the  walls,  al- 
though there  are  many  fine  examples  in  which  this  is  not  the 
case. 

We  propose  to  describe  the  principal  varieties  of  these 
roofs,  without  reference  either  to  their  decorative  details,  or 
to  their  chronological  arrangement,  our  object  here  being 
simply  to  explain  the  principles  on  which  they  were  con- 
structed. 

119.  Fig.  58,  which  is  a  section  of  the  parish  church  of 
Chaldon,  near  MerstTiam  in  Surrey,  shows  a  system  of  roof- 
ing formerly  very  common.*   This  may  be  compared  to  single 
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Fig.  60. 


flooring,  as  there  are  no  principals,  porlins,  or  eyen  ridge 
It  is  a  defective  form  of  roof,  as  the  rafters  have  a  tendency 


Fig.  69. 


to  spread  and  thrust  oat  the  walls.  In  the 
example  before  ns,  this  effect  has  been  pre- 
vented "by  the  insertion  of  tie-beams,  firom 
which  the  collars  have  been  propped  up  (fig. 
59),  thus,  in  fact,  balancing  the  roof  on  the 
centres  of  the  collars,  which  are  in  conse- 
quence violently  strained. 

120.  After  the  introduction  of  the  four 
centered  arch,  a  great  many  church  roofs  of 
the  construction  just  described  were  altered,  as  shown  by 
the  dotted  lines  in  fig.  60,  in  order  to  obtain  more  light  by 

the  introduction  of  clerestory 
windows  over  the  nave  arches. 
The  flat  roofs,  which  superseded 
the  former  ones,  were  often 
formed  without  any  truss  what- 
ever, being  simply  an  arrange- 
ment of  piain  beams,  puriins, 
and /afters,  precisely  similar  to 
a  double-framed  floor,  with  th^ 
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difference  only  that  the  main  beams,  instead  of  being  per- 
fectly straight,  were  uenally  cut  out  of  crooked  timber  so  as 
to  divide  the  roof  into  two  inclined  planes. 

To  throw  the  weight  of  the  roof  as  low  down  as  possible, 
the  ends  of  the  main  beams  are  often  supported  on  upright 
posts  placed  against  the  walls  and  resting 
on  projecting  corbels,  the  wall  posts  and 
beams  being  connected  by  struts  in  such 
a  way  that  deflection  in  the  centre  of  the 
beam  cannot  take  place,  unless  the  load 
be  sufficient  to  force  out  the  walls,  &S 
shown  by  the  dotted  lines  in  fig.  61 
The  struts  are  often  cut  out  of  stout  plank,  forming  solid 
spandrils,  the  edges  of  which  are  moulded  to  suit  the  profile 
of  the  main  beam  (see  fig.  62J,  which  also  shows  the  man- 
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ner  of  securing  the  struts  to  the  wall  posts  and  to  the  beam 
with  tongues  and  wooden  pins. 

121.  Fig.  63  exhibits  a  construction  often  to  be  met  with, 
which,  in  general  appearance,  resembles  a  trussed  king  post 
roof,  but  which  is  in  reality  very  different,  the  tie  beam 
being  a  strong  girder  supporting  the  king  post,  which,  in- 
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stead  of  serying  to  suspend  the  tie-beam  from  the  prinnpaht 
is  a  prop  to  the  latter.  In  this  and  the 
previous  example,  any  tending  to  deflection 
of  the  tie-beam  is  prevented  by  stmts  :  the 
weight  of  the  roof  is  thrown  by  means  of 
wall  posts  considerably  below  the  feet  of 
the  raftersy  so  that  the  weight  of  the  jxppex 
part  of  the  wall  is  made  available  to  resist 
the  thmst  of  the  stmts.   - 

%  122.  The  roofs  we  have  been  describing  are  not  to  be  re- 
commended as  displaying  any  great  amount  of  constnictiTe 
skill.  Indeed,  although  they  answer  very  well  for  smatt 
spans  with  timbers  of  large  scantling  and  side  walls  of  snfll- 
cient  thickness  to  resist  a  considerable  thmst,  they  are 
totally  unsuited  to  large  spans,  and  are  in  every  way  inferior 
to  trussed  roofis. 

The  above  remarks  do  not  apply  to  the  high  pitched  roc^ 
of  the  large  haUs  of  the  fifteenth  and  sixteenth  centuries, 
which,  for  the  most  part,  are  trussed  in  a  very  perfect  man- 
ner, so  OS  to  exert  no  thmst  upon  the  walls  ;  although,  in 
some  instances,  as  at  Westminster  Hall,  they  depend  npoD 
the  latter  for  support. 

The  general  design  of  these  roofs  is  shown  in  figs.  64  and 
Ftg64 
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95.  The  essential  parts  of  each  trnss  are,  a  pair  of  princi- 
pals connected  by  a  collar  or  vmd  heam^  and  two  hammer 
beams,  with  queen  posts  over  them,  the  whole  forming  three 
triangles,  which,  if  not  secured  in  their  relative  positions, 
otherwise  than  by  the  mere  transverse  strength  of  the  prin- 
cipals, wonld  turn  on  the  points  c  c  (fig.  66 J,  the  weight  of 
the  roof  thrusting. ont  the  walls  in  the  manner  shown  in  the 
figure.    There  are  two  ways  in  which  a  truss  of  this  kind 

Fig.  65. 


may  be  prevented  fi*om  spreading.  1st,  The  ends  of  the 
hammer  beams  may  be  connected  with  the  collar  by  tension 
pieces,  a  a  (fig.  64),  by  which  the  thrust  on  the  walls  will 
be  converted  into  a  vertical  pressure.  2d,  The  hammer 
beams  may  be  kept  in  their  places  by  struts,  b  b,  the  walls 
being  made  sufficiently  strong  by  buttresses,  or  otherwise,  to 
resist  the  thrust. 

In  existing  examples,  we  find  sometimes  one  and  some- 
tunes  the  other  of  these  plans  followed  ;  and  occasionally 
both  methods  are  combined  in  such  a  manner  that  it  is  often 
difficult  to  say  what  parts  are  in  a  state  of  compression,  and 
what  are  in  a  state  of  tension. 

123.  The  roof  of  the  great  hall  at  H&mpton  Court 
(fig.  66)  is  very  strong,  and  so  securely  tied,  that  were  the 
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bottom  struts^  h  h,  remoyedt 
there  would  be  little  danger  cf 
the  principals  thmstiiig  onl 
the  walls  ;  and,  on  the  other 
hand,  from  the  weight  of  the 
roof  being  carried  down  to  a 
considerable  distance  below 
the  hammer  beams  by  the  waD 
posts,  the  walls  themselves  of- 
fer so  much  resistance  to  side 
thrust,  that  there  would  be  no 
injurious  stprain  on  them  were 
the  tension  pieces^  a  a,  re- 
moved. 

124.  The  construction  of  the 
roof  of  the  hafl  at  Eltham 


Palace,  Kent  (fig.  61),  differs  very  considerably  from  that 


Fig.  67. 


of  the  Hampton  Court  roof.  The  whole  weight  is  tiirown 
on  the  top  of  the  wall,  and  the  bottom  pieces,  h  b,  are  merelj 
ornamental,  the  tension  pieces,  a  a,  forming  a  complete  tie 
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This  has  been  shown  by  a  partial  faflare  wluch  haa  takei 
place.  The  wall  plates  having  become  rotten  in  consequence 
of  the  gutters  being  stripped  of  their  lead^  the  weight  has 
been  thrown  on  the  psendo  struts,  which  hare  bent  under 
the  pressure,  and  forced  out  the  upper  jwrtion  of  the  walls. 

125.  The  roof  of  Westminster  Kail  (fig.  68)  is  one  of  the 
finest  examples  now  existing  of  open  timbered  roofis.    T^e 

Fig.  68. 


peculiar  feature  of  this  roof  is  an  arched  nb  in  three  thick 
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seeses,  gomethlng  on  the  prindpk  of  Philibert  de 
but  it  is  80  sMght,  compared  with  the  great  ^nui,  that  'A  Ie 
probable,  in  designing  the  roof,  the  architect  took  foH  ad- 
rantage  of  the  support  afforded  bj  the  thidkneas  of  the 
walls  and  the  buttresses ;  if,  indeed,  the  latter  were  not 
added  at  the  time  the  present  roof  was  erected,  in  1395.  It 
lias  been  ascertained  that  the  wei^t  of  the  roof  rests  on  the 
top  of  the  walls,  the  lower  part  of  the  arched  rib  only  bctt- 
iug  to  distribute  the  thrust,  and  to  assist  in  preventing  the 
hammer  beams  from  sliding  on  the  walls. 

126.  The  medicTal  architects  generallj  emplojed  oak  in 
the  construction  of  their  large  nx^,  the  timbers  being  mor- 
ticed and  pinned  together,  as  shown  in  ^g.  62.  This  system 
of  construction  is  impossible  in  fir  and  other  soft  woods,  in 
which  the  fibres  have  little  lateral  cohesion,  as  the  timber 
would  split  with  the  strain ;  and  therefore,  in  modem  prac- 
tice, it  is  usual  to  secure  the  connections  with  iron  straps  or 
bolts  passing  round  or  through  the  whde  thickness  of  the 
timbers. 

BOOF  COVERINGS. 

• 

127.  The  different  varieties  of  roof  coverings  prindpaDy 
used  may  be  classed  under  three  heads  :  stone,  wood,  and 
metal. 

Of  the  first  dass,  the  best  kind  is  slate,  which  is  used 
either  sawn  into  slabs  or  split  into  thin  laminse.  The  diffeiv 
ent  sizes  of  nx^ng  slate  in  common  use  are  given  in  tibe 
description  of  Slaters'  Work. 

In  many  parts  of  England,  thin  slabs  of  stone  are  used  in 
the  same  way  as  roofing  slate.  In  the  Weald  of  Sussex  the 
stone  found  in  the  locality  is  much  used  for  this  purpose,  but 
it  makes  a  heavy  covering,  and  requires  strong  timbers  to 
support  it. 

128.  JVes  are  of  two  kinds  :  plain  Hies,  which  are  quite 
flat ;  and  fomJtiks,  which  are  of  a  curved  shi^,  and  lapover 
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each  other  at  the  sides.  Each  tfle  has  a  projecting  ear  on 
its  upper  edge,  by  which  it  is  kept  in  its  place.  Sometimes 
plain  tiles  are  pierced  with  two  holes,  through  which  oak 
pins  are  thmst  for  the  same  purpose. 

129.  Wooden  coyerings  are  little  used  at  the  present  day, 
except  for  temporary  purposes  ;  shingles  of  split  oak  were 
formerly  much  used,  and  may  still  be  seen  on  the  roofs  of 
some  country  churches.    Cedar  shingles  are  much  used. 

130.  Metallic  Coverings. — ^The  metals  used  for  roof  cover- 
ings are  lead,  zinc,  copper,  and  iron. 

131.  Lead  is  one  of  the  most  valuable  materials  for  this 
purpose  on  account  of  its  malleability  and  durability,  the 
action  of  the  atmosphere  having  no  injurious  effect  upon  it. 
Lead  is  used  for  covering  roofs  in  sheets  weighing  from  4  to 
8  lbs.  per  sup.  foot. 

132.  Copper  is  used  for  covering  roofs  in  thin  sheets 
weighing  about  16  oz.  per  sup.  foot,  and  from  its  lightness 
and  hardness  has  some  advantages  over  lead  ;  but  the  ex- 
pense of  the  metal  effectually  4)recludes  its  general  adoption. 

133.  Zinc  has  of  late  years  superseded  both  lead  and 
copper  to  a  considerable  extent  as  roof  coverings.  It  is  used 
in  sheets  weighing  from  12  oz.  to  20  oz.  per  sup.  foot.  It  is 
considered  an  inferior  material  to  those  just  named  ;  but  its 
lightness  and  cheapness  are  great  recommendations,  and  the 
manufacture  has  been  much  improved  since  its  first  introduc- 
tion. 

134.  Cast  iron,  coated  with  zinc  to  preserve  it  from  rust- 
ing, is  now  much  used  in  a  variety  of  forn^p.  We  have  already 
mentioned  its  adoption  for  covering  the  roofs  of  the  New 
Houses  of  Parliament. 

135.  All  metallic  coverings  are  subject  to  contraction  and 
expansion  with  the  changes  of  the  temperature,  and  great 


360  BUDDCBNTB  OF  THE 

care  is  requisite  in  joining  the  sheets  to  make  them  lap  over 
each  other,  so  as  to  make  the  joints  water-tight,  without 
preventing  the  play  of  the  metal. 

The  following  table  of  the  comparative  weights  of  different 
roof  coyermgs  may  be  usefiil : — 

Cwta.  qn.  Ite. 

Plain  tiles,  per  square  of  100  ft.  sap.  .  18  .0    0 

Pantiles 920. 

Slating,  an  average TOO 

Lead,  7  lb.  to  the  sup.  foot  ....  620 

Copper  or  zinc,  16  oz.  do 10    0 

SUPPLY  OF  WATER. 

186.  The  arrangements  for  distributing  a  supply  of  water 
over  the  different  parts  of  a  building  will  depend  very 
materially  on  the  nature  of  the  supply,  whether  constant  a 
intermittent. 

The  most  common  method  of  supply  from  water-works  is 
by  pipes  which  communicate  with  private  cisterns,  into  which 
the  water  is  turned  at  stated  hitervals. 

A  cistern,  in  a  dwelling^•house,  is  always  more  or  less  an 
evil ;  it  takes  up  a  great  deal  of  space,  costs  a  great  deal  of 
money  in  the  first  instance,  and  often  causes  inconvenience, 
from  leakage,  from  the  bursting  of  the  service  pipes  in  frosty 
weather,  and  from  the  liability  of  the  self-acting  cock  to  get 
out  of  order. 

Fig.  68  shows  the  ordinary  arrangements  of  a  cistern  for 
a  dwelling-house.  The  common  material  for  the  cistern  itself 
is  wood  lined  with  sheet  lead  ;  but  slate  cisterns  have  been 
much  used  of  late.  Large  cisterns  or  tanks  for  the  supply 
of  breweries,  manufactories,  &c.,  are  usually  made  of  cast- 
iron  plates,  screwed  together  by  means  of  flanges  all  round 
their  edges. 

The  service  or  feed  pipe  for  a  cistern,  in  the  case  of  a^ 
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intermittent  supply,  mnst  be  sufficiently  large  to  allow  of 


Fig.  69. 


its  filling  during  the  time  the  water 
is  turned  on  from  the  mains.  The 
flow  of  water  into  the  cistern  is 
regulated  by  a  hall  cock,  so  called 
firom  its  being  opened  and  shut  by 
a  lever,  with  a  copper  ball,  which 
floats  on  the  surface  of  the  water. 

The  service  pipes  to  the  different  parts  of  the  buHdhig  are 
laid  into  the  bottom  of  the  cistern,  but  should  not  come 
within  an  inch  of  the  actual  bottom,  in  order  that  the  sedi- 
ment, which  is  always  deposited  in  a  greater  or  less  degree, 
may  not  be  disturbed  :  the  mouth  of  each  pipe  should  be 
covered  by  a  rost,  to  prevent  any  foreign  substances  being 
washed  into  the  pipes  and  choking  the  taps. 

To  afford  a  ready  means  of  cleaning  out  the  cistern,  a 
waste  pipe  is  inserted  quite  at  the  bottom,  sufficiently  large 
to  draw  off  the  whole  contents  in  a  short  time  when  required  ; 
into  this  waste  pipe  is  fitted  a  standing  waste,  which  reaches 
nearly  to  the  top  of  the  ciBtern,  and  carries  off  the  waste 
water,  when,  from  any  derangement  in  the  working  of  the 
ball  cock,  the  water  continues  running  after  the  cistern  is 
full.  To  prevent  any  leakage  at  the  bottom  of  the  standing 
waste,  the  latter  terminates  in  a  brass  plug,  which  is  ground 
to  fit  a  washer  inserted  at  the  top  of  the  waste  pipe. 

Where  the  supply  of  water  is  constant,  instead  of  being 
intermittent,  private  dstems  may  be  altogether  dispensed 
with  ;  the  main  service  pipes,  not  being  required  to  discharge 
a  large  quantity  of  water  in  a  short  time,  may  be  of  sma^er 
bore,  and,  consequently,  cheaper,  and  a  considerable  length 
of  pipe  is  saved,  as  the  water  can  be  laid  on  directly  to  the 
several  taps,  instead  of  having  to  be  taken  up  to  the  cistern 
and  then  brought  back  again.  The  constant  flow  of  water 
through  the  pipes  also  much  diminishes  the  risk  of  their 
bursting  in  frosty  weather  from  freezing  of  their  contents. 
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WABIOKO  AKB  VENTILATIOK. 

137.  The  yarious  contrivances  employed  for  warming  build 
ings  may  be  classed  as  under  : — 

Methods  of  Warmvng  independently  of  Ventilation. 

Ist.  By  close  stoves,  the  heating  surface  being  either  of 
iron  or  of  earthenware 

2d.  By  hot-air  flues,  passing  under  the  floors. 

3d.  By  a  system  of  endless  piping  heated  by  a  current  of 
hot  water  from  a  boiler,  the  circulation  being  caused  bj  the 
cooling,  and  consequently  greater  weight,  of  the  water  in  the 
lower  or  returning  pipe. 

Methods  of  Warming  combined  with  Ventilation, 

4th.  By  open  fires  placed  in  the  several  apartments. 

5tlL  By  causing  air  which  has  been  previously  heated  to 
pass  through  the  several  rooms.  This  last  system  is  more 
perfect  than  any  of  the  others  above  described,  both  aa 
r^ards  economy  of  fuel  and  regulation  of  the  temperature. 

A  great  though  common  defect  in  the  construction  of 
fire-places  is  their  being  placed  too  high  ;  whence  it  is  not 
unusual  for  the  upper  part  of  a  room  to  be  quite  warm  whilst 
there  is  a  stratum  of  cold  air  next  the  floor,  the  effect  of 
which  is  very  injurious  to  health. 

In  all  methods  of  warming,  in  which  the  air  is  heated  by 
coming  in  contact  with  metallic  heating  surfaces,  care  should 
be  taken  that  their  temperature  should  not  exceed  212°  ;  as, 
wHen  this  limit  is  exceeded,  the  air  becomes  unfit  for  use,  and 
offensive  from  the  scorching  of  the  particles  of  dust  or  other 
matters  that  are  always  floating  in  it. 

138.  There  are  two  modes  in  which  artificial  yentOationis 
effected,  each  of  which  is  yery  efficient. 

The  one  most  in  use  is  to  establish  a  draught  in  an  air 
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shaft  or  chimney  commanicating  by  flaes  with  the  apartments 
to  be  ventilated,  the  effect  of  which  is  to  canse  a  constant 
current  in  the  direction  of  the  shaft,  the  air  being  admitted 
at  the  bottom  of  the  building,  and  warmed  or  cooled  as  may 
be  required,  according  to  the  season  of  the  year. 

The  nQW  House  of  Lords  is  ventilated  in  this  manner.  The 
air  is  admitted  at  the  bottom  of  the  buildings,  filtered  by 
being  passed  through  fine  sieves,  over  which  a  stream  of 
water  \a  constantly  flowing ;  warmed  in  cold  weather  by 
passing  through  steam  cockles,  and  then,  rising  through  the 
building,  goes  out  through  the  roof  into  the  furnace  chimney, 
the  draught  being  assisted  by  a  steam  jet  from  a  boiler. 

139.  The  other  mode  of  ventilatioi^  to  which  we  have 
alluded  is  on  a  completely  opposite  principle  to  that  just 
described,  the  air  being  forced  vnto  the  apartments  by 
mechanical  means,  instead  of  being  dravmfrom  them  by  the 
draught  in  the  chimney. 

In  ^*Thb  American  Gottagb  Buildxb''  the  Editor  treats 
this  subject  more  fully,  and  in  detail 
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MATERIALS    USED   IN   BUILDING. 

140.  The  materials  nsed  in  boilding  may  be  classed  i 
the  following  heads,  tIz  : 

Timber,  Stone,  Slate,  Bricks  and  Tiles,  Limes  and  Cements, 
Metals,  Glass,  Colors  and  Yamishes. 

TIlfBER. 

141.  If  we  examine  a  transrerse  section  of  the  stem  of  a 
tree,  we  perceive  ifr  to  consist  of  three  distinct  parts  :  1^ 
hark,  the  wood,  and  the  fiih.  The  wood  appears  disposed  ia 
rings  ronnd  the  pith,  the  enter  rings  bemg  softer  and  coi^ 
taining  more  sap  than  those  immediately  ronnd  the  pith  which 
form  what  is  called  the  htO/rt  wood. 

These  rings  are  also  traversed  by  rays  extending  from  the 
centre  of  the  stem  to  the  bark,  called  medullary  rays. 

The  whole  structure  of  a  tree  consists  of  minute  vesBels 
and  cells,  the  former  conveying  the  sap  through  the  wood  in 
its  ascent,  and  through  the  bark  to  the  leaves  in  its  de- 
scent ;  and  the  latter  performing  the  functions  of  secretion 
and  nutrition  during  the  life  of  the  tree.  The  solid  parts  of 
a  tree  consist  almost  entirely  of  the  fibrous  parts  composing 
the  sides  of  the  vessels  and  cells. 

By  numerous  experiments  it  has  been  ascertained  that  the 
sap  begins  to  ascend  in  the  spring  of  the  year,  through  the 
minute  vessels  in  the  wood,  and  descends  through  the  bark 
to  the  leaves,  and,  after  passing  through  them,  is  deposited 
in  an  altered  state  between  the  bark  and  the  last  years^ 
wood,  forming  a  new  layer  of  bark  and  sap  wood,  the  <rfd 
bark  being  pushed  forward. 

As  the  annual  layers  increase  in  number,  the  sapwood 
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eeases  to  perform  its  original  fiinctions  ;  the  flnid^parts  are 
evaporated  or  absorbed  bj  the  new  wood,  and,  the  sides  of  • 
the  yessels  being  pressed  together  by  the  growth  of  the  lat- 
ter, the  sap  wood  becomes  heart  wood  or  perfect  wood,  and 
until  this  change  takes  place  it  is  unfit  for  the  purposes  of 
the  builder. 

The  vessels  In  each  layer  of  wood  are  largest  on  the 
side  nearest  the  centre  of  the  stem,  and  smallest  at  the  out- 
side. This  arises  from  the  first  being  formed  in  the  spring, 
when  vegetation  is  most  active.  The  oblong  cells  which 
surround  the  vessels  are  filled  with  fluids  in  the  early  growth; 
but,  as  the  tree  increases  in  size,  these  become  evaporated 
and  absorbed,  and  the  cells  become  partly  filled  with  depo- 
sitions of  woody  matter  and  indurated  secretions,  depending 
on  the  nature  of  the  soil,  and  affecting  the  quality  of  the 
timber.  Thus  Honduras  mahogany  is  full  of  black  specks, 
while  the  Spanish  is  full  of  minute  white  particles,  giving 
the  wood  the  appearance  of  having  been  rubbed  over  with 
chalk.  At  a  meeting  of  the  Institution  of  Civil  Engineers, 
March,  1842,  it  was  stated  by  Professor  Brande,  that  ''  a 
beech  tree  in  Sir  John  Sebright's  park  in  Hertfordshii'e,  on 
being  cut  down,  was  found  perfectly  black  all  up  the  heart. 
On  examination  it  was  discovered  that  the  tree  had  grown 
tipon  a  mass  of  iron  scorise  from  an  ancient  furnace,  and  that 
the  wood  had  absorbed  the  salt  of  iron."  This  anecdote  well 
explains  the  differences  that  exist  between  different  specimens 
of  the  same  kind  of  timber  under  di^erent  circumstances  of 
growth  ;  and  it  is  probably  the  nature  of  the  soil  that  causes 
the  difference  of  character  we  have  just  named  between  Hon- 
duras and  Spanish  mahogany. 

There  is  a  great  difference  in  the  character  of  the  annual 
rmgs  in  different  kinds  of  trees.  In  some  they  are  very  disr' 
tinct,  the  side  next  the  heart  being  porous,  and  flie  other 
being  compact  and  hard,  as  the  oak,  the  ash,  and  the  elm. 
In  others  the  distinctions  between  the  rings  is  so  small  as 
scarcely  to  be  distinguished,  and  the  texture  of  the  wood  is 
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nearlj  nmform,  as  in  the  beech  and  mahogany.  A  Hard 
dsfis  of  trees  have  the  annual  rings  yerj  distinct  and  their 
pores  filled  with  resinons  matter,  one  part  being  hard  and 
heavy,  the  other  soft  and  light^solored.  All  the  resinona 
woods  hare  this  character,  as  larch,  fir,  pine,  and  cedar. 

The  medullary  rings  are  scarcely  perceptiUe  to  the  naked 
eye  in  the  majority  of  trees  ;  but  in  some*,  as  the  Oakland 
the  beech,  there  are  both  large  and  small  rings,  which,  when 
cut  throngh  obliquely,  produced  the  beautiful  flowered  ap- 
pearance called  the  silver  grain. 

142.  In  preparing  timber  for  the  uses  of  the  builder  there 
are  three  principal  things  to  be  attended  to,  viz.,  the  age  of 
the  tree,  the  time  of  felling,  and  the  seasoning  for  use. 

143.  If  a  tree  be  felled  before  it  is  of  full  age,  whilst  the 
heartwood  is  scarcely  perfected,  the  timber  will  be  of  inferior 
quality,  and,  from  the  quantity  of  sap  contained  in  it,  will 
be  very  liable  to  decay.  On  the  other  hand,  if  the  tree  be 
allowed  to  stand  untU  the  heartwood  begins  to  decay,  the 
timber  will  be  weak  and  brittle  :  the  best  timber  comes  from 
trees  that  have  neai'ly  done  growing,  as  there  is  then  but 
little  sapwood,  and  the  heartwood  is  in  the  best  condition. 

144.  The  best  time  for  felling  trees  is  either  in  mid-winter, 
when  the  sap  has  ceased  to  flow,  or  in  mid-summer,  when  the 
sap  is  temporarily  expended  in  the  production  of  leaves.  An 
excellent  plan  is  to  bark  the  timber  in  the  spring  and  fell  it 
in  winter,  by  which  melins  the  sapwood  is  dried  up  and  har- 
dened ;  but  as  the  bark  of  most  trees  is  valueless,  the  oak 
tree  (whose  bark  is  used  in  tanning j  is  almost  the  only  one 
that  will  pay  for  being  thus  treated. 

145.  The  seasoning  of  timber  consists  in  the  extraction  or 
evaporation  of  the  fluid  parts,  which  are  lial)le  to  decompo- 
sition  on  the  cessation  of  the  growth  of  the  tree.  This  is 
usually  effected  by  steeping  the  green  timber  in  water,  tc 
dilute  and  wash  out  the  sap  as  much  as  pos.'^ib^e,  and  then 


ABT  OF  Bniii>ure.  367 

drying  it  thoroughly  by  exposure  to  the  air  in  an  airy  8it& 
ation.  The  time  required  to  season  timber  thoroughly  in 
this  manner  will  of  course  much  depend  on  the  sizes  of  the 
pieces  to  be  seasoned  ;  but  for  the  general  purposes  of  car- 
pentry, two  years  \&  the  least  that  can  be  allowed,  and,  in 
seasoning  timber  for  the  use  of  the  joiner,  a  much  longer 
time  js  usually  required. 

146.  Ikca/if  of  Timber. — ^Properly  seasoned  timber,  placed 
m  a  dry  situation  with  a  free  circulation  of  air  round,  it  is 
very  durable,  and  has  been  known  to  last  for  several  hun- 
dred years  without  apparent  deterioration.  This  is  not, 
however,  the  case  when  exposed  to  moisture,  which  is  al- 
ways more  or  less  prejudical  to  its  durability. 

When  timber  is  constantly  under  water,  the  action  of  the 
water  dissolves  a  portion  of  its  substance,  which  is  made  ap- 
parent by  its  becoming  covered  with  a  coat  of  slime.  If  it 
be  exposed  to  alternations  of  dryness  and  moisture,  as  in  the 
case  of  piles  in  tidal  waters,  the  dissolved  parts  being  con- 
tinually moved  by  evaporation  and  the  action  of  the  water, 
new  surfaces  are  exposed,  and  the  wood  rapidly  decays. 

Where  timber  is  exposed  to  heat  and  moisture,  the  albu- 
men or  gelatinous  matter  in  the  sapwood  speedily  putrefies 
and  decomposes,  causing  what  is  called  rot.  r  The  rot  in  tim- 
ber is  commonly  divided  into  two  kinds,  the  wei  and  the  dry^ 
but  the  chief  difference  between  them  is,  that  where  the  tim- 
ber is  exposed  to  the  air,  the  gaseous  products  are  freely 
evaporated  ;  whilst,  in  a  confined  situation,  they  combine  in 
a  new  form,  viz.,  the  dry-rot  fungus,  which,  deriving  its 
nourishment  from  the  decaying  timber,  often  grows  to  a 
length  of  many  feet,  spreading  in  every  direction,  and  insinu- 
ating its  delicate  fibres  even  through  the  joints  of  brick 
walls. 

In  addition  to  the  sources  of  decay  above  mentioned,  tim- 
ber placed  in  sesrwater  is  very  liable  to  be  completely  de- 
stroyed by  the  perforations  of  the  worm,  unless  protected  by 
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eopper  sheathing,  the  exp^ise  of  which  causes  it  to  be  addcift 
used  for  this  purpose. 

147.  Prevention  of  Decay. — The  best  metbod  of  protec^^ig 
woodwork  from  decay  when  exposed  to  the  weather  is  U 
paint  it  thoroughly,  so  as  to  prevent  its  being  affected  by 
moisture.  It  is,  however,  most  important  not  to  apply  piun' 
to  any  woodwork  which  has  not  been  thoroughly  seasoned 
for  in  this  case  the  evaporation  of  the  sap  being  prevented, 
it  decomposes,  and  the  wood  rapidly  decays. 

Many  plans  have  been  proposed  for  preventing  the  rot 

148.  For  a  list  of  the  varieties  of  timber  for  building  par 
poses,  see  Appendix. 

149.  For  internal  finishings,  mahogany  is  much  used; 
that  called  Spanish,  which  comes  from  the  West  India 
Islands  is  considered  the  best. 

For  joiners'  and  cabinet  makers' work,  a  great  many  kinds 
of  fancy  wood  are  imported,  which  are  cut  by  machineiy 
into  thin  slices,  called  vmeers^  and  used  as  an  ornam.eQtal 
covering  to  inferior  work.  In  veneering  care  should  be 
taken  that  the  body  of  the  work  be  thoroughly  seasoned,  or 
it  will  shrink,  and  the  veneer  fly  off. 

LIMBS  AND   CEMENTS,   MOBTAB,   ETC. 

150.  So  much  of  the  stability  of  brickwork  and  masonry 
depends  upon  the  binding  properties  of  the  mortar  or  cement 
with  which  the  materials  are  united,  especially  when  exposed 
to  a  side  pressure,  as  in  the  case  of  retaining  walls,  arches, 
and  piers,  that  it  is  of  no  small  importance  to  ascertain  on 
what  the  strength  of  mortar  really  depends,  and  how  far  the 
proportions  of  the  ingredients  require  modification,  according 
to  the  quality  of  the  lime  that  may  have  to  be  used. 

It  was  long  supposed  that  the  hardness  of  any  mortar  d^ 
pended  upon  the  hardness  of  the  limestone,  from  which  the 
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Bme  used  in  its  composition  was  derived  ;  bat  it  was  ascer- 
tained by  the  celebrated  Smeaton,  and  since  his  time  dearly 
shown  by  the  researches  of  others,  amongst  whom  may  be 
named,  Yicat  in  France,  and  Colonel  Pasley  in  England, 
that  the  hardness  of  the  limestone  has  nothing  to  do  with 
the  matter,  and  that  it  is  its  chemical  composition  which 
regelates  the  quality  of  the  mortar. 

151.  Limestone  may  be  divided  into  three  classes : 
Ist.  Pure  limes — as  chalk. 

2d.  Water  limes — some  of  which  are  only  slightly  hy- 
draulic, as  the  stone  lunes  of  the  lower  chalk,  whilst  others 
are  eminently  so,  as  the  lias  limes.  ^ 

3d   Water  cements — as  those  of  Sheppy  and  Harwich. 

152.  In  making  mortar  the  following  processes  are  gone 
through : 

1st.  The  limestone  is  calcined  by  exposure  to'  strong 
heat  in  a  kiln,  which  drives  off  the  carbonic  acid  gas  con- 
tained in  it,  and  reduces  it  to  the  state  of  qudch4me. 

2d.  The  quick-lime  is  slaJced  by  pouring  water  upon  it, 
when  it  swells,  more  or  less,  with  considerable  heat,  and 
falls  into  a  fine  powder,  forming  a  hydrate  of  lime. 

3d.  The  hydrate  thus  formed  is  mixed  up  into  a  stiffish 
paste,  with  the  addition  of  more  water,  and  a  proper  pro- 
portion of  sand,  and  is  then  ready  for  use. 

153.  Pn/re  JUtnes. — Chalk  is  a  pure  carbonate  of  lime, 
consisting  of  about  5  parts  of  lime  combined  with  4  of  car- 
bonic acid  gas.  It  expands  greatly  in  slakmg,  and  will  bear 
from  three  to  3^  parts  of  sand  to  one  of  lime,  when  made  up 
into  mortar.  Chalk  lime  mortar  is,  however,  of  little  value, 
as  it  sets  or  hardens  very  slowly,  and  in  moist  situations 
never  sets  at  all,  but  remains  in  a  pulpy  state,  which  renders 
it  quite  unfit  for  any  work  subjected  to  the  action  of  water, 
or  even  for  the  external  walls  of  a  building. 
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154.  Oypeum,  from  which  is  made  pUaUr  of  Patm  for 
cornices  and  intenial  decoiationsy  is  gnmolar  solphate  of 
lirne^  and  contains  26'5  of  lime,  37*5  dl  snlphmic  acid,  and 
IT  of  water.  It  slakes  without  swelling,  with  a  modeiato 
heat,  setting  hard  in  a  yerj  short  time,  and  will  even  set 
under  water ;  but  as  it  is,  like  other  pure  limes,  partly  sofai- 
ble  in  water,  it  is  not  suitable  for  anything  bat  internal 
work. 

155.  Water  limes  have  obtained  their  name  from  the  pro- 
perty they  possess,  in  a  greater  or  less  degree,  of  setting 
under  water.  They  are  composed  of  carbonate  of  lime, 
mixed  with  silica,  alumina,  oxide  of  iron,  and  sometimes 
other  substances. 

156.  Dorking  lime,  obtained  from  the  beds  of  the  lower 
chalk,  at  Dorking,  in  Surrey ;  and  Hailing  Ume,  from  a 
similar  situation  near  Rochester,  in  Kent,  are  the  principal 
limes  used  in  London  for  making  mortar,  and  are  slightly 
hydraulic  ;  they  expand  considerably  in  slaking,  but  not  so 
much  as  the  pure  Ihnes,  and  will  make  excellent  mortar  when 
mixed  with  three  parts  of  sand  to  one  of  lime.  Mortar  madjc 
with  these  limes  sets  hard  and  moderately  quick,  and  wAoi 
set,  may  be  exposed  to  considerable  moisture  without  injury ; 
but  they  will  not  set  under  water,  and  are  therefore  unfit  for 
hydraulic  works,  unless  combined  with  some  other  substance, 
as  puzzolana,  to  give  them  water-setting  properties. 

15T.  The  blue  Has  Usnes  are  the  strongest  water  lunes  in 
this  country.  They  slake  very  slowly,  swelling  but  little  in 
the  process,  and  set  yery  rapidly  eyen  under  water ;  a  few 
days  only  sufficing  to  make  mortar  extremely  hard.  The 
lias  limes  will  take  a  much  smaller  proportion  of  sand  than 
the  pure  limes,  the  reason  of  which  will  be  understood,  when 
it  is  remembered  that  they  contain  a  considerable  proportion 
of  silica  and  alumina,  combined  with  the  lime  in  their  natu- 
ral state,  and  consequently  the  proportion  of  sand  wliich 
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maked  good  mortar  with  chalk  filme,  would  mm  mortar 
made  with  lias  limes. 

In  the  Yale  of  Belvoir,  where  the  lias  lime  is  extensiyely 
used,  the  common  practice  is  to  use  equal  parts  of  lime  and 
sand  for  inside,  and  half  sand  to  one  of  lime  for  face  work. 

168.  WfUer  Cements. — These  differ  from  the  water  lunes, 
as  r^ards  their  chemical  composition,  only  in  containing 
less  carbonate  of  lime  and  more  of  silica  and  alumina.  They 
reqnire  to  be  reduced  to  a  fine  powder  after  calcination, 
without  which  preparation  they  cannot  be  made  to  slake. 
The  process  of  slaking  is  not  accompanied  by  any  increase 
of  bulk,  and  they  set  under  water  in  a  short  time,  a  few 
hours  sufficing  fpr  a  cement  joint  to  become  perfectly  hard. 

Cement  will  not  bear  much  sand  without  its  cementitious 
properties  being  greatly  weakened,  the  usual  proportion 
being  equal  parts  of  sand  and  cement. 

159.  The  use  of  natural  cement  was  introduced  by  Mr. 
Parker,  who  first  discovered  the  properties  of  the  cement- 
stone  in  the  Isle  of  Sheppy,  and  took  out  a  patent  for  the 
sale  of  it  in  1796,  under  the  name  of  Roman  cement. 

Befor^hat  time,  hydraulic  mortar,  for  dock  walls,  har- 
bor work,  &c.,  was  usually  made,  bj  mixing  common  lime 
with  trass,  from  Andernach  in  Germany,  or  with  puzzolana 
from  Italy ;  both  are  considered  to  be  volcanic  products, 
the  latter  containing  silica  and  alumina,  with  a  small  quan- 
tity of  lime,  potash,  and  magnesia.  Iron  is  also  associated 
with  it  in  a  magnetic  state. 

160.  The  expense  of  natural  puzzolana  led  to  the  manu- 
facture of  artificial  puzzolana,  which  appears  to  have  been 
used  at  an  early  date  by  the  Romans,  and  has  continued  in 
use  in  the  south  of  Europe  to  the  present  day  ;  artificial 
puzzolana  is  made  of  pounded  bricks  or  tile  dust.  The 
Dutch  manufacture  an  artificial  puzzolana  from  burnt  clay, 
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in  imitation  of  the  trass  of  Andernach,  which  is  said  to  be  • 
close  imitation  of  the  natural  product. 

161.  The  great  and  increasing  demand  for  cement,  and 
its  great  superiority  for  most  purposes  over  lime  mortar, 
have  induced  manufacturers  to  turn  their  attention  to  the 
manufacture  of  artificial  cement,  and  this  has  been  attended 
in  many  instances  with  perfect  success ;  the  artificial  canents 
now  offered  for  sale,  formed  by  imitating  the  composition  of 
the  natural  cement-stones,  being  mostly  equal  in  qualKy,  if 
not  superior,  to  the  Roman  cement,  the  use  of  which  has 
been  partly  superseded  by  them. 

162.  The  quality  of  the  samd  used  in  making  mortar  is  bj 
no  means  unimportant.  It  should  be  clean  and  sharp  ;  t .  e., 
angular,  and  perfectly  free  from  all  impurities.  The  purer 
the  lune  the  finer  should  be  the  quality  of  the  sand,  thei^pure 
limes  requiring  finer,  and  the  cements  a  coarser  san^  than 
the  hydraulic  limes. 

GOKCRETE  AND  BETON. 

.163.  Bubble  masonry,  formed  of  small  stones  bedded  in 
mortar,  appears  to  have  been  commonly  used  in  England 
from  an  early  period;  and  similar  work,  cemen^  with 
hydraulic  mortar,  was  constantly  made  use  of  by  the  Ro- 
mans in  their  sea-works,  of  which  many  remains  exist  at  the 
present  day  in  a  perfectly  sound  state. 

164.  This  mode  of  forming  foundations,  in  situations  where 
solid  masonry  would  be  inapplicable,  has  been  revived  in 
modem  times  ;  in  England  and  the  United  States  under  the 
name  of  concrete,  and  on  the  continent  under  the  name  of ' 
beton.  Although  very  similar  in  their  nature  and  use,  there 
are  yet  great  differences  between  beton  and  concrete,  which 
depend  on  the  nature  of  the  lime  used,  concrete  being  made 
with  the  weak  water  limes  which  will  not  set  under  water, 
whilst  beton  is  invariably  made  with  water-settifig  limes,  or 
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with  limes  rendered  hjdraalic  by  the  addition  of  pazzolana. 
Describing  the  two  by  their  differences,  it  may  be  observed 
that  concrete  is  made  with  unslaked  lune,  and  immediately 
thrown  uito  the  foundation  pit ;  b^ton  is  allowed  to  stand 
before  use,  until  the  lime  is  thoroughly  slaked  ;  concrete  is 
thrown  into  its  place  and  rammed  to  consolidate  it ;  beton 
is  generally  lowered  and  not  afterwards  disturbed  ;  concrete 
must  be  thrown  into  a  dry  place,  and  not  exposed  to  the 
action  of  water  until  thoroughly  set ;  b^ton,  on  the  contraiy, 
is  made  use  of  principally  trnder  water,  to  save  the  trouble 
and  expense  of  laying  dry  the  bottom. 

165.  Concrete  is  usually  made  with  gravel,  sand,  and 
ground  unslaked  lime,  mixed  together  with  water,  the  pro- 
portions of  sand  and  lime  being  those  which  would  make 
good  mortar  without  the  gravel,  and,  of  course,  varying  ac- 
cording to  the  quality  of  the  lime  ;  with  the  common  lime% 
slaking  takes  place  at  the  time  of  mixing,  and  the  quality  of 
the  concrete  is  all  the  better  for  the  freshness  of  the  lime. 
If  lias  lime  be  used,  the  concrete  becomes  beton,  and  must 
be  treated  accordingly. 

The  lime  in  this  case  must  be  thoroughly  slaked  (which 
often  takes  many  hours)  before  it  can  be  considered  fit  for 
use  ;  and,  if  this  precaution  be  not  attended  to,  the  whole 
of  the  work,  after  having  set  very  hard  on  the  surface,  cracks 
and  becomes  a  friable  mass,  from  the  slaking  of  the  refactory 
particles  after  the  body  of  the  concrete  has  set. 

166.  Asphalte,  so  much  in  use  at  the  present  day  for  foot- 
pavements,  terrace-roofs,  &c.,  is  made  by  melting  the  asphalte 
rock,  which  is  a  carbonate  of  lime  intimately  combined  with 
bitumen,  and  adding  to  it  a  small  portion  of  mineral  tar, 
which  forms  a  compact  semi-elastic  solid,  admirably  adapted 
for  resisting  the  effects  of'frost,  heat,  and  wet 

Many  artificial  asphaltes  have  been  brought  under  public 
notice  from  time  to  tune,  but  they  are  all  inferior  to  the  na- 
titral  asphalte,  in  the  intimate  combination  of  the  Mme  and 
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hitumen,  which  It  appears  impossible  to  effect  tiioroi|^j 
by  artificial  means. 

METALS. 

167.  The  metals  used  as  building  materials  are  iron,  lead, 
copper,  zinc,  and  tin. 

168.  Iron, — Iron  is  used  by  the  builder  in  two  different 
states,  viz.,  cast  iron  and  wrought  iron,  the  differences  be- 
tween them  depending  on  the  proportion  of  carbon  com- 
bined with  the  metal ;  cast  iron  containing  the  most,  and 
wronght  iron  the  least.  ' 

169.  Previous  to  the  middle  of  the  last  centory,  the  smidt- 
ing  of  iron  was  carried  on  with  wood  charcoal,  and  the  ores 
used  were  chiefly  frcxn  the  secondary  strata,  although  the 
clay  ironstones  of  the  coal  measures  were  occasionally  used. 

170.  The  introduction  of  smelting  with  pitcoal  coke  dar- 
ing the  last  century  caused  a  complete  revolution  in  the  inn 
trade.  The  ores  now  chiefly  used  are  the  clay  ironstones  of 
the  coal  measures,  and  the  fuel,  pitcoal,  or  coke.  Steam 
power  is  ahnost  exclusively  used  for  the  production  of  the 
blast  in  the  furnaces,  and  for  working  the  forge  hammers  and 
rolling  mill's. 

171.  For  the  production  of  wrooght  iron  in  the  ordinary 
manner,  two  distinct  sets  of  processes  are  required.  1st 
The  extraction  of  the  metal  from  the  ore  in  the  shape  of 
cast  iron.  2nd.  The  conversion  of  cast  iron  into  malleable 
or  bar  iron,  by  re-melting,  puddling,  and  forging.  The 
conversion  of  bar  iron  into  steel  is  effected  by  placing  it  in 
contact  with  powdered  charcoal  in  a  furnace  of  cementation. 

172.  Cast  iron  is  produced  by  smelting  the  previously  cal- 
cined ore  in  a  blast  furnace,  with  a  portion  of  limestone  u 
a  flux,  and  pitcoal  or  coke  as  fuel.  The  melted  metal  sinb 
to  the  bottom  of  the  furnace  by  its  greater  specific  gravitj. 
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Tbb  Emestone  and  other  impurities  float  on  the  top  of  the 
melted  mass,  and  are  allowed  to  nm  off,  forming  slag  or 
dnder.  The  melted  metal  is  ran  off  from  the  bottom  of  the 
fhmace  into  moulds,  where  castings  are  required,  and  into 
ftirrows  made  in  a  level  bed  of  sand,  when  the  metal  is  re- 
qmred  for  conversion  into  malleable  iron,  the  bars  thus  pro- 
duced being  called  pigs. 

173.  In  the  year  1827,  it  was  discovered  that  by  the  use 
of  heated  air  for  the  blast,  a  great  saving  of  fuel  could  be 
effected  as  compared  with  the  cold  blast  process. 

The  hot  blast  is  now  very  extensively  in  use,  and  has  the 
double  advantage  of  requiring  less  fuel  to  bring  down  an 
equal  quantity  of  metal,  and  of  enabling  the  manufacturer 
to  use  raw  pitcoal  instead  of  coke,  so  thali  a  saving  is  effect- 
ed both  in  the  quantity  and  cost  of  the  fuel. 

For  a  considerable  time  after  its  introduction  it  was  held 
in  great  disrepute,  which,  however,  may  be  chiefly  attributed 
to  the  inferior  quality  of  materials  used,  the  power  of  the 
hot  blast  in  reducing  the  most  refractory  ores  offering  a 
great  temptation  to  obtain  a  much  lai^r  product  from  the 
furnace  than  was  compatible  with  the  good  quality  of  the 
metal.  The  use  of  the  hot  blast  by  firms  of  acknowledged 
character  has  greatly  tended  to  remove  the  prejudice  against 
it ;  and  in  many  iron  works  of  high  character,  nothing  but 
the  hot  blast  with  pitcoal  is  used  in  the  smelting  furnaces, 
the  use  of  coke  being  confined  to  the  subsequent  processes. 

Perhaps  it  may  be  laid  down  as  a  general  principle,  that 
where  the  pig  iron  is  re-melted  with  coke  in  the  cupola  fur- 
nace, for  the  purposes  of  the  iron  founder  ;  or  refined  with 
coke  in  the  conversicm  of  forge  pig  into  bar  iron,  it  is  of  lit- 
tle consequence  whether  the  reduction  of  the  ore  has  been 
effected  with  the  hot  or  the  cold  blast ;  but  where  castings 
have  to  be  run  directly  from  the  smelting  furnace,  the  quality 
of  the  metal  will,  no  doubt,  suffer  from  the  use  of  the  former. 

174.  Cast  iron  is  divided  by  ironfounders  into  three  qua* 
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Kties.  No.  1,  or  hlaek  cast  iron,  is  coarse-grained,  soft,  aqd 
not  very  tenacions.  When  re-melted  it  passes  into  No.  2, 
or  grey  cast  iron.  This  is  the  best  quality  for  castings  re- 
quiring strength  :  it  is  more  finely  grained  than  No.  1,  and 
is  harder  &nd  more  tenacions.  When  repeatedly  re-melted 
it  becomes  excessively  hard  and  brittle,  and  passes  into  No. 
3,  or  white  cast  iron,  which  is  only  used  for  the  commonest 
castings,  as  sash-weights,  cannon-balls,  and  similar  articles. 
White  cast  iron,  if  produced  direct  from  the  ore,  is  an  indi- 
cation of  derangement  in  the  working  of  the  furnace,  and  is 
unfit  for  the  ordinary  purposes  of  the  founder,  except  to  mix 
with  other  qualities. 

Ito.  Oirders  and  similar  solid  articles  are  cast  in  sand 
moulds,  enclosed  in  iron  frames  or  hexes,  each  mould  requir- 
ing an  upper  and  lower  box.  A  mould  is  formed  by  presS' 
ing  sand  firmly  round  a  wooden  pattern,  which  is  afterwards 
removed,  and  the  melted  metal  poured  into  the  space  thus 
left  through  apertures  made  for  the  purpose. 

The  moulds  for  ornamental  work  and  for  hollow  castings 
are  of  a  more  complicated  construction,  which  will  be  better 
understood  from  actual  inspection  at  a  foundry  than^'fironi 
any  written  description. 

Almost  all  irons  are  improved  by  admixture  with  others, 
and,  therefore,  where  superior  castings  are  required  they 
should  not  be  run  direct  from  the  smelting  furnace,  but  the 
metal  should  be  re-melted  in  a  cupola  furnace,  which  gives 
the  opportunity  of  suiting  the  quality  of  the  iron  to  its  m- 
tended  use.  Thus,  for  delicate  ornamental  work,  a  soft  and 
very  fluid  iron  will  be  required,  whilst,  for  girders  and  cast- 
ings exposed  to  cross  strains,  the  metal  will  require  to  be 
harder  and  more  tenacious.  For  bedplates  and  castings 
which  have  merely  to  sustain  a  compressing  force,  the  chief 
point  to  be  attended  to  is  the  hardness  of  the  metal. 

Castings  should  be  allowed  to  remain  in  the  sand  ontU 
eool,  as  the  quality  of  the  metal  is  greatly  injured  by  the 
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rapd  and  irregular  cooling  which  takes  place  from  exposore 
to  air  if  removed  from  moulds  in  a  red  hot  state,  which  is 
sometimes  done  in  small  foondries  to  economise  room. 

The  Scotch  iron,  which  is  so  much  esteemed  for  hollow 
wares,  and  has  a  beautifully  smooth  fiurface,  is  much  used 
in  the  United  States.  The  Scotch  iron  is  softer,  runs  closer, 
and  is  used  much  for  plates  which  require  smoothness,  for 
steam-engine  cylinders,  and  work  of  like  character,  which 
requires  closeness^  or  soundness;  it  is  also  mixed  with  our  Ame- 
rican iron.  The  Eastern  iron  is  the  best  used  in  the  United 
States  for  positions  requiring  great  strength.  The  iron 
from  the  West  is  more  like  Scotch. 

The  Welch  iron  is  principally  used  for  conversion  into  bar 
iron. 

176.  The  conversion  of  forge  pig  into  bar  iron  is  effected 
by  a  variety  of  processes,  which  have  for  their  object  the 
freeing  the  metal  from  the  carbon  and  other  impurities  com- 
bined with  it,  so  as  to  produce  as  nearly  eS  possible  the  pure 
metal.  We  do  not  purpose  to  enter  in  these  pages  into  any 
of  the  details  of  the  manufacture  of  bar  iron,  or  of  its  con- 
version into  steel,  as  our  bujsiness  is  rather  with  tilie  iron- 
founder  than  the  manufacturer  ;  it  may,  however,  be  proper 
to  state  that  new  processes  have  lately  been  patented,  by 
which  malleable  iron  and  steel  may  be  produced  directly  from 
the  ore,  without  the  use  of  the  smelting  furnace,  a  plan 
which  is  likely  to  be  attended  with  beneficial  results,  both  as 
regards  economy  and  quality  of  metal. 

177.  Lead. — ^Lead  is  used  by  the  mason  for  securing  dowels, 
coating  iron  cramps,  and  similar  purposes,  see  section  lY., 
Plumber. 

Lead  is  also  used  by  the  smith  in  fixing  iron  railings,  and 
other  work  where  iron  is  let  into  stone  ;  but  the  use  of  lead 
in  contact  with  iron  is  always  to  be  avoided,  if  possible,  aa 
it  has  %n  injurious  effect  upon  the  latter  metal,  the  part  in 
contact  with  the  lead  becoming  gradually  softened. 
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The  chief  valiie  of  lead,  howerer,  to  the  bnOder,  is  as  • 
coTering  for  roofe,  and  for  lining  gntters,  dsterns,  &a,  for 
which  naes  it  ig  saperior  to  any  other  metaL  For  these  pm^ 
poses  the  lead  is  cast  into  sheets,  and  then  passed  between 
rollers  in  a  flatting-imU,  until  it  has  been  reduced  to  the  i^ 
quired  thickness. 

CaMtad  is  often  made  by  plumbers  themselyes  from  old 
lead  taken  in  exchange  ;  but  it  is  very  inferior  to  the  wSki 
lead  of  the  manufacturer,  being  not  so  compact,  and  oftra 
containing  small  air-holes,  which  render  it  unfit  for  any  but 
inferior  purposes. 

118.  Ccfper, — S»  Section  IV.,  Coppersmith. 

119.  Zi«c. — See  Section  IV.,  Zincworker. 

1^0.  Brass  is  an  alloy  of  the  copper  and  zine,  the  best 
proportions  being  nearly  two  parts  of  copper  to  one  of  due 

181.  Bronze  is  a  compound  of  metal,  composed  of  copper 
and  tin,  to  which  are  sometimes  added  a  little  zinc  and  lead. 

The  best  proportions  for  casting  statues  and  bas^eliefi 
appear  to  be  attained  when  the  tin  forms  about  10  p^  cent. 
of  the  alloy. 

By  alloying  copper  with  tin,  a  more  fusible  metal  is  ob- 
tained, and  the  alloy  is  much  harder  than  pure  copper ;  but 
considerable  management  is  required  to  preyent  the  copper 
firom  becoming  refined  in  the  process  of  melting,  a  result 
which  has  frequently  happened  to  inexperienced  founders. 

182.  Bdl^metal  \a  composed  of  copper  and  tin,  in  the  pro- 
portion of  78  per  cent,  of  the  former  to  22  per  cent,  of  the 
latter. 

183.  Cast  iron  Untels  and  columns  are  in  common  use  m 
our  cities.  Cast  iron  blocks  a;re  also  firequentiy  used  for  the 
arches  of  bridges.  Iron  chains  are  used  with  advantage 
under  the  roofs  of  circular  buildings. 
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STOKE. 

184.  Granite  rock  appears  to  have  been  originallj  a  fnsed 
mass,  and  subsequently  to  have  nndergone  the  process  of 
crystallization.  It  is  of  a  granula/r  structure,  that  is,  con- 
sisting of  separate  grains  of  different  substance?,  united,  ap- 
parently, without  the  aid  of  any  intermediate  matter  or  ce- 
ment. These  substances  are  qtiartz,  fdsjpar,  and  mca^  each 
of  these  being  a  compound.  The  infinite  variety  of  propor- 
tions in  which  their  several  constituent  elements  are  united 
in  the  mass,  occasions  the  great  diversity  of  color,  and  of 
appearance  of  the  several  kinds  of  granite,  and  also  affects 
in  a  much  more  important  manner  the  enduring  character- 
istics of  this  valuable  material.  Thus,  its  color  varies  from 
light  grey  to  a  dark  tint  closely  resembling  black,  and  is  to 
be  found  of  all  shades  of  red,  and  many  green.  Of  the  con- 
stituents of  granite,  quartz  is  a  substance  of  a  glassy  appear- 
ance, and  of  a  grey  color,  and  is  composed  of  a  metallic  base 
sSidum  and  oxygen  :  fdspar  is  also  a  crystalline  substance, 
but  commonly  opaque,  of  a  yellowish  or  pink  color,  com- 
posed of  silicious  and  aluminous  mattter,  with  a  small  pro- 
portion of  lune  and  potash ;  mka^  a  glittering  substance, 
principally  consists  of  clay  and  flint,  with  a  little  magnesia 
and  oxide  of  iron.  Instead  of  the  mica,  another  substance 
called  homhlendt^  is  found  in  some  granites  ;  hornblende  is  a 
dark  crystalline  substance,  composed  of  flint,  alumina,  and 
magnesia,  besides  a  large  poportion  of  the  black  oxide  of 
iron.  Granites  in  which  hornblende  exists  are  sometimes 
called  Syenite,  having  first  been  found  in  the  island  of  Syene 
in  Egypt. 

185.  Granite  is  foxmd  in  mountain-chains,  and  usually  in 
rugged  outlines,  in  nearly  all  parts  of  Europe  and  America. 
Although  all  granites  are  similar  in  structure,  the  difference 
in  the  proportions  of  its  constituent  substances  oocaBions 
great  difference  in  its  enduring  and  useful  properties.    Some 
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rarieties  are  exceedingly  friable  and  liable  to  decompositioii, 
while  others,  including  that  known  as  Sienite,  suffer  bat  im- 
perceptibly from  moisture  and  the  atmosphere.  The  com- 
pact nature  of  a  close-grained  granite,  having  the  felspar 
highly  crystallized  and  free  from  stains  or  cracks,  seems  well 
calculated  to  resist  the  effect  of  air  and  water. 

186.  Slate, — ^The  geologists  recognised  four  kinds  of  slate, 
mica  slaUf  talcows  state,  flmty  slate,  and  common  or  clay  slate. 
Of  these  the  last  only  is  a  material  of  extended  use  in  the 
arts  of  building  and  constructioii.  Clay  slate,  as  its  name 
implies,  consists  chiefly  of  clay  in  an  indurated  conditioii, 
and  occasionally  containing  particles  of  mica  and  quarU, 
and  in  some  of  the  coarser  kinds,  grains  of  felspar  and  other 
fragments  of  the  primary  rocks.  In  the  extreme  adHiixtnre 
of  these  foreign  substances,  clay  slate  approaches  the  nature 
of  the  rock  known  as  grey  wacke.  The  beds  of  cl&y  slate 
are  invariably  stratified,  the  thickness  of  the  strata,  bow- 
ever,  varying  from  a  fraction  of  an  inch  to  many  feet.  Its 
laminar  texture  admits  a  ready  separation  into  thin  plates, 
and  thus  endows  it  with  a  supreme  value  for  roofing  and 
other  purposes,  in  which  great  density  and  comparative  im- 
permeability are  required  to  coexist  with  a  minimum  thick- 
ness and  weight.  The  weight  of  slates  varies  from  174  to 
119  lbs.  per  cubic  foot. 

181.  Samdstones. — ^These  rocks,  belonging,  geologically, 
to  various  positions  in  the  order  of  the  strata  of  which  the 
exterior  of  the  earth  is  composed.  Sandstones  are  princi- 
pally silicious,  and  possess  various  degrees  of  induration. 
These  stones  weigh  from  140  to  160  lbs.  per  cubic  foot. 

188.  From  the  nature  of  the  composition  of  sandstones,  it 
results  that  their  resistance  against,  or  yielding  to,  Uie  de- 
composing effects  to  which  they  are  subjected,  depends  to  a 
great  extent,  if  not  wholly,  upon  the  nature  of  the  cementing 
Mubstance  by  which  the  grains  are  united ;  these  latter 
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being  comparatively  indestructible.  From  the  nature  of 
their  formation,  sandstones  are  nsoally  laminated,  and  more 
especially  so  when  mica  is  present,  the  plates  of  which  are 
generally  arranged  in  planes  parallel  to  their  beds.  Stones 
of  this  description  should  be  carefully  placed  in  constructions, 
80  that  these  planes  of  lamination  may  be  horizontal,  for  if 
placed  vertically,  the  action  of  decomposition  will  occur  in 
flakes,  according  to  the  thickness  of  the  laminae.  Indeed, 
the  best  way  of  using  all  descriptions  of  stone  is  in  the  same 
position  which  they  had  in  the  quarry  ;  but  this  becomes  an 
imperative  rule  with  those  of  laminated  structure. 

189.  Uniformity  of  color  is  a  tolerably  correct  criterion 
of  uniformity  of  structure,  and  this  constitutes,  other  circum- 
stances being  equal,  one  of  the  practical  excellencies  of 
building  stones.  The  great  injury  occasioned  to  these  ma- 
terials by  their  absorption  of  moisture,  leads  properly  to  a 
preference  for  such  stones  as  resist  its  introduction,  for  all 
above  ground  purposes.  Those  which  imbibe  and  retain 
moisture  are  especially  liable  to  disruption  by  frost,  if  ex- 
posed. The  simplest  method  of  finding  out  the  disposition 
of  stone  to  imbibe  moisture  is  to  immerse  it  for  a  lengthened 
period  of  time  in  water,  and  to  compare  the  weight  of  it  be- 
fore and  after  such  immersion. 

190.  Limestones. — ^The  class  of  limestones,  including  the 
magnesian  limestones  and  th'e  oolites,  is  one  of  extreme  im- 
portance in  the  building  arts,  comprehending  some  of  the 
most  advantageous  materials  of  construction,  and  combining 
great  comparative  durability  with  peculiar  facilities  for 
working,  m  which  they  surpass  tj^e  sandstones.  Of  the  lime- 
stones and  the  oolites,  the  principal  material  is  carbonate  of 
lime.  The  magnesian  limestones  contain  a  quantity  of  car- 
bonate of  magnesia,  in  some  cases  nearly  equal  to  that  of 
carbonate  of  lime. 

191.  It  is  remarked  that  magnesian  limestone  appears 
capable  of  resisting  decomposing  action  in  proportion  as  iti 
•triLcture  is  crystalline. 
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192.  iSte  Section  lY. 

0LA8S. 

193.  iS^  Section  lAr. 

BBICK8  AND   TXLli^ 

194.  According  to  the  Bible,  burnt  bricks  were  tnd  k 
the  Tower  of  BabeL 

In  Egypt,  bricks  were  made  of  cUy,  mixed  with  dried 
straw,  and  dried  in  the  son. 

195.  The  osoal  form  of  a  brick  Is  a  paralell<^pedoB, 
abont  9  in.  long,  4^  in.  broad,  and  2^  to  3  in.  thick — tiie  exact 
size  varying  with  the  constractaon  of  the  clay.  The  thick* 
ness  need  not  bear  aoy  definite  proportion  to  the  length  and 
breadth,  but  these  last  dimensions  require  nice  a^jnstmeiitk 
as  the  length  should  exceed  twice  the  breadth  by  the  thick- 
ness of  a  mortar  joint. 

196.  The  manufacture  of  tiles  is  similar  to  that  of  bricks, 
the  principal  difference  arisLug  from  the  thinness  of  the  ware. 

Faving  tiles  may  be  considered  simply  a  thin  brick. 

Roofing  tiles  are  of  two  kinds  :  pantiles,  which  are  of  a 
curved  shape,  and  plaintiles,  which  are  flat,  the  latter  being 
often  made  of  ornamental  shapes  so  as  to  form  elegant  pat- 
terns when  laid  on  a  roof. 

Pantiles  are  moulded  flat,  and  afterwards  bent  into  their 
required  shape  on  the  mould.  Plaintiles  were  formerly  made 
with  holes  in  them  for  the  reception  of  the  tile-pins,  by  which 
they  were  hung  on  the  lathi ;  but  the  common  method  now 
18  to  turn  down  a  couple  of  nibs  at  the  head  of  the  tik, 
which  answer  the  same  purpose. 

19*1.  Draining  tiles  are  the  coarsest  kind  of  earthenwan. 
They  are  of  various  shapes,  and  are  made  in  various  ways. 

198.  Glass.     See  Section  lY. 

199.  Colors  and  varnishes.     See 
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SECTION  m. 

STRENGTH  OF  MA'SRIALS. 

800.  There  are  three  principal  actions  to  which  the  wt^ 
terials  of  a  building  are  exposed. 

Ist.  Compression — as  the  case  of  the  stones  in  a  wall 
2nd.  Thuion — as  in  the  case  of  a  king-post  or  tie-beam. 
3rd.  Cross-strain — as  in  the  ca^e  of  a  bressnnuner,  floor- 
joists,  &c. 

The  last  of  the  three  is  the  only  one  against  which  pre- 
eantions  are  especially  necessary,  as  in  all  ordinary  cases  the 
resistance  of  the  materials  used  for  building  is  far  beyond 
any  direct  crushing  or  pulling  force  that  is  likely  to  be 
brought  upon  them. 

201.  1st.  Resistance  to  Compression, — ^The  following  table 
shows  the  force  required  to  crush  1|  in.  cubes  of  several 
kinds  of  building  material: — 


Uw. 

nw. 

Good  brick  .    . 

1817 

Portland  stone   . 

.  10,284 

Derbyshire  grit . 

1010 

Granite      "  .    . 

.  14,300. 

These  amounts  so  far  exceed  any  weight  that  could  have 
to  be  borne  on  an  equal  area,  under  ordinary  circumstances, 
that  it  is  quite  unnecessary  in  the  erection  of  a  building  to 
make  any  calculations  on  thi^  head  when  using  these  or 
similar  materials. 

Cast  iron  may  be  considered  as  practically  incompressible  ; 
wrought  iron  may  be  flattened  under  great  pressure,  but 
cannot  be  crushed.  Timher  may  be  considered,  for  practical 
purposes,  as  nearly  incompressible,  when  the  weight  is  ap- 
plied in  the  direction  of  the  fibres,  as  in  the  case  of  a  wooden 
■tory^-post ;  but  the  softer  kinds,  as  fir,  o£fer  little  resistancOi 
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when  the  weight  is  applied  at  right  angles  to  the  fibres,  as 
ill  the  case  of  the  sill  of  a  partition  ;  and,  beside  this,  timber, 
however  well-seasoned,  will  always  shrink,  more  or  less,  in 
the  direction  of  its  thickness,  so  that  no  important  beariiigs 
should  be  trusted  to  ^ 

202.  2nd.  Resistance  to  Tension. — ^The  principal  baOding 
materials  that  are  required  to  resist  direct  tension  are  ^aibtr 
and  wraughi  iron. 

The  following  table  shows  the  weight  in  tons  required  to 
tear  asunder  bars  1  inch  square  of  the  bllowmg  materials : — 

Tons. 

Oak 6  1-6 

Kr 6J 

Cast  iron 1  j 

Wrought  iron. 10 

Wrought  copper 15 

English  bar  iron 25 

American  iron 37^ 

Blistered  steel 59| 

Cast  iron,  however,  although  included  in  the  above  table, 
is  an  unsuitable  material  for  the  purpose  of  resisting  tension, 
being  comparatively  brittle.  With  regard  to  timber,  it  k 
practicably  impossible  to  tear  asunder  a  piece  of  even  mo- 
derate size,  by  a  force  applied  in  the  direction  of  the  fibres, 
and  therefore  the  dimensions  of  king-posts,  tie-beams,  and 
other  timbers  which  have  to  resist  a  pulling  force,  are  regu- 
lated by  the  necessity  of  forming  proper  joints  and  connec- 
tions with  the  other  parts  of  the  framing  to  which  they  be- 
long, rather  than  by  their  cohesive  strength.  But  it  most 
be  borne  in  n^lnd,  that  although  the  strength  of  all  kinds  of 
timber  is  very  great  in  the  direction  of  the  fibres,  the  lateral 
cohesion  of  the  annual  rings  is  in  many  kinds  of  wood  very 
slight,  and  must  be  assisted  by  iron  straps  in  all  doubtful 
cases.  The  architects  of  the  middle  ages  executed  their 
magnificent  wooden  roofs  without  these  aids,  but  they  worked 
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Im  oak|  aad  not  in  soft  fir,  which  would  split  and  lend  if 
treated  in  the  same  way. 

Wrought  iron  is  extensively  used  for  bolts^  strops,  tie^rods, 
•ad  all  purposes  whidi  reqaire  glreat  strength,  with  small 
sectional  area  ;  one-foorth  of  the  braking  weight  is  nsnally 
said  to  be  the  limit  to  which  it  should  be  strained  ;  but,  in 
all  probability,  this  amount  might  be  doubled  without  any 
injurious  effects. 


STRIN6TH   OF  BEAMS. 

203.  3rd.  Cross  Strain. — In  calculating  the  strength  of 
beams  when  exposed  to  cross  or  transverse  strain,  two  prin- 
cipal considerations  present  themselves:  1st.  The  mechanical 
effect  which  any  given  load  will  produce  under  varying  con- 
ditions of  support:  and  2ndly.  The  resistance  of  the  beam, 
and  the  manner  in  which  this  is  affected  by  the  form  of  its 
section. 

204.  1st.  Muhamieal  Effect  of  a  given  Loadiimder  varying 
Circwmtanoes. — If  a  rectangular  beam  be  supported  at  each 
end  and  loaded  in  the  middle,  the  strength  of  the  beam,  its 
section  remaining  the  same,  will  be  inversely  as  the  distance 
between  the  supports,  the  weight  acting  with  a  leverage 
which  increases  at  this  distance  "^    If  a  beam  be  fixed  at  one 

Fig.  70. 


.-L. 


% 


*  It  may  be  m  well  to  obeerTe  that,  although  this  u  true  as  to  the  etrengtii  of 
beams  under  ordinary  eirenmstances,  It  does  not  hold  good  when  the  loading  i» 
earned  to  the  breaking  point,  the  deflection  of  the  beam  eansing  an  increase  or 
diminution  of  the  leverage  according  to  the  mode  of  support.  The  dlfTerenee  of 
strength  arising  from  this  cause  is,  hoverer,  too  trifling  to  be  taken  into  consider- 
ation, except  hi  delicate  experiments  on  ffae  ultimate  strength,  of  beams. 
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end  and  weighted  at  the  other  (fig.  TO),  its  strength  will  be 
half  that  of  a  similar  beam  of  double  the  length  supported 
as  first  described  (fig.  *ll).  A  parallel  case  to  this  is  that 
of  a  beam  supported  in  the  middle  and  loaded  at  the  ends 

Fig.  7L 


n  r 

1 


(fig.  T2).    In  eadi  of  the  above  cases  the  beam  will  bear 
doable  the  load  if  it  be  equally  distributed  over  its  whole 


Fig.  72. 
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length,  as  shown  by  the  dotted  lines  ;  and  lastlj,  the  strength  , 
of  a  beam  finnly  fixed  at  the  ends  is  to  its  strei^^  when 
loosely  lud  on  supports  as  3  to  2  (mc  fig.  73^. 


Fig.  73. 


0/ 


ABT   OF  BUILDING.  38^ 

These  results  may  be  simply  expressed  thns : 
Let  5  be  the  weight  which  would  break  a  beam  of  given 
length  and  scantling  fixed  at  one  end  and  loaded  at  the 
other : 

then  2  s  would  break  the  same  beam  fixed  at  one  end  and 
uniformly  loaded  : 
A  s  would  break  the  same  beam  supported  at  each  end 

and  loaded  in  the  middle  : 
6  s  would  break  the  same  beam  fixed  at  each  end  and 

loaded  in  the  middle  : 
8  f  would  break  the  same  beam  supported  at  each  end 

and  uniformly  loaded : 
12  «  would  break  the  same  beam  fixed  at  each  end  and 
uniformly  loaded. 

205.  2d.  Bmstance  of  the  Beam. — If  a  beam  be  loaded  so 
as  to  produce  fracture,  this  will  take  place  about  a  centre  or 
neutral  axis,  below  which  the  fibres  will  be  torn  asunder,  and 
above  which  they  will  be  crushed.  This  may  be  very  clearly 
illustrated  by  drawing  a  number  of  parallel  lines  with  a  soffc 
pencil  on  the  edge  of  a  piece  of  India  rubber,  and  bending 
it  round,  when  it  will  be  seen  that  the  lines  are  brought 
closer  together  on  the  concave,  and  stretched  further  asunder 
on  the  convex  side,  whilst,  between 
.nlMi.MMM.M.ii  *^®  *^^  edges,  a  neutral  line  may  be 
\  traced,  on  which  the  divisions  remain 
of  th«  original  size,  which  neutral  line 
divides  the  fibres  that  are  subjected 
to  compression  from  those  in  a  state 
of  tension  {see  fig.  t4). 
The  resistance  of  a  rectangular  beam  will,  therefore, 
depend,  1st,  on  the  number  of  fibres,  which  will  be  propor- 
tionate to  its  breadth  and  depth  ;  2d,  on  the  distance  of 
those  fibres  from  the  neutral  axis,  and  the  consequent  lever- 
age with  which  they  act,  which  will  also  be  as  the  depth  ; 
aad,  lastly,  on  the  actual  strength  of  the  fibres,  which  will 
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▼ary  with  diiferent  materials,  and  can  only  be  detenuDed 
approximately  from  actual  experiments  on  rectangolar  beams 
of  the  same  material  as  those  whose  strength  is  reqniied  to 
be  estimated.     ' 

The  actnal  strength  of  any  rectangular  beam  will,  there- 
fore, be  directly  as  its  breadth  multiplied  by  the  square  ci 
the  depth,  and  inversely  as  its  length ;  or,  calling  s  the 
transverse  strength  of  the  material,  as  in  art.  177,  6  the 
breadth,  d  the  depth,  /  the  length  between  the  supports,  and 
W  the  breaking  weight : 

sbd$ 

W= . 

I 

The  following  may  be  taken  as  the  value  of  s  for  iron  and 
timber,  the  length  being  taken  in  feet,  the  breadth  and  depth 
in  inches,  and  the  breaking  weight  in  pounds. 

CoasUnt  multiplier  CoiuUnt  mvlClplHr 

ftnr  reeUttgnlar  beanu  for  rectangular  beaan 

flbcad  at  on»  end  and  looeelj  aB^ortad  ai 

loaded  at  the  othtr.  the  ends  and  loaded 

«  hi  the  aiddla. 

Wrought  iron  512 )  C  2048 

Cast  ditto  500  >•      X  4      i  2000* 

Fir  and  English  oak  100)  (  400 

It  must  be  remembered  that  the  numbers  here  given 
indicate  the  breaking  weight,  not  more  than  one-third  of 
which  should  ever  be  applied  in  practice.  Timber  is  per- 
manently injured  if  more  than  eren  one-fourth  (^  the  break- 
ing weight  is  placed  on  it,  and,  therefore,  this  limit  should 
never  be  passed. 

A  single  example  will  suffice  \o  show  the  importance  of 
the  principles  just  explained,  and  the  lamentable  results  that 
may  follow  from  ignorance  of  them.  If  we  take  a  fir  bind- 
ing-joist, say  9  in.  X  4  in.,  which  is  to  have  a  bearing  of 
12  ft.  between  its  supports,  and  place  it  edgeways,  it  will  re- 
quire to  break  it  a  weight =400X 4 XQ^ 

=  10,800  lbs.  I 

12 

*  The  abore  la  an  average  Talne  calculated  from  a  great  number  of 
txperlmenta  on  difierent  irona. 
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but  if,  for  the  purpose  of  gaining  height,  we  plaoir  it  flat* 

400+9+ 4« 

ways,  it  will  break  witha  weight= =4,800  lbs, 

12 
or  less  than  one-half. 

206.  We  may  see  from  this  example  that  the  shape  of  any 
beam  has  a  great  inflgence  on  its  strength  ;  and  in  making 
beams  of  iron,  which  can  be  cast  with  great  facility  in  any 
required  shape,  it  becomes  an  important  question  how  to 
obtain  the  strongest  form  of  section  with  the  least  expendi- 
ture of  metal. 

The  usual  section  given  to  cast-iron  girders  is  that  of 
a  thin  and  deep  rectangular  beam,  with  flanges  or  pro- 
jections on  each  side  at  top  and  bottom  ;  where  the 
strength  of  the  metal  will  be  most  efifective,  as  being  at 
the  greatest  possible  distance  from 
the  neutral  axis  ffig.  78). 

The  great  question  now  is,  what 
should  be  the  relative  thickness  of 
the  top  and  bottom  flanges,  the 
centre  part  of  the  beam  having 
been  made  as  thin  as  is  consistent 
*  with  sound  casting  ? 
If  the  metal  were  incompressible,  the  t(^  flanges  might 
be  infinitely  thin  ;  if  incapa>)le  of  extension,  the  bottom 
ones  might  be  indefinitely  reduced.  If  it  offered  equal 
resistance  to  tension  and  compression,  the  neutral  axis  would 
occupy  the  centre  of  the  beam,  and  the  top  and  bottom 
flanges  would  reqmre  to  be  of  equal  strength. 

We  are  indebted  to  Mr.  Eaton  Hodgkinaon  for  the 
publication^  of  a  valuable  set  of  experiments  conducted  by 
him,  having  for  their  object  the  determination  of  the  position 

of  the  neutral  axis  in  cast-iron  beams.    The  result  of  his 

'    »    '      — ' 

•  Experimental  Beaearehes  on  tbe  Stiength  and  other  Propertieaof  Caat  Inm, 
tf«,184a.    WiAiA 
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•zperiments  is,  that  in  cast-iron  rectangolar  beams,  Ae 
position  of  the  neutral  axis  at  the  time  <^  fractore  is  at  about 
one-seventh  <^  the  whole  depth  of  the  beam  below  its  iqiper 
Farface.  Hence,  in  girders  with  flanges,  the  thickness  of 
the  bottom  flanges  should  be  six  times  that  of  the  nppei 
ones  fsupposing  them  to  be  of  the  same  width),  in  order  tc 
obtain  the  greatest  strength  with  the  least  metal.  Pracdeally 
it  woold  be  almost  impossible  to  cast  a  beam  thus  proportioned, 
and,  therefore,  the  top  flanges  are  made  of  the  same  thick- 
ness, or  nearly  so,  as  the  bottCMn  ones,  but  of  a  less  width, 
so  as  to  contain  the  same  relative  quantity  of  metal,  dis- 
posed in  a  more  couTenient  form  for  casting  (fig.  15). 

The  difficulty  of  making  sound  castings  where  the  parts 
are  of  unequal  thickness  also  renders  it  necessary  to  make 
the  thickness  of  the  middle  rib  nearly  equal  to  that  of  the 
flanges. 

207.  To  calculate  the  strength  of  a  castriron  beam,  the 
sectional  area  of  whose  top  flanges  is  1-6  of  that  of  the  bottom 
ones,  we  must  find  that  of  a  rectangular  beam  of  the  same 
extreme  depth  and  width,  and  deduct  from  it  the  resistance 
of  the  portions  omitted  between  the  top  and  bottom  flanges 

rfig.  15). 

If  we  call  the  whole  width  of  the  bottom  of  the  beam, 
W,  the  sum  of  the  widths  of  the  two  bottom  flanges,  to,  the 
whole  depth  of  the  beam,  D,  and  the  yertical  distance 
between  the  flanges,  d  (on  the  supposition  that  the  top 
flanges  are  of  the  same  widths  as  the  bottom  ones,  and  1-6  of 
their  thickness,  as  shown  by  the  dotted  lines  in  fig.  78),  the 
distance  between  the  supports^  Z,  the  strength  of  the  material, 
s,  and  if  the  weight  required  to  break  a  beam  when  loosely 
supported  at  the  ends  and  loaded  in  the  middle  be  called  x, 

(Wiyi—iffdi)is 

Then  «= , 

I   • 
and  if  we  take  the  length  in  feet  and  the  other 
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inincheB,  and  call  ^  =  560  lbs.,  which  ifi  not  too  much  for 
the  best  Staffordshire  irons  ;  then 

4  5  =  2,240  lbs.  =  1  ton  ;    and  therefore = 

breaking  weight  in  tons. 

The  value  of  <i  in  this  rule  will  be  D  —  T-6  of  the  thickness 
of  the  bottom  flanges,  and  so  long  as  the  sectional  area  of 
the  top  flanges  is  more  than  1-6  of  that  of  the  bottom  ones*, 
the  rule  may  be  applied  to  girders  of  yariously  proportioned 
flanges,  as  the  additional  strength  gained  by  increasing  the 
size  of  the  top  flanges  beyond  the  proportion  here  named  is 
very  small  in  proportion  to  the  metal  used,  and,  in  neglecting 
to  take  it  into  account,  we  are  sure  to  err  on  the  safe  side. 

208.  It  must  not  be  supposed,  that  because  increasing  the 
thickness  of  the  top  flanges  does  not  materially  increafie  the 
resistance  to  yertical  pressure,  it  is  on  that  account  useless  : 
on  the  contrary,  where  a  beam  is  of  considerable  depth  in^ 
proportion  to  the  widths  of  the  bottW  flanges,  it  will  often 
be  desirable  to  make  the  top  flanges  more  than  1-6  of  the 
bottom  ones,  in  order  to  prevent  the  girder  from  twisting 
laterally,  and  to  increase  the  resistance  to  any  side  thrust  to 
which  it  may  be  exposed  from  brick  arches  or  otherwise. 

209.  In  practice,  it  is  not  desirable  to  load  iron  girders 
beyond  )  of  their  ultimate  strength,  and  they  should  be 
proved  before  use  by  loading  them  to  this  extent  or  a  little 
more,  but  care  should  be  taken  never  to  let  the  proof  exceed 
^  me  breaking  weight,  as  a  greater  load  than  this  strains 
and  distresses  the  metal,  making  it  permanently  weaker.  The 
ultimate  strength  of  a  girder  of  the  usual  proportions  may 
be  approximately  ascertamed  from  its  deflexion  under  proof 

•Itmaft  be  lememlMrtd  tint  in  mtklBg  the  top  fluiges  muTowte than fhA 
bottom  OHM  for  o<mTeiUfMice  of  outing,  as  the  bulk  of  the  metal  la  brooght  neacer 
to  the  neatral  azia  l^  so  doing,  the  seotional  area  of  the  top  flanges  must  beiaiSiir 
more  than  1-6  of  that  of  the  bottom  ones,in  order  to  keep  the  position  of  the  neutal 
axis  tks  same  as  In  a  rectai^nlar  beam. 


<m  the  assomption  that  a  load  eqwA  to  half  the 
weight  will  cause  a  deflection  of  1480th  of  its  length. 

210.  Trussed  TMer  JBoimj.— Timbers  ejpoaed  to  sereie 
strain  require  to  be  trussed  with  iron,  and  this  may  be  done 
in  two  ways  ;  1st,  by  inserting  cast-iron  strats,  as  in  fig.  1^ 
thos  placing  the  whole,  or  nearly  the  whole,  of  the  wood- 

Fig.  76. 


work  in  a  state  of  tendon ;  2d,  by  wronghlrlron  tension 
rods,  as  in  fig.  7T,  which  take  the  whole  <^  the  tension, 

Ftg.n. 


whilst  the  timber  Is  thrown  entirely  Into  cmnpressioQ.  Hie 
latter  mode  oi  trussing  is  now  very  exteaedyely  used  in 
strengthening  the  carriages  of  trayeling  cranes  and  for 
shnilar  purposes  ;  and,  by  its  use,  a  balk  of  timber  whkh 
will  barely  support  its  own  wei^t  safely  without  assstance, 
may  be  made  to  carry  a  load  of  many  tons  without  sensible 
deflection. 


STBEHGTH  OF  BTOBT-POSTS  AND  CAST-IRON  FILLABS. 

211.  Wh^  a  i^eoe  of  timber,  whose  length  is  not  leas 
than  8  or  10  times  its  diameter,  is  ccmipressed  in  the  directioa 
of  Its  length,  as  In  the  case  ci  a  wooden  sUnrj-foet  soi^Kirt- 
ing  a  bressummer,  it  will  give  way  if  loaded  beyond  a  certain 
point,  not  by  crushing,  but  by  bending,  and  will  ultimaftriy 
be  destroyed  by  the  cross-strain,  just  as  a  horizontal  beam 
would  be  by  vertical  pressure  applied  at  right  angles  to  the 
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fibres.  The  rules  for  determining  the  dimensions  of  a  piece 
of  timber  to  snpport  a  given  weight  without  sensible  flexure 
are  very  complicated,  and  are  of  little  practical  yaloe,  as 
they  depend  upon  the  condition  that  the  pressure  is  exactly 
in  the  direction  of  the  axis  of  the  post — a  condition  rarely 
fulfilled  in  practice. 

212.  Wooden  story-posts  haye  been  to  a  great  extent 
superseded  by  the  use  of  cast-iron  pillars,  which  possess  great 
strength  with  a  small  sectional  area,  and  are  on  that  account 
particularly  well  adapted  to  situations  where  it  is  of  con- 
sequence to  avoid  obstructing  light,  as  in  shop-fronts. 

In  determining  the  design  .of  a  cast-iron  pillar,  whose 
length  is  20  or  30  times  its  Kliameter,  two  points  have  to  be 
considered  :  1st,  the  liability  to  flexure  ;  2d,  the  risk  of  the 
ends  being  crushed  by  the  load  not  acting  in  the  direction 
of  the  axis  of  the  pillar. 

The    resfetance  to   flexure  is  greatiy 
#V.  78.        increased  by  ^larging  the  bearing  surface 
II  at  the  ends  of  the  pillar,  as  in  fig.  78, 

11  ^  which,  on  the  other  hand,  increases  the 
liability  of  the  ends  to  fracture,  in  the 
erent  of  the  load  being  thrown  on  the  side  instead  of  on  the 
centre  of  the  column,  by  any  Irregular  settlement  of  the 
bnildmg.  The  judicious  architect  will,  therefore  take  a 
mean  course,  swelling  out  the  capitals  and  bases  of  his  cast- 
iron  pillars  enough  to  prevent  their  shafts  from  bending,  but 
•at  the  same  time  avoiding  any  thin  flanges  or  projections, 
which  might  be  liable  to  be  broken.  No  theoretical  rule  for 
determining  the  proportions  of  a  cast-iron  pillar  depending 
on  the  weight  to  be  supported  can  be  depended  on  in 
practice.  The  real  measure  of  the  strength  of  a  c^t-iron 
story  post  must  be  the  power  of  resisting  any  lateral  force 
which  may  be  brought  against  it ;  and  as  a  slight  side  blow 
will  suffice  to  fracture  a  pillar  which  is  capable  of  supporting 
a  vertical  pressure  of  very  many  tons,  we  have  only  to  make 
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Bore  of  the  lateral  strength,  and  we  are  quite  certain  to  be 
on  the  safe  side  as  regards  any  Tertical  pressore  which  it  may 
have  to  sustain. 

213.  Besides  the  above  cases  of  transTerse  stnun,  there 
are  others  arising  from  irregolar  settlements,  which  are 
amongst  the  greatest  difficnlties  with  which  the  baflder  has 
to  contend.  Thus,  to  take  a  familiar  instance,  the  window 
sills  of  a  dwelling-house  are  often  broken  by  the  settl^nent 
of  the  brick-work  bemg  greater  in  the  piers  than  under  the 
sills,  from  the  greater  pressure  on  the  mortar  joints ;  and 
this  will  take  place  with  a  difference  of  settlement  which  can 
scarcely  be  detected,  even  by  careful  measurement'*'.  We 
need  not  here  enlarge  on  this  subject,  as  we  have  seyeial 
times  in  the  preceding  pages  had  occasion  to  notice  both  the 
causes  of  irregular  settlement,  and  the  precautions  to  be 
taken  for  its  prevention. 

The  strength  of  materials  to  resist  torsion  or  twisting,  as 
in  the  case  of  a  driving  shaft,  is  an  important  consideration 
in  the  construction  of  machinery,  but  is  of  little  consequence 
in  the  erection  of  buildings,  and  therefore  need  not  be  noticed 
in  these  pages.    ' 

•  nie  loader  need  icarody  b«  toU  tbat  ft  ourafU  boildar  wffl«]«ijs  dfffiBr^taaii^ 
iiphit  alUfl  until  lome  time  hM  been  allowed  for  the  lettlement  of  the  brick-voEk, 
k«t  thia  will  not  always  prarent  nltiniate  firactore. 
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SBOnON  IV. 
USE   OF   MATERIALS. 

EXCAVATOR. 

214.  The  digging  required  for  the  fonndations  of  commoo 
bnildings  nsoally  forms  part  of  the  business  of  the  brick- 
layer, and  is  paid' for  at  per  cubic  yard,  according  to  the 
depth  of  the  excavation,  and  the  distance  to  which  the  earth 
has  to  be  wheeled  ;  this  being  estimated  by  the  rum  of  20 
yards. 

In  large  works,  which  require  coffer-dams  and  pumping 
apparatus  to  be  put  down  before  the  ground  can  be  got  out 
for  the  foundations,  the  work  assumes  a  different  character, 
and  is  paid  for  accordingly  ;  the  actual  excavation  being  only 
a  small  item  of  the  total  cost  compared  with  those  of 
dredging,  piling,  puddling,  shoring,  pumping,  Ac. 

The  workmen  required  for  the  construction  of  coffer-dams 
and  similar  works  &re  laborers  of  a  superior  class,  accustomed 
to  the  management  of  pile-engines  and  tackle,  and  competent 
to  the  execution  of  such  rough  carpenter's  work  as  is  required 
in  timbering  large  excavations. 

BBICKLAYEB. 

215.  The  business  of  a  bricklayer  consists  in  the  execution 
of  all  kinds  of  work  in  which  brick  is  the  principal  material ; 
and  in  London  it  always  includes  tiling  and  paving  with 
bricks  or  tiles.  Where  undressed  stone  is  much  used  as  a 
building  material,  the  bricklayer  executes  this  kind  of  work 
also,  and  in  the  country,  the  business  of  the  plasterer  ii 
often  united  with  the  above  named  branches. 
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216.  The  tools  of  the  bricklayer  are  the  trotDd^  to  take 
op  and  spread  the  mortar,  and  to  cut  bricks  to  the  reqolste 
length  :  the  brick  axe^  for  shaping  bricks  to  any  required 
bevel ;  the  tin  saw,  for  making  incisions  in  bricks  to  be  cut 
with  the  axe,  and  a  rvibbifig'stontj  on  which  to  rub  the  bricks 
smooth  after  being  roughly  axed  into  shape.  The  jointer  and 
the  jointing-rule  are  used  for  rimning  the  centres  of  the 
mortar-joints.  The  raker,  for  raking  out  the  mortar  from  the 
joints  of  old  brick-work  previous  to  re-pointing.  The 
hammer,  for  cutting  chases  and  splays.  The  banker  is  a  piece 
<^  timber  about  6  feet  long,  raised  on  supports  to  a  con- 
yenient  height  to  form  a  table  on  which  to  cut  the  bricks  to 
any  required  gauge,  for  which  moulds  and  bevels  are  required. 
The  crowbar,  pick-axe,  and  shovel  are  used  in  digging  out  the 
foundations,  and  the  rammer  in  punning  the  ground  round 
the  footings,  and  in  rendering  the  foundation  firm  where  it  is 
soft  by  beating  or  ramming. 

To  set  out  the  work  and  to  keep  it  tru^,  the  Inricklayer 
uses  the  square,  the  level,  and  the  plumlnrule ;  for  circular  or 
battering  work  he  uses  templets  and  battering^rules  ;  lines  and 
pins  are  used  to  lay  the  courses  by  ;  and  measwring-rods  to 
take  dimensions.  Whea  brick-work  has  to  be  carried  up  in 
conjunction  with  stone-work,  the  height  of  each  course  must 
be  raaxked  on  a  goJu^gtrod,  that  the  joonts  of  each  may 
coincide. 

217.  The  bricklayer  is  supplied  with  bricks  and  mortar 
by  a  laborer,  who  carries  them  in  a  hod.  The  laborer  also 
makes  the  mortar,  and  builds  and  strikes  the  scaffolding. 

218.  The  bricklayer's  scaffold  is  constructed  with  ^amdr 
a/rds,  kdgers,  and  putlogs.  The  standards  are  poles,  from 
40  to  50  ft.  long,  and  0  or  7  in.  diameter  at  the  butt  ends, 
which  are  fimly  bedded  in  the  ground.  When  one  pole  is 
not  sufficently  long,  two  are  lashed  together,  top  and  butt, 
the  lashings  being  tightened  with  wedges.  The  ledgers  are 
horizontal  poles  placed  parallel  to  the  walls,  and  lashed  to 
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the  standarciis  for  the  support  of  the  putlogs.  The  patlogs 
are  cross  pieces,  nsiially  nuuie  of  birch,  and  aboat  6  ft.  long, 
one  end  resting  in  the  wall,  the  other  on  a  ledger.  On  the 
patlogs  are  placed  the  scaffold  boards,  which  are  stoat  boards 
hooped  at  the  ends  to  preyent  them  from  splitting. 

A  bricklayer  and  his  laborer  will  lay  in  a  single  day  about 
1000  bricks,  or  about  two  cubic  yards. 

The  tools  required  for  tiling  are — the  laiMfng-hammer,  with 
two  gauge  marks  on  it,  one  at  t,  and  the  other  at  *l\  inches  ; 
the  iron  lathing  siaff,  to  clinch  the  nails  ;  the  trtrttd^  which  is 
longer  and  narrower  than  that  used  for  brick-work ;  the 
&7jrse,  for  holding  mortar  and  tiles,  with  an  iron  hook  to  hang 
it  to  the  laths  or  to  a  ladder  ;  and  the  striker,  a  piece  of  lath 
about  10  in.  long,  for  clearing  off  the  superfluous  mortar  at 
the  feet  of  the  tiles. 

219.  Brick-work  is  measured  and  valued  by  the  rod,  or 
by  the  cubic  yard,  the  price  including  the  erection  and  use 
of  scaffolding,  but  not  centering  to  arches,  which  is  an  extra 
charge. 

Bricknogging,  payings,  and  facings,  by  the  superficial 
yard. 

Digging  and  steining  of  wells  and  cesspools  by  the  foot  in 
depth,  according  to  size,  the  price  increasing  with  the  depth. 

Plain  tiling  and  pantiling  are  valued  per  square  of  100 
feet  superficial. 

MASOK. 

220.  The  business  of  the  mason  consists  in  worUtig  the 
stones  to  be  used  in  a  building  to  their  required  shape,  and 
in  setting  them  in  their  places  in  the  work.  Connected  with 
the  trade  of  the  mason  are  those  of  the  Stonecutter ,  who  hew9 
and  cuts  large  stones  roughly  into  shape  preparatory  to  their 
being  worJced  by  the  mason,  and  of  the  Ccurver,  who  executes 
the  ornamental  portions  of  the  stone-work  of  a  building,  as 
enriched  comioes,  capitals,  &c. 

83 
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m.  Where  the  valae  of  stone  is  considerable,  it  is  sent 
from  the  qnarry  to  the  building  in  large  blocks,  and  cnt  into 
slabs  and  scantlings  of  the  required  size  with  a  stone-mason's 
saw,  which  differs  from  that  nsed  in  any  other  trade  in  hav- 
ing no  teeth.  It  is  a  long  thin  plate  of  steel,  sllghtlj  jagged 
on  the  bottom  edge,  and  fixed  in  a  frame  ;  and,  being  drawn 
backwards  and  forwards  in  a  horizontal  position,  cuts  the 
stone  by  its  own  weight.  To  facilitate  the  operation,  i 
heap  of  sharp  sand  is  placed  on  an  inclined  plane  over  the 
stone,  and  water  allowed  to  trickle  through  it,  so  as  to  wa^ 
the  sand  into  the  saw-cat.  Of  late  years  machinery  worked 
by  steam-power  has  been  used  for  sawing  marble  into  slabs 
to  a  very  great  extent,  and  has  almost  entirely  superseded 
manual  labor  ia  this  part  of  the  manu&ctnre  of  chimney* 
pieces. 

Some  freestones  are  so  soft  as  to  be  easily  cut  with  a 
toothed  saw  worked  backwards  and  forwards  by  two  pe^ 
sons. 

The  harder  kinds  of  stones,  as  granites  and  gritstones,  are 
brought  roughly  into  shape  at  the  quarry,  with  an  axe  or  a 
Bcappling  hammer,  and  are  then  said  to  be  scappled. 

222.  The  tools  used  by  the  mason  for  cutting  stone  ccm- 
sist  of  the  tnallet  and  c/dsds  of  various  sizes.  The  mason's 
mallet  differs  from  that  nsed  by  any  other  artisan,  bdng 
similar  to  a  dome  in  contour,  excepting  a  portion  of  the 
broadest  part,  which  is  rather  cylindrical ;  the  handle  is 
short,  being  only  sufficiently  long  to  enable  it  to  be  firmly 
grasped. 

In  London  the  tools  used  to  work  the  faces  of  stone  are 
the  point,  which  is  the  smallest  description  of  chisel,  being 
never  more  than  a  quarter  of  an  inch  broad  on  the  cutting 
edge  ;  the  inch  tool;  the  boaster,  which  is  2  in.  wide ;  and 
the  broad  tool,  of  which  the  cutting  edge  is  3^  in.  wide.  Tlie 
tools  used  in  working  mouldings  and  in  carving  are  of  vari- 
ous sizes,  according  to  the  nature  of  the  work. 

Besides  the  above  cutting  tools   the   mason  uses  the 
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homier  or  bench,  on  which  he  places  his  stone  for  conTeni' 
ence  of  working,  and  straight  edges,  squares,  bevels,  and  temr 
plets,  for  marking  the  shapes  of  the  blocks,  and  for  trying 
the  surfaces  as  the  work  proceeds.  Any  angle  greater  or 
less  than  a  right  angle  is  called  a  bevel  angle,  and  a  bevel 
is  formed  by  nailing  two  straight  edges  together  at  the 
required  angle  ;  a  bevel  square  is  a  square  with  a  shifting 
stock  which  can  be  set  to  any  required  bevel.  A  templet  is 
a  pattern  for  cutting  a  block  to  any  particular  shape  ;  when 
the  work  is  moulded,  the  templet  is  called  a  numld.  Moulds 
axe  commonly  made  of  sheet  Tine,  carefully  cut  to  the  profile 
of  the  mouldings  with  shears  and  fiTes. 

For  setting  his  work  in  place  the  mason  uses  the  trowd, 
Unes,  and  pins,  the  square  and  level,  and  plumb,  and  battering 
rules,  for  adjusting  the  faces  of  upright  and  battering  walls. 

223.  The  mason's  scaffold  is  double,  that  is,  formed  with 
two  rows  of  standards,  so  as  to  be  totally  independent  of  the 
walls  for  support,  as  putlog  holes  are  inadmissible  in 
masonry. 

During  the  last  ten  years  the  construction  of  scaffolds 
with  round  poles  lashed  with  cords  has  been  entirely  super- 
seded in  large  works  by  a  system  of  scaffolding  of  square 
timbers  connected  by  bolts  and  dog  irons. 

The  hoisting  of  the  materials  is  performed  from  these 
scaffolds  by  means  of  a  traveling  crane,  which  consists  of  a 
double  traveling  carriage  running  on  a  tramway  formed  on 
stout  sills  laid,  on  the  top  of  two  parallel  rows  of  standards. 
The  crab-winch  is  placed  on  the  upper  carriage,  and,  by 
means  of  the  double  motion  of  the  two  carriages,  can  be 
brought  with  great  ease  and  precision  over  any  part  of  the 
work  lying  between  the  two  rows  of  standards. 

The  facilities  which  are  afforded  by  these  scaffolds  and 
traveling  cranes  for  moving  heavy  weights  over  large  areas, 
have  led  to  their  extensive  adoption,  not  only  in  the  erection 
of  buildings,  but  on  landing  wharfs,  masons  and  ironfound 
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«n^  yards,  and  siinilar  situations,  where  a  great  Baying  4i 
time  and  labor  is  effected  bj  their  use. 

224.  The  moyable  derrick  crane  is  also  mnch  used  in 
setting  mason's  work.  It  consists  of  a  yertical  post  sup- 
ported by  two  timber  backstays,  and  a  long  moyable  jib  or 
derrick  hinged  against  the  post  below  the  gearing. 

By  means  of  a  chain  passed  from  a  barrel  oyer  a  pnlly  at 
the  top  of  the  post,  the  derrick  can  be  raised  almost  to  a 
vertical,  or  lowered  to  an  almost  horizontal  portion,  thm 
enabling  it  to  command  eyery  part  of  the  area  of  a  cirde  of 
a  radins  nearly  eqnal  to  the  length  of  the  derrick.  This  giyes 
it  a  great  advantage  over  the  old  gibbet  crane,  which  only 
commands  a  circle  of  a  fixed  radins,  and  the  use  of  which 
entails  great  loss  of  time  from  its  constantly  requiring  to  be 
shifted  as  the  work  proceeds. 

225.  In  hoisting  blocks  of  stone  they  are  attached  to  ibe 
tackle  by  means  of  a  ample  contriyance  called  a  lewis,  which 
is  shown  in  fig.  79. 

A  tapering  hole  haying  been  cut  in  the  .upper  surface  of 
the  stone  to  be  raised,  the  two  side  pieces  of  the  lewis  are 
inserted  and  placed  against  the  sides  of  the  hole  ;  the  centre 
parallel  piece  a  is  then  inserted  and  secured 
^»g'  '^^'         in  its  place  by  a  pin  passing  through  all 
three  pieces,  and  the  stone  may  then  be 
safely  hoisted,  as  it  is  impossible  for  the 
lewis  to  draw  out  of  the  hole.     By  means 
of  the  lewis,  in  a  slightly  altered  form  from 
that  here  shown,  stones  can  be  lowered  and 
set  under  water  without  diflSculty,  the  lewis 
being  disengaged  by  means  of  a  line  attach- 
ed to  the  parallel  piece ;  the  removal  of  which  allows  the 
others  to  be  drawn  out  of  the  mortice. 

226.  In  stoneKiutting,  the  workman  forms  as  many  (rfaiia 
faces  as  may  be  necessary  for  bringing  the  stone  into  the 
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required  shape,  with  the  least  waste  of  material  and  labor, 
and  on  the  plane  surfaces  so  formed  applies  the  moulds  to 
which  the  stone  is  to  be  worked 

To  form  a  plane  surface,  the  mason  first  knocks  off  the 
snperfluoas  stone  along  one  edge  of  the  block,  as  a,  h  ("fig. 

80),  until  it  coincides  with  a 
Fig. «).  straight  edge  throughout  its 

whole  length  ;  this  is  called 
a  chisd  droMghi.  Another 
chisel  draught  is  then  made 
along  one  of  the  adjacent 
edges  as  by  e,  and  the  ends  of 
the  two  are  connected  by  ano- 
ther draught,  naae;  a  fourth  draught  is  then  sunk  across 
the  last,  as  5,  d,  which  giyes  another  angle  point  d^  in  the 
same  plane  with  a  5,  and  c,  by  which  the  draughts  d  a  and 
a  c  can  be  formed  ;  and  the  stone  is  then  knocked  off  be- 
tween the  outside  draughts  until  a  straight  edge  coincides 
with  the  surface  in  every  part. 

1o  form  cylindrical  or  moulded  surfaces  curved  in  one 
direction  only,  the  workman  sinks  twb  parallel  draughts  at 
the  opposite  end  of  the  stone  to 
be  worked,  until  they  coincide 
with  a  mould  cut  to  the  required 
shape,  and  afterwards  works  off 
the  stone  between  these  draughts, 
by  a  straight  edge  applied  at 
right  angles  to  them  (fig.  81). 
The  formation  of  conical  or 
spherical  surfaces  is  much  less  simple,  and  require  a  know- 
ledge of  the  scientific  operations  of  stone-cutting,  a  description 
of  which  would  be  unsuited  to  the  elemetary  character  of 
tiiese  pages.  « 

227.  The  finely-grained  stones  are  usually  thought  to  a 
snooth  face,  and  rubbed  with  sand  to  produce  a  perfectly 
#ven  surface. 
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In  working  soft  stones,  the  surface  is  brought  to  a  smooth 
Cace  with  the  drag,  wnich  is  a  plate  of  steel,  indented  on  the 
edge  like  the  teeth  of  a  saw,  to  take  off  the  marks  of  the 
tools  employed  in  shaping  it. 

The  harder  and  more  coarsely  gndned  stones  are  generallj 
todkd^  that  is,  the  marks  of  the  chisel  are  left  on  their  face. 
If  the  farrows  left  by  the  chisel  are  disposed  in  r^;ii]ar 
order,  the  work  is  said  to  be  fair-tociUd,  bat  if  otherwise,  it 
may  be  randam-tooUd  or  chiseled  or  boasted  or  painted.  If 
the  stones  project  beyond  the  joints,  the  work  is  said  to  he 
rusHcaUd. 

Granite  and  gritstone  are  chiefly  worked  with  the  scap 
pling  hammer.  In  massiTe  erections,  where  the  stonea  an 
large,  and  a  bold  effect  is  required,  the  fronts  of  the  blocks 
are  left  quite  rough,  as  they  come  out  of  the  quarry,  and  die 
work  is  then  said  to  be  quarry  pUched. 

Many  technical  terms  are  used  by  quarrymen  and  otheis 
engaged  in  working  stone  ;  but  they  need  not  be  inserted 
here,  as  they  are  mostly  confined  to  particular  localities  be- 
yond which  they  are  little  known,  or  perhaps  bear  a  different 
signification. 

228.  When  the  mason  requires  to  give  to  the  joints  of 
his  work  greater  security  than  is  afforded  by  the  weight  of 
the  stone  and  the  adhesion  of  the  mortar*  he  makes  use  of 
joggles,  dowels,  and  cramps. 

Stones  are  said  to  be  joggled  together  when  a  projection 

is  worked  out  on  one  stone  to  fit  into  a  corresponding  hde 

or  groove  in  the  other  {see  fig.  82).     But  this 

Ftg,  82.      occasions  great  labor  and  waste  of  stone,  and 

dowel-joggks  are  chiefly  made  use  of,  which  are 

hard  pieces  of  stone,  cut  to  the  required  si», 

and  let  into  corresponding  mortices  in  the  two  stones  to  be 

joined  together. 

Dowels  are  pins  of  wood  or  metal* used  to  secure  the 
joints  of  stone-work  in  exposed  situations,  as  copings,  pin- 
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nacleS;  &c.  The  best  material  is  copper  ;  but  the  expense 
of  this  metal  causes  it  to  be  seldom  used.  If  iron  be  made 
use  of,  it  should  be  thoroughly  thinned  to  prevent  oxidation, 
or  it  will,  sooner  or  later,  burst  and  split  the  work  it  is  in  • 
tended  to  protect. 

Dowels  are  often  secured  in  their  places  with  lead  poured  in 
firom  above,  through  a  small  channel  cut  in  the  side  of  the 
joint  for  that  purpose  ;  but  a  good  workman  will  eschew 
lead,  which  too  often  finds  his  way  into  bad  work,  and  will 
prefer  trusting  to  very  close  and  workmanlike  joints,  care- . 
fully  fitted  dowels,  and  fine  mortar ;  dowels  should  be  made 
tapering  at  one  end,  which  ensures  a  better  fit,  and  renders 
the  setting  of  the  stone  more  easy  for  the  workman. 

Iron  cram^ps  are  used  as  fastenings  on  the  tops  of  copings, 
and  in  similar  situations  ;  but  they  are  not  to  be  recom- 
mended, as  they  are  very  unsightly,  and,  if  they  once  become 
exposed  to  the  action  of  the  atmosphere,  are  powerfully  de- 
structive agents.  Cast  iron'is,  however,  less  objectionable 
than  wrought  iron  for  this  purpose. 

229  In  measuring  mason's  work,  the  cubic  content  of  the 
stone  is  taken  as  it  comes  to  the  hanker^  without  deduction 
for  subsequent  waste. 

If  the  scantUngi  are  large,  an  extra  price  is  allowed  for 
hoisting. 

The  labor  in  working  the  stone  is  charged  by  the  super- 
ficial foot,  according  to  the  kind  of  work,  as  plain  work,  sunk 
work,  moulded  work,  &c 

Pavings  landings,  &c.,  and  all  stones  less  than  three  in. 
thick,  are  charged  by  the  superficial  foot. 

Copings,  curbs,  window  sills,  &c.,  are  charged  per  lineal 
foot. 

Cramps,  dowels,  mortice  holes,  &c.,  are  always  charged 
separately. 

The  remuneration  of  a  stone-carver  is  dependent  on  his 
talent,  and  the  kind  of  work  he  is  engaged  upon. 
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830.  The  biiBiiiefls  of  the  carpenter  conrisfai  in 
thnben  together,  for  the  constmclaon  of  roofii,  psrtilioDa, 
floors,  &c. 

231.  The  capenter's  prindpal  to<^  are  the  axe,  the  adss, 
the  saw,  and  the  dusel,  to  which  may  be  added  the  dhalk, 
line,  plomb-mle,  IctcI,  and  aqnare.  The  vork  of  the  eaipen- 
ter  does  not  require  the  nse  of  the  {daiie,  which  is  one  of 
the  principal  tools  of  the  joiner,  and  this  forms  the  princqal 
distinction  between  these  trades,  the  carpenter  being  engaged 
in  the  roo^  frame-work,  and  the  j/ome^  on  the  finishings  and 
decorations  of  bnOdings. 

292.  The  principles  of  firaming  hare  been  already  foBj 
described  in  the  1st  section  of  tiiis  work,  and  we  shall,  thoe- 
fore,  confine  onr  remarks  on  the  operations  of  the  carpeDiUr 
to  a  description  of  the  prindpaljolntsmadenseof  in  framing. 

Timbers  that  haye  to  be  joined  in  the  direction  of  their 
length,  are  scarfed,  as  shown  in  fig.  83  ;  the  double  wedgo. 
a  a,  ser?e  to  bring  the  timbers  home,  when  thej  are  secnied, 

«lg.  83. 


either  by  bolts,  as  shown  at  6  6  or  by  straps,  as  at  c  (^  tJie 
latter  being  the  most  perfect  and  the  most  expensire  fas- 
tening. 

Fig.  84  shows  the  manner  of  connecting  the  foot  of  a 
principal  rafter  with  a  tie-beam.    The  bolt  here  shown  keeps 
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the  rafter  in  its  place,  and  preyents  it  from  B]4)ping  away 
from  the  abntment  cat  for  it,  which,  by  throwing  the  thmst 
on  the  tenon,  would  probably  split 
it.  The  end  of  the  rafter  should 
be  cut  with  a  square  butt,  so 
that  the  shrinkage  of  the  tim- 
ber will  not  lead  to  any  settle- 
ment. 

The  connection  of  the  foot  of 
a  king-post  with  the  tie-beam  to 
be  suspended  from  it  is  shown  in 
fig.  85. 

The  king-post  should  be  eut  somewhat  short,  to  give  the 
power  of  screwing  up  the  framing  after  the  timber  has  be- 
.  come  fully  seasoned.  The  tie-beam  may  be  suspended  from 
the  king-post,  either  by  a  bolt,  as  shown,  or  by  a  strap  passed 
round  Jhe  tie-beam  and  secured  by  iron  wedges  or  cotters, 
passing  through  a  hole  in  the  king-post ;  this  last  is  the 
more  perfect,  but  at  the  same  time  the  more  expensive  of  the 
two  methods. 

Fig.  85  also  shows  the  manner  in  which  the  feet  of  the 
struts  butt  upon  the  king-post.  They  are  slightly  tenoned 
to  keep  them  in  their  places.  The  ends  of  a  strut  should  be 
out  off  as  nearly  square  as  possible,  otherwise,  when  the  tim- 
ber shrinks,  which  it  always  does,  more  or  less,  the  thrust  is 
thrown  upon  the  edge  only,  which  splits  or  crushes  under  the 
pressure,  and  causes  settlement. 

This  is  shown  out  by  the  dotted  lines  on  the  right-hand 
side  of  the  cut.    The  dotted  lines  on  the  opposite  side  of  the 
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figure  show  a  similar  effect,  produced  by  the  shrinking  d  the 
king-post,  for  which  there  is  no  prerentire  but  making  it 
of  oak,. or  some  other  hard  wood.  The  same  obserratioDS 
apply  to  the  connections  of  the  principal  rafters  with  the  top 
of  the  king-post,  which  are  managed  in  a  precisely  similar 
manner. 
In  figures  86,  87,  and  88,  are  shown  different  methods 


Fig.  86. 


Fig.m. 


fii  fixing  purlins,  which  are  sufficiently  explained  by  tke 
figures  to  need  no  further  description. 


Fig.es. 


In  figures  44,  45,  46,  and  47,  are  shown  the  modes  of 
framing  the  ends  of  binding  joists  into  girders,  and  of  con- 
necting the  ceiling  joists  with  the  binders ;  and  as  these  have 
been  ahready  described  under  the  head  of  "  Floors,"  it  it 
innecessaiy  here  to  say  anything  further  on  the  subjeet 
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Ab  a  general  rale,  all  timbers  should  be  notched  down  to 
those  on  which  thej  rest,  so  as  to  prevent  their  being  moved 
either  lengthways  or  sideways.  Where  an  npright  post  has 
to  be  fixed  between  two  horizontal  sUls,  as  in  the  case  of  the 
uprights  of  a  common  framed  partition,  it  is  simply  tenoned 
into  them,  and  the  tenons  secured  with  oak  pins  driven 
through  the  cheeks  of  the  mortice. 

233.  The  carpenter  requires  considerable  bodily  strength 
for  the  handling  of  the  iimbers  on  which  he  has  to  work  ; 
he  should  have  a  knowledge  of  mechanics,  that  he  may  under- 
stand the  nature  of  the  strains  and  thrusts  to  which  his  work 
is  exposed,  and  the  best  method  of  preventing  or  resisting 
them  ;  and  he  should  have  such  a  knowledge  of  working 
drawings  as  will  enable  him,  from  the. sketches  of  the 
architect,  to  set  out  the  Urns  for  every  description  of  center- 
ing and  framing  that  may  be  entrusted  to  him  for  execution. 

234.  In  measuring  carpenters'  work  the  tenons  are  included 
in  the  length  of  the  timber  :  this  is  not  the  case  in  joiners' 
work,  in  which  they  are  allowed  for  in  the  price. 

The  labor  in  framing,  roofs,  partitions,  floors,  &c.,  is  either 
valued  at  per  square  of  100  superficial  feet,  and  the  timber 
charged  for  separately,  or  the  timber  is  charged  as  ''  fixed  in 
place,"  the  price  varying  according  to  the  labor  od  it.  as 
"  cube  fir  in  bond,"  "  cube  fir  framed,"  "  cube  fir  wrougni 
and  framed,"  &c.  For  shoring  \  of  the  value  of  the  timber 
is  allowed  for  use  and  waste. 
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235.  The  work  of  the  joiner  consists  in  framing  and 
jfwmg  together  the  wooden  finishings  and  decorations  of 
buildings,  both  internal  and  external,  such  as  floors,  stair- 
cases, framed-partitions,  skirtings,  solid  door  and  window 
frames,  hollow  or  cased  window  frames,  sashes  and  shutter^ 
doors,  columns  and  entablatures,  chimney-pieces,  &c.,  &c. 
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The  jomer's  work  requires  smch  greater  aoeoracj  and 
finish  than  that  of  the  carpenter,  and  diffeis  materially  from 
it  in  being  bronght  to  a  smooth  snrfitce  with  the  |toie 
wherever  exposed  to  Tiew,  whilst  in  carpenters^  work  the 
timber  is  left  rough  as  it  comes  from  the  saw. 

.  236.  The  joiner  nses  a  great  variety  of  tools ;  the  principal 
ciUHng  tools  are  saws,  plames,  and  chisels. 

Of  saws  there  are  manj  varieties,  distinguished  from  eadi 
other  by  their  shape  and  by  the  siz^  of  the  teeth. 

The  rijpper  has  B  teeth  in  3  inches  ;  the  half -ripper  3  teeth 
to  the  inch  ;  the  ha^d  saw  15  teeth  in  4  inches  ;  the  pa/nd 
sa/w  6  teeth  to  the  inch. 

The  tenon  sa/w,  used  for  cutting  tenons,  has  about  8  teetli 
to  the  inch,  and  is  strengthened  at  the  back  by  a  thick  piece 
of  iron,  to  keep  the  blade  from  bncUing.  The  sash  saw  is 
similar  to  the  tenon  saw,  bat  is  backed  with  brass  instead  of 
iron,  and  has  13  teeth  to  the  mch.  The  davetaU  saA»  is  sdll 
smaller,  and  has  15  teeth  to  the  inch. 

Besides  the  above,  other  saws  are  used  for  particular  par- 
poses,  as  the  compass  saw,  for  catting  circalar  work,  and  Hie 
key-hole  9aw,foT  catting  oat  small  holes.  The  carcase  saw  is 
a  large  kind  of  dovetail  saw,  having  aboat  11  teeth  to  an 
inch. 

237.  Planes  are  also  of  many  kinds ;  those  called  hemA 
pla/nes — ^as  the  jack  plame,  the  trying  plane,  the  longjdane,  the 
jointer,  and  the  smoothing  plame,  are  used  for  bringing  the 
staff  to  a  plane  sarface.  The  jack  plane  is  aboat  18  inches 
long,  and  is  nsed  for  the  roomiest  work.  The  trying  plane 
is  about  22  in.  long,  and  used  after  the  jack  plane  for  tr^mg 
np,  that  is,  taking  off  shavings  the  whole  length  of  the  stuff ; 
whilst  in  using  the  jack  plane  the  workman  stops  at  every 
arm's-length.  The  long  plane  is  2  ft.  3  in.  long,  and  is  used 
when  a  piece  of  stuff  is  to  be  tried  up  very  straight.    The 
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jajmiei'  is  2  ft.  6  in.  long,  and  is  nsed  for  trjingnpor^A^Mlim^ 
the  joints,  in  the  same  waj  as  the  trying  pkue  is  nsed  fof 
trjring  np  the/a«e  of  the  staff.  The  smocihing  plame  is  small^ 
being  onlj  1^  in.  long,  and  is  used  on  almost  all  occasions 
for  cleaning  off  finished  work. 

Rebate  planes  are  nsed  for  sinking  rebates  {see  fig.  89 ), 
and  vary  in  their  size  and  shape  according  to  their  respectaTe 
uses.  Rebate  planes  differ  from  bench  planes 
in  having  no  handle  rising  ont  of  the  stock, 
and  in  discharging  their  shavings  at  the  side. 
Amongst  the  rebate  planes  may  be  mentioned 
the  nuwing  JUkster  and  the  sash  fiUister,  the 
Qse^  of  which  will  be  better  understood  by 
inspection  than  from  any  description. 

Moulding  planes  are  nsed  for  sticking  monldings,  as  the 
operation  of  forming  mouldings  with  the  plane  is  called. 
When  mouldings  are  worked  ont  with  chisels  instead  of  with 
plaoes,  they  are  said  to  be  worked  hf  kamd.  Of  the  class 
of  moulding  plane%  although  kept  separate  in  the  tool  chesty 
are  hcUaws  and  rownds  of  various  sizes. 

There  are  other  kinds  of  planes  besides  the  above  \  as  the 
plough,  for  sinking  a  groove  to  receive  a  projecting  tongue ; 
the  bead  pUme,  for  sticking  beads  ;  the  snipe  billy  for  forming 
quirks  ;  the  compass  plane  and  the  forkstaff  piame,  for  forming 
concave  and  convex  cylindrical  surfaces.  The  shape  and  we 
of  these  and  many  other  tools  used  by  the  jomer  will  be 
better  understood  by  a  visit  to  the  joiner's  shop  than  by  any 
verbal  description. 

238.  Chisels  are  also  varied  in  their  form  and  use.  Some 
are  used  merely  with  the  pressure  of  the  hand,  as  the  paring 
chisel;  others,  by  the  aid  of  the  mallet,  as  the  socket  chisel*, 
for  cutting  away  superfluous  stuff ;  and  the  mortice  chisel,  for 
cutting  mortices.    The  gouge  is  a  curved  chisel. 

•  Named  from  the  iron  fonning  a  socket  to  reoeire  a  wooden  handle. 

84 
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239.  The  joiner  uses  a  great  varietj  of  boring  toob,  ai 
the  bradrawl,  gimlet,  and  stock  cmd  hit.  The  last  form  but 
one  tool,  the  stock  being  the  handle,  to  the  bottom  of  which 
may  be  fitted  a  varietj  of  steel  bits  of  di£Ferent  bores  and 
shapes,  for  boring  and  widening  out  holes  in  wood  and  metal, 
as  coumtersinks,  rimers,  and  tajpar  shdl  hits. 

240.  The  screw  driver,  pinars,  hammer,  mallet,  hatchet,  and 
adze,  are  too  well  known  to  need  description. 

The  gauge  is  nsed  for  drawing  lines  on  a  piece  of  stuff 
,  parallel  to  one  of  its  edges. 

The  hench  is  one  of  the  most  important  of  the  joiner's  im- 
plements. It  is  furnished  with  a  vertical  sideboard,  perfo- 
rated with  diagonal  ranges  of  holes,  which  recdve  tiie 
hench  fin  on  which  to  rest  the  lower  end  of  a  piece  of  stdF 
to  be  planed,  whilst  the  npper  end  is  firmly  clamped  by  the 
hench  screw. 

The  mitre  hoz  is  used  for  catting  a  piece  of  stuff  to  a  mitre 
or  angle  of  45  degrees  with  one  of  its  sides. 

The  joiner  uses  for  setting  out  and  fijdng  his  work — the 
straight  edge,  the  square,  the  bevel  or  square  with  a  shifting 
blade,  the  mitre  square,  the  level,  and  the  plumb  rule. 

In  addition  to  the  tools  and  implements  above  enumerated, 
the  execution  of  particular  kinds  of  work  require  other  arti- 
cles, as  cylinders,  templets,  cramps,  Ac, 
Fig.  90.  the  description  of  which  would  unneces- 

sarily extend  the  limits  of  this  volume. 

The  principal  operations  of  the  joiner 
are  sawing,  planing,  dovetaOing,  mortis- 

p-J-I^L «  ing,  and  scribing. 

I  r  The  manner  of  forming  a  docetaU  is 

I  I  shown  in  fig  90.    The  projecting  part,  a, 

is  called  the  pin,  and  the  hole  to  receive  it  is  called  tbo 
eocket* 
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MorHsvng  is  shown  in 
Fig.  91. 


fig.  91  ;  the  projecting  piece  iE 
called  the  temn,  and  the  hole 
formed  to  receive  it  the  mortice. 
The  tenon  is  sometimes  pinried  in 
its  place  with  oak  pins  driven 
throngh  the  cheeks  of  the  mor- 
tice ;  bnt  in  forming  doors,  shut- 
ters, &c.,  the  tenon  is  secured 
with  tapering  wedges  driven  into 
the  mortice,  which  is  cut  slightly 
wider  at  the  top  than  at  the  bottom,  the  adhesion  of  the 
glne  with  which  the  wedges  are  first  rubbed  over,  making  it 
impossible  for  the  tenon  afterwards  to  draw  out  of  its  place. 
241 .  Joints  in  the  length  of  the  stuff  may  be  either  square, 
as  at  a,  fig.  92,  or  rebated,  as  at  &,  or  grooved  and  tongued, 

Fig.  92. 


c  d 

as  at  c,  or  grooved  on  each  edge  and  a  tongue  let  in,  as  at  d. 
242.  Scribing  is  the  drawing  on  a  piece  of  stuff  the  exact 
profile  of  some  irregular  surface  to  which  it  is  to  be  made  to 
fit :  this  is  done  with  a  pair  of  compasses,  one  leg  of  which  is 
made  to  travel  the  irregular  surface,  the  other  to  describe  a 
line  parallel  thereto  along  the  edge  of  the  stuff  to  be  cut. 

243/  In  the  execution  of  circular,  or,  as  it  is  termed,  swee^ 
work,  there  are  four  different  methods  by  which  the  stuff  can 
be  brought  to  the  required  curve : — 

1st.  It  ma/  be  steamed  and  bent  into  shape. 
2nd.  It  may  be  glued  up  in  thicknesses,  as  shown  in  fig. 
93,  which  must,  when  thoroughly 
dry,  be  planed  true,  and,  if  not  to 
to  be  painted,  covered  with  a  thin 
veneer  bent  round  it. 

3rd.    It  may  be  formed  in  thin 
thicknesses,  as  shown  in  fig.  94, 


jP«g.93. 
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bent  round  and  glned  np  in  a  moald.    This  may  be 
ad  the  most  perfect  of  all  the  methods  in  use. 


Fig,  94. 


Fig.  95. 


Fig.  96 

-^-U^ 

LIOM 

-r^^^ 

Fig.  97. 


Lastly.  It  may  be  formed  by  sawing  a  number  of  notches 
on  one  side,  as  shown  in  fig.  95,  by  which  means  it  becomes 
easily  bent  in  that  direction,  but  the  carve  produced  by  tldi 
means  is  very  irregular,  and  it  is  an  inferior  mode  of  execu- 
tion compared  to  the  othersw 

When  a  number  of  boards  are  secured  together  by  cross- 
pieces  or  ledges  nailed  or  screwed  at  the  back,  the  work 
is  said  to  be  kdged  {see  fig.  96). 
Ledged  work  is  used  for  common 
purposes,  as  cellar  doors,  outside 
shutters,  &c. 

Framed  work  (fig.  9T),  consnts  of 
5/yfes  and  raQs  mortised  and  tenoned 
together,  and  fiDed  in  with  pannds; 
the  edges  of  ^i^ch  fit  in  grooras  enl 
in  the  styles  and  rails. 
Work  is  said  to  be  clamped  when  it  js  prevented  from 
warping  or  splitting  by  a  rail  at  each  end,  as  in  fig.  98  ;  if 
the  ends  of  the  rail  are  cut  of^  as  shown 
at  a,  it  is  said  to  be  mitre  clamped. 

There  are  two  ways  of  laying  floors 
practised  by  joiners.  In  laying  what  is 
called  a  straight  joint  floor,  from  the 
joints  between  the  boards  running  in  aa 
unbroken  line  from  wall  to  wall,  eadi 
board  is  laid  down  and  nailed  in  sncces- 
sion,  being  first  forced  firmly  against  the  one  last  }fid  witk 
s  flooring  cramp. 


tt^m^y^  1  1 

t 
It. 

1 

m 

Fig  98. 


AKT  OF  BUIU>XK6.  4^3 

FMhg  floors  are  laid  by  nailing  down  first  ev^rj  fifth 
board  rather  closer  together  than  the  united  widths  of  fonr- 
boards,  and  forcing  the  intermediate  ones  into  the  space 
left  for  them  by  jumping  over  them  ;  this  method  of  laying 
floors  is  resorted  to  when  the  stuff  is  imperfectly  seasoned 
and  is  expected  to  shrink,  but  it  should  never  be  allowed  in 
good  work. 

The  narrower  the  stuff  with  ^^ch  a  floor  is  laid  the  less 
will  the  joints  open,  on  account  of  the  shrinkage  being  dis- 
tributed over  a  greater  number  of  joints. 

The  floor  boards  may  be  nailed  at  their  edges  and  grooved 
and  tongued  or  dowelled,  if  it  be  wished  to  make  a  very  ^ 
perfect  floor.  Dowelling  is  far  superior  to  grooving  and 
tonguing,  because  the  cutting  away  the  stuff  to  receive  the 
tongue  greatly  weakens  the  edges  of  the  joint,  which  are 
spt  to  curl. 

244.  Glue  is  an  article  of  great  importance  to  the  joiner ; 
the  strength  of  his  work  depending  much  upon  its  adheeive 
properties. 

The  best  glue  is  made  firom  the  sJdns  of  animals ;  tiiat 
firom  the  sinewtf  or  homjf  parts  being  of  inferior  quality. 
The  strength  of  the  glue  increases  with  the  age  of  tJie  ai»- 
mals  firom  which  the  skins  are  taken. 

Joiners'  work  is  measored  by  the  superficial  foot,  acoord- 
ing  to  its  description. 

Floors  by  the  square  of  100  superficial  feet 

Handrails,  small  mouldings,  water-trunks,  and  gimilar 
articles,  per  lineal  foot. 

Cantilevers,  trusses,  cut-brackets,  scrolls  to  handrails,  Ac, 
are  valued  per  piece. 

Ironmongery  is  charged  for  with  the  work  to  which  it  is 
attached  ;  the  joiner  being  allowed  20  per  cent,  profit  upon 
the  prime  cost. 

The  principal  articles  of  ironmongery  used  in  a  building 
consist  of  nadls  and  screws,  sash  puUies,  bolts,  hinges,  lodu^ 
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laiekeif  and  sash  shutter  fumUwre,  beddes  a  great  variely  of 
-  miscellaneoiis  articles,  which  we  hare  not  space  to  enumerate 

Of  the  different  kinds  of  hinges  may  be  mentioned  hook  and 
eye  hinges  J  for  gates,  coach-house  doors,  &c.;  butts  and  badb' 
fiapSf  for  doors  and  shutters  ;  crosss-garMis  of  H  form,  whidi 
are  used  for  hanging  ledged  doors,  and  other  inferior  work  ; 
H-  and  H-~  hinges,  whose  name  is  deriyed  from  their  shape  ; 
and  parliament  hinges. 

Besides  these  are  used  risiag  butts,  for  hanging  doOTS  to 
rise  oyer  a  carpet,  or  oUier  impediment ;  projecting  buUs, 
used  when  some  projection  has  to  be  cleared,  and  sprimg 
hinges  and  stcing  centres  for  self-shutting  doors. 

The  variet J  of  locks  now  manufactured  is  almost  infinite. 
We  may  mention  the  stock  lock,  cased  in  wood,  for  commoo 
work.  Bim  locks  which  hare  a  metal  case  or  rim,  and  are 
attached  to  one  side  of  a  door :  they  should  not  be  used 
when  a  door  has  sufficient  thickness  to  allow  of  a  mortice 
lock,  as  they  often  catch  the  dresses  of  persons  pasang 
through  the  doorway.  Mortice  locks,  as  the  name  implies, 
are  those  which  are  morticed  to  the  thickness  of  a  door. 

The  handles  and  escutcheons  are  called  the  furniture  of  a 
lock,  and  are  made  of  a  great  variety  of  materials,  as  brassy 
bronze,  ebony,  ivory,  glass,  &c. 

Of  latches,  there  are  the  common  thuMsib  latch,  the  bew 
latch,  with  brass  knobs,  the  brass  pulpit  latch  and  the  morlke 
latch. 

The  sawyer  is  to  the  carpenter  and  joiner  what  the  stone- 
cutter is  to  the  mason. 

The  pit  saw  is  a  large  two-handed  saw  fixed  in  a  frame, 
and  moved  up  and  down  in  a  vertical  direction,  by  two  men, 
called  the  top-man  ana  the  pit-man;  the  first  of  whom  stands 
on  the  timber  that  is  to  be  cut,  the  other  at  the  bottom  of 
the  saw  pit.  The  timber  is  Uned  oiU  with  a  chalk  line  on  its 
upper  surface,  and  the  accuracy  of  the  work  depends  mainly 
on  the  top-man  keying  the  saw  to  the  line,  whence  thepro- 
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Twbial  ezpressioii  top  sa/uxr,  meaning  one  who  directs  any 
undertaking.  -• 

In  sawing  np  deals  and  battens  into  thicknesses  for  the 
joiner's  use,  the  parallelism  of  the  cats  is  of  the  utmost  im- 
portance, as  the  operation  of  takirig  out  of  vnndiTig,  a  piece 
of  uneven  stuff,  causes  a  considerable  waste  of  material,  and 
much  loss  of  time. 

Circular  saws,  moved  by  steam-power,  are  now  much  used 
in  large  establishments,  timber  yards,  &c.,  and  effect  a  great 
saving  of  labor  over  the  use  of  the  pit  saw,  where  the  tim- 
bers to  be  cut  are  not  too  heavy  to  be  easily  handled.  Th6 
saw  is  mounted  in  the'  middle  of  a  stout  bench,  furnished 
with  guides,  by  means  of  which  the  stu£^to  be  cut  is  kept  in 
the  required  direction,  whilst  it  is  pushed  against  the  saw, 
which  is  the  whole  of  the  manual  labor  required  in  the  ope- 
ration. 

SLATER. 

245.  The  business  of  the  slater  consists  chiefly  in  covering 
the  roofs  of  houses  with  slates,  but  it  has  of  late  years  being 
very  much  extended  by  the  general  introduction,  of  sawn 
slate,  as  a  material  for  shelves,  cisterns,  baths,  chimney- 
pieces,  and  even  for  ornamental  purposes. 

We  propose  here  to  describe  only  those  operations  of  the 
slater  which  have  reference  to  the  covering  of  roofs. 

246.  Besides  the  tools  which  are  in  use  among  other  arti- 
ficers, the  slater  uses  one  peculiar  to  his  trade  called  the  zaz, 
which  is  a  kind  of  hatchet,  with  a  sharp  point  at  the  back. 
It  Lb  used  for  trimming  slates,  and  making  the  holes  by 
which  they  are  nailed  in  their  places. 

241.  Slates  are  laid  either  on  boarding  or  on  narrow  bat- 
tens, from  2  to  3  inches  wide,  the  latter  being  the  more 
common  method,  on' account  of  its  being  less  expensive  than 
the  other. 

The  nails  used  should  be  either  copper  or  zinc;  iron  nails, 
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though  sometiines  used,  being  objectionable,  fron  their  Im- 

ability  to  roBt. 

Eyerj  slate  should  be  fastened  with  two  nails,  except  in 
'tte  most  inferior  work. 

The  upper  surface  of  a  slate  is  called  its  bade,  the  under 
surface  the  bed  the  lower  edge  the  tail,  the  upper  edge  the 
kuuL  The  part  of  each  course  of  slates  exposed  to  Tiew  k 
called  the  margin  of  the  course,  and  the  width  of  the  margin 
is  called  the  gauge. 

The  band  or  lap  is  the  distance  which  the  lower  edge  of 
any  course  overlaps  the  slates  of  the  second  course  below, 
measuring  from  the  nail-hole. 

In  preparing  slates  for  use,  the  sides  and  bottom  edges 
are  trimmed,  and  the  nail-holes  punched  as  near  the  head  as 
can  be  done,  without  risk  of  breaking  the  slate,  and  at  a 
uniform  distance  from  the  tail. 

The  lap  having  been  decided  on,  the  guage  will  be  equal 
to  half  the  distance  from  the  tail  to  the  nail-hole,  less  the  lap. 
Thus  a  countess  slate,  measuring  19  in.  from  tail  to  nail,  if 

19  in. — 3  in. 
laid  with  a  Sin.  lap,  would  show  amarginof = 


Sin.  (iS^ figs.  99.  100.) 
Fig.  99. 


2 
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The  battens  are  of  course  nailed  on  the  rafters  at  tlie 
gauge  to  which  the  slate  will  work.  If  the  slates  are  of 
differeDt  lengths,  they  must  be  sorted  into  sizes,  and  gauged 
accordingly,  the  smallest  sizes  being  placed  nearest  the  ridge 
The  lap  should  not  be  less  than  2,  and  need  not  exceed  3  is 
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It  18  essential  to  the  souadiiess  as  well  as  the  appearasoe 
of  slaters'  work,  that  the  slates  should  all  be  of  the  same 
width,  and  the  edges  perfectly  tme. 

The  Welsh  slates  are  considered  the  best,  and  are  of  a 
light  sky  bine  color.  The  Westmoreland  slates  are  of  a  doll 
greenish  hne. 

248.  Slaters'  work  is  measured  by  the  square  of  100  su- 
perficial feet,  allowances  being  made  for  the  trouble  of  cut- 
ting the  slates  at  the  hips,  eaves,  round  chimneys,  &c. 

Slabs  for  cisterns,  baths,  shelves,  and  other  sawn  work, 
are  charged  per  superficial  foot,  according  to  the  thickness 
of  the  slab  and  the  labor  bestowed  on  the  work. 

Eubbed  edges,  grooves,  &c.,  are  charged  per  lineal  foot. 

Table  of  Sizes  of  Roofing  Slates. 


Dbcbfbon. 

Slsa 

Arerage 
gauge  in 

No.  of 

sqcutree 

1200  wiU 

oorer. 

Wright 
per  1200 
intone. 

No.  re. 
qnired 
to  oorer 

one 
square. 

No.  of 

nulla 

required 

to  one 

square. 

Length. 

Breadth. 

inchee. 

ft.    in. 

ft.    in. 

Doubles  .  . 

1     1 

0    6 

^H 

2 

H 

480 

480 

TAdies  .  .  . 

1     4 

0    8 

7 

4K 

IK 

280 

280 

Countesses 

1     8 

0  10 

9 

7 

2 

176 

352 

Duchesses 

2     0 

1     0 

lOK 

10 

3 

127 

254 

Imperials   . 

2    6 

2    0 

) 

Bs^  and 

Queens 

3    0 

2    0 

V  a  ton  will  cover  2>^  to  2>|{  sqnarea. 

Weetmore. 

. 

lands,  of 

do.           2                  do. 

▼arioQS 

sixes. 

Inch  slab  per  superficial  weighs  14  Ibe. 


PLASTERER. 


249.  The  work  of  the  plasterer  consists  in  covering  the 
brickwork  and  naked  timber  walls,  ceilings,  and  partitioai 
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with  plaster,  to  prepare  them  for  painting,  papering,  or  dk» 
tempering;  and  in  forming  cornices,  and  such  decorafirg 
portions  of  the  finishings  of  bnildings  as  may  be  required  to 
be  executed  in  plaster  or  cenfent. 

250.  The  plasterer  nses  a  yarietj  of  tools,  of  which  the 
following  are  the  principal  ones  : — 

The  drag  is  a  three-pronged  rake,  used  to  mix  the  hair 
with  the  mortar  in  preparing  coarse  stuff. 

The  hawk  is  a  small  square  board  for  holding  stuff  on, 
with  a  short  handle  on  the  under  side. 

Trowels  are  of  two  kinds,  the  laying  and  smoothing  tod, 
jnth  which  the  first  and  the  last  coats  are  laid,  and  the 
gauging  trowel  J  used  for  gauging  fine  stuff  for  cornices,  &c. ; 
these  are  made  of  various  sizes,  from  3  to  t  in.  long. 

Of  floats,  which  are  used  in  floating,  there  are  three  kinds, 
yiz.,  the  Derby,  which  is  a  rule  of  such  a  length  as  to  require 
two  men  to  use  it,;  the  hand  fl^oaJt,  which  is  used  in  finishing 
stucco  ;  and  the  quirk  float,  which  is  used  in  floating 
angles. 

MovMs,  for  running  cornices,  are  made  of  sheet  copper, 
cut  to  the  profile  of  the  moulding  to  be  formed,  and  fixed  in 
a  wooden  frame. 

Stopping  and  picking  out  tools  are  made  of  steel,  7  or  8  in. 
long,  and  of  various  sizes.  They  are  used  for  modeling, 
and  for  finishing  mitres  and  returns  to  cornices. 

251.  Materials, — Coarse  stuff,  or  lime  and  hair,  as  it  ii 
usually  called,  is  similar  to  common  mortar,  with  the  addition 
of  hair  from  the  tanners'  yard,  which  is  thoroughly  mixed 
with  the  mortar  by  means  of  the  drag. 

Fine  stuff  is  made  of  pure  lime,  slaked  with  a  sinaD 
quantity  of  water,  after  which,  sufficient  water  is  added  to 
bring  it  to  the  consistence  of  cream. 

It  is  then  allowed  to  settle,  and  the  superfluous  water 
being  poured  off,  it  is  left  in  a  binn  or  tub  to  remain  in  a 
lemifluid  state  until  the  evaporation  of  the  water  has  brought 
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it  to  a  proper  thickness  for  use.  In  nsing  fine  stuff  for 
letting  ceilings,  a  small  portion  of  white  hair  is  mixed 
with  it 

Stucco  is  made  with  fine  stuff,  and  clean-washed  sand.  ThLi 
is  Qsed  for  finishing  work  intended  to  be  painted. 

Gauged  stuffs  is  formed  of  fine  stnff  mixed  with  plaster  of 
Paris,  the  proportion  of  plaster  varying  according  to  the 
rapidity  with  which  the  work  is  required  to  set.  Gauged 
stuff  is  used  for  running  cornices  and  mouldings. 

Enrichments,  such  as  pateras,  centre  flowers  for  ceilings, 
&c.,  are  first  modeled  in  clay,  and  aftefwards  cast  of  plaster 
of  Paris  in  wax  or  plaster  moulds.  Papier  mach6  ornaments 
also  are  much  used,  and  have  the  advantage  of  being  very 
light,  and  being  easily  and  securely  fixed  with  screws. 

The  variety  of  compositions  and  cements  made  use  of  by 
the  plasterer  is  very  great.  Roman  cement,  Portland  cement, 
mid  lias  cement,  are  the  principal  ones  used  for  coating  build- 
mgs  externally.  Martin's  and  Keene's  cements  are  well 
adapted  for  all  internal  plastering  where  sharpness,  hardness, 
and  delicate  finish  are  required. 

252.  Operations  of  Plastering. — When  brick-work  is 
plastered,  the  first  coat  is  called  rendering. 

In  plastering  ceilings  and  partitions,  the  first  operation  is 
lathing.  This  is  done  with  single,  one  and  a  half,  or  doubU 
laths ;  these  names  denoting  their  respective  thicknesses. 
Laths  are  made  of  wood:  if  hard  wood,  wrought  iron 
nails  are  used,  but  cast  iron  may  be  employed  with  soft 
wood.  The  thickest  laths  are  used  for  ceilings,  as  the  strain 
on  the  laths  is  greater  in  a  horizontal  than  in  an  upright 
position. 

Pricking  up  is  the  first  coat  of  plastering  of  course  stuff 
upon  laths  ;  when  completed,  it  is  well  scratched  over  with 
the  end  of  a  lath,  to  form  a  key  for  the  next  coat. 

Laid  work  consists  of  a  simple  coat  of  coarse  stuff  over  a 
wall  or  ceiling. 
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7SotH»ai  work  is  a  cheap  descriptioa  of  pksteiiiigy  in 
which  the  first  coat  is  only  roughed  over  with  a  bTOom,  aad 
afterwards  set  with  fine  staff,  or  with  gauged  stuff  in  the 
better  descriptions  of  work. 

The  laying  on  of  the  second  coat  of  plastering  is  called 
Jloatvng,  from  its  being  floated,  or  brought  to  a  plane  sm&oe 
with  the  float. 

The  operation  of  floating  is  performed  by  sorronnding  the 
surface  to  be  floated  with  narrow  strips  of  plastering,  called 
screeds,  brought  perfectly  upright,  or  level,  as  the  case  may 
be,  with  the  level  or  plumb-rule  ;  thus,  in  preparing  for 
floating  a  ceiling,  nails  are  driven  in  at  the  angles,  and  aloqg 
the  sides,  about  10  ft.  apart,  and  carefully  a^^usted  tea 
horizontal  plane,  by  means  of  the  level.  Other  nails  are 
then  adjusted  exactly  opposite  to  the  first,  at  a  distance  d 
t  or  8  in.  from  them.  The  space  between  each  pair  of  nails 
.  is  filled  up  with  coarse  stuff,  and  leveled  with  a  hand  float ; 
this  operation  forms  what  are  called  dots.  When  the  doS 
are  sufficiently  dry,  the  spaces  between  the  dots  are  filled  up 
flush  with  coarse  stuff,  and  floated  perfectly  true  with  a  float- 
ing rule;  this  operation  forms  a  screed,  and  is  continued  until 
the  ceiling  is  surrounded  by  one  continuous  so-eed,  perfectiy 
level  throughout.  Other  screeds  are  then  formed,  to  divide 
the  work  into  bays  about  8  ft.  wide,  which  are  soccessirely 
filled  up  flush,  and  floated  level  with  the  screeds. 

The  screeds  for  floating  walls  are  formed  in  ezactiy  the 
same  manner,  except  that  they  are  adjusted  with  the  plumb- 
rule  instead  of  the  level. 

After  the  work  has  been  brought  to  an  even  sufece  with 
the  floating  rule,  it  is  gone  over  with  the  hand  float,  and  a 
little  soft  stuff,  to  make  good  any  deficiencies  that  may 
i^pear. 

The  operation  of  forming  screeds  and  floating  work,  whidi 
is  not  either  vertical  or  horizontal,  as  a  plaster  floor  laid 
with  a  fall,  is  analogous  to  that  of  taking  the  face  of  a  stone 
out  of  winding  with  chisel-drafts  and  straight  edges  in  e 


y^ 
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eat&g ;  the  principle  being  in  each  case  to  find  three  pointi 
in  the  same  plane,  from  which  to  extend  operations  over  the 
whole  surface. 

Setting. — ^When  the  floating  is  abont  half  dry,  the  setting 
or  finishing  coat  of  fine  staff  is  laid  on  with  the  smoothing 
trowel,  which  is  alternately  wetted  with  a  brush  and  worked 
OTer  with  the  smoothing  tool,  until  a  fine  surface  is  obtained. 

Stucco  is  laid  on  with  the  largest  trowel,  and  worked  over 
with  the  hand  float,  the  work  being  alternately  sprinkled 
with  water,  and  floated  until  it  becomes  hard  and  compact, 
after  which  it  is  finished  by  rubbing  it  over  with  a  dry  stock 
brush. 

The  water  has  the  effect  of  hardening  the  face  of  the 
stucco,  so  that,  after  repeated  sprinklings  and  trowelings,  it 
becomes  very  hard,  and  smooth  as  glass. 

253.  The  above  remarks  may  be  briefly  summed  up  as 
follows.  The  commonest  kind  of  work  consists  of  only  one 
coat,  and  is  called  renderings  on  brick-work,  and  layings  if 
on  laths.  If  a  second  coat  be  added,  it  ^ecomes  two-coat 
work,  as  render-set,  or  lath  lay  and  set.  When  the  work  is 
floated,  it  becomes  three-coat  work,  aud  is  re/ndtr^  floaty  and 
set,  for  brick-work,  and  laih,  lay,  float,  and  set,  for  oeUings 
and  partitions  ;  ceilings  being  set  with  fine  stuff,  with  a  little 
white  hAxt,  and  walls  intened  for  paper  with  fine  stuff  and 
sand  ;  stucco  is  used  where  the  work  is  to  be  painted. 

.  Rough  stucco  is  a  mode  of  finishing  staircases,  passages, 
^.,  in  imitation  of  stone.  It  is  mixed  with  a  large  propor- 
tion of  sand,  and  that  of  a  coarser  quality  than  troweled 
stucco,  and  is  not  smoothed,  but  left  rough  from  the  hand 
float,  which  is  covered  with  a  piece  of  felt,  to  raise  the  grit 
of  the  sand,  to  ^ve  the  work  the  appearance  of  stone. 

Rovgh  cast  is  a  mode  of  finishing  outside  work,  by  dash- 
ing over  the  second  coat  of  plastering,  whilst  quite  wet,  a 
layer  of  rough-cast,  composed  of  well-washed  gravel,  mixed 
up  with  pure  lime  and  wat^,  till  the  whole  is  in  a  semifluid 
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Puggvng  is  Hning  the  spaces  between  floor  joists 
:;oarse  stuff,  to  prevent  the  passage  of  sonnd,  or  between  two 
stones,  and  is  done  on  laths  or  roagfa  boarding. 

In  the  midland  districts  of  England,  reeds  are  mach  used 
instead  of  laths,  not  only  for  ceilings  and  partitions,  bnt  foi 
floors,  which  are  formed  with  a  thick  layer  of  coarse  ganged 
stuflf  upon  reeds.  Floors  of  this  kind  are  extensirrfy  used 
about  Nottingham ;  and,  from  the  secnrity  against  fire 
iiflforded  by  the  absence  of  wooden  floors,  Nottingham  houses 
are  proverbially  fire-proof. 

254.  Plasterer's  work  is  measured  by  the  superficial  yard ; 
cornices  by  the  superficial  foot ;  enrichments  to  cornices  by 
the  lineal  fool ;  and  centre  flowers  and  other  decorations  at 
per  piece. 

MSMORANDA. 

Lathvng. — One  bundle  of  laths  and  384  nails  will  cover  5 
yards. 

Eenderimg. — 187^  yards  require  H  hundred  of  lime,  2 
double  loads  of  sand,  and  5  bushels  of  hair. 

Floating  requires  more  labor,  but  only  half  as  mudi 
material  as  rendering. 

Setting, — 375  yards  require  1^  hundred  of  lime,  and  5 
bushels  of  hair. 

Render  set. — 100  yards  require  Ij^  hundred  of  lime,  1 
double  load  of  sand,  and  4  bushels  of  hair.  Plasterer, 
laborer,  and  boy,  3  days  each. 

Lathf  lay,  and  set. — 130  yards  of  lath,  lay,  anfl  set,  require 
1  load  of  laths,  10,000  nails,  2^  hundred  of  lime,  1}  double 
load  of  sand,  and  t  bushels  of  hail.  Plasterer,  laborer,  and 
boy,  6  days  each. 

SMITH  AND  XROXFOUNDER. 

255.  The  smith  inmishes  the  various  articles  ci  wroi^t 
iron  work  used  in  a  building ;  as  pileshoes,  straps,  screw* 
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boltSy  dog-irons,  chimney  bars^  gratings,  wrcnghlriron  rail- 
ing, and  wronghlriron  balustrades  for  staircases.  Wrooght 
iron  was  formerly  mach  used  for  many  purposes,  for  which 
cast  iron  is  now  almost  exclusively  employed  ;  the  improve- 
ments effected  in  casting  during  the  present  century  having 
made  a  great  alteration  in  this  respect. 

The  operations  of  the  ironfounder  have  been  described  in 
Section  II.  of  this  volume,  and  therefore  we  have  only  here 
to  enumerate  some  of  the  principal  articles  which  are 
furnished  by  him. 

Besides  cast-kon  columns,  girders,  and  sunilar  articles 
which  are  cast  to  order,  the  founder  supplies  a  great  variety 
of  articles  which  are  kept  in  store  for  immediate  use ;  ai 
cast-iron  gratings,  balconies,  rain-water  pipes  and  guttering, 
air  traps,  coal  plates,  stoves,  stable  fittmgs,  iron  sashes,  &c. 

Both  wrought  and  cast-iron  work  are  paid  for  by  weight, 
except  small  articles  kept  in  store  for  immediate  use,  which 
are  valued  per  piece. 

lb*. 

One  cubic  foot  of  cast  iron  weighs  about  450 
Ditto  wrought  „  415 

Ditto  closely  hammered  485 

256.  The  Coppersmith  provides  and  lays  sheets  of  copper 
for  covering  roofs ;  copper  gutters,  and  rainwater  pipes ; 
washing  and  brewing  coppers ;  copper  cramps  and  dowels 
for  stonemasons'  work ;  and  all  other  copper  work  in  a 
building  ;  but  the  ^ost  of  the  material  in  which  he  works 
prevents  its  general  use  ;  and  the  washing  copper  is  fre- 
quently the  only  part  of  a  building  which  requires  the  aid 
of  this  artificer.  Sheet  copper  is  paid  for  by  the  superficial 
foot,  according  to  weight,  and  pipes  and  gutters  per  lineal 
foot ;  copper  in  dowels,  bolts,  &c.,  at  per  pound. 

257.  Warmng  apparatus^  steam  and  gasJUHngs,  and  simi* 
lar  kinds  of  work,  are  put  up  by  the  mechanical  engineer, 
who  also  manufactures  a  great  variety  of  articles,  which  are 
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purchased  in  parts,  and  pat  together  and  fixed  b j  tki 
plumber,  as  pnmps,  taps,  wateiH^loset  i^jparatos,  Ac 

258.  The  bdlrhamger  provides  and  hangs  the  bells  required 
for  commnnicating  between  the  different  parts  of  a  boilding, 
and  connects  them  with  their  puMs,  or  handles,  by  means  of 
cranks  and  wires. 

The  action  of  the  poll  upon  the  bell  should  be  as  direct^ 
and  effected  with  as  few  cranks  as  possible ;  and  the  cranks 
and  wires  should  be  concealed  from  yiew,  both  to  protect 
them  from  injury,  and  on  account  of  their  unaghtlj  aj^iear- 
ance. 

In  ail  superior  work,  the  wires  are  conducted  along  con- 
oealed  tub€»,  fixed  to  the  walls  before  the  plasterer's  work 
is  commenced.  The  simplest  way  of  arranging  the  wires  is 
to  oarry  them  up  in  separate  tubes  to  the  roof,  where  they 
may  all  be  conducted  to  one  point,  and  brought  down  a 
chase  in  the  walls  to  the  part  of  the  basement  where  tiie 
bells  are  hung.  By  this  means  very  few  cranks  are  required, 
and  a  broken  wire  can  be  rq>laoed  at  any  time  without 
trouble. 

259.  Bell-hangers'  work  is  paid  for  by  the  number  of  belb 
hung ;  the  price  being  determined  by  the  manner  in  iThich 
the  work  is  executed.  The  fumiiure  to  the  pulls  is  chaiged 
in  addition,  at  per  piece. 

PLUICBEB. 

260.  The  work  of  the  plumber  chiefly  consists  in  laying 
sheet  lead  on  roofs,  lining  cisterns,  laying  on  Water  to  the 
different  parts  of  a  building,  and  fixing  up  pumps  and  water 
closets. 

261.  The  plumber  uses  but  few  tools,  and  those  are  of  a 
simple  character ;  the  greater  number  of  them  being  similar 
to  those  used  by  other  artificers,  as  hammars^  nuUlOs,  flames, 
ckuds,  gouges,  files,  &c.    The  principal  tool  peculiar  to  the 
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trade  of  the  plumber  is  the  hat,  which  is  made  of  beech, 
about  18  in.  long,  and  is  used  for  dressing  and  flattening* 
sheet  lead.    For  soldering  also  the  plumber  uses  iron  ladles, 
of  yarious  sizes,  for  melting  solder,  and  grazing  irons,  for 
smoothing  down  the  joints. 

262.  The  sheet  lead  used  by  the  plumber  is  either  ctist  or 
mlled,  the  former  being  generally  cast  by  the  plumber  him- 
self out  of  old  lead  taken  in  exchange  \  whilst  the  latter, 
which  is  cast  lead,  flattened  out  between  rollers  in  a  flatting 
mill,  is  purchased  from  the  manufacturer.  Sheet  lead  is  de- 
scribed according  to  the  weight  per  superficial  foot,  as  5-lb. 
lead,  6-lb.  lead,  &x^ 

Lead  pipes,  if  of  large  diameter,  are  made  of  sheet  lead, 
dressed  round  a  wooden  core,  and  soldered  up. 

Smaller  pipes  are  cast  in  short  lengths,  of  a  thickness 
three  or  four  four  times  that  of  the  intended  pipe,  and  either 
drcuion  or  rolkd  out  to  the  proper  thickness. 

Soft  Solder  is  used  for  uniting  the  joints  of  lead-work. . 
It  is  made  of  equal  parts  of  lead  and  tin,  and  is  purchased 
of  the  manu^M^turer  by  the  plumber,  at  a  price  per  lb.,  ao- 
cording  to  the  state  of  the  market. 

263.  Laying  of  Sheet  Lead, — In  order  to  secure  lead- 
work  from  the  injurious  effects  of  contraction  and  expansion, 
when  exposed  to  the  heat  of  the  sun,  the  plumber  is  careftd 
not  to  confine  the  metal  by  soldered  joints  or  otherwise. 
All  sheet  lead  should  be  laid  to  a  suf&cient  current j  to  keep 
it  dry  ;  a  fall  of  1  in.  in  10  ft.  is  sufficient  for  this  purpose, 
if  the  boarding  on  which  the  lead  is  laid  be  perfectly  eyen. 
Joints  in  the  direction  of  the  current  are  made  by  dressing 
the  edges  of  the  lead  oyer  a  wooden  roll,  as  shown  in  fig. 
101. 

Joints  in  the  length  of  the  current  are  made  with  driftf 
as  shown  on  the  left-  handnside  of  fig.  102. 


^    ^  *      BTIDIMEXTS  OV  THX 

426 

¥ig.  101.  Fi^.  102. 


FtaMmgs  are  pieces  of  lead  turned  down  over  the  ed^^es  of 
the  other  lead-work,  which  is  tv/med  up  against  a  wall,  as 
shown  on  the  right-hand  side  of  fig.  102,  and  serve  to  keep 
the  wet  from  finding  its  way  between  the  wall  and  the  lead. 
The  most  secure  way  of  fixing  them  is  to  boild  them  into 
the  joints  of  the  brickwork,  but  the  common  method  is  to 
insert  them  about  an  inci  into  the  mortar  joint,  and  to  secnre 
them  with  wall  hooks  and  cement.     {See  fig.  102.) 

264.  A  very  important  part  of  the  business  of  the  plumber 
consists  in  fitting  up  cisterns,  pumps,  and  water-closet  appa- 
ratus, and  in  laying  the  different  services  and  wastes  con- 
nected with  the  same. 

265  Plumber's  work  is  paid  for  by  the  cwt.,  milled  lead 
being  rather  more  expensive  than  cast. 

Lead  pipes  are  charged  per  foot  lineal,  according  to  size. 

Pumps  and  water-closet  apparatus  are  charged  at  so  much 
each,  according  to  descr^tion ;  as  also,  basins,  air  traps, 
washers  and  plugs,  spindle  valves,  stop-cocks,  ball-cocks,  &c. 

Tabk  of  the  Wdgkt  of  Ltad  Pijpes,  per  yard. 

Bora.  lb.     va, 

^inch 3  3 

I    „  • 5  7 

1      „  8  0 

U    „  11  0 

li    „  U  0 

a      „  .    .  21  0 

ZmC  WOREEB. 

266.  The  use  of  sheet  lead  has  been  to  a  certun  extent 
superseded  by  the  use  of  sheet  zinc,  which,  from  its  cheap- 
and  lightness,  id  very  extensively  used  for  almost  all 
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purposes  to  which  uheet  lead  is  applied.  It  is,  however,  a 
very  inferior  material,  and  not.  to  be  depended  upon.  The 
laying  of  it  is  generally  executed  by  the  plumber  ;  but  the 
working  of  zinc,  and  manufacturing  of  it  into  gutters,  rain- 
water pipes,  chimney  cowls,  and  other  articles,  is  practised 
as  a  distinct  business. 

OLAZIBR. 

267.  The  business  of  the  glazier  consists  in  cutting  glass, 
and  fixing  it  into  lead-work,  or  sashes.  The  former  is  the 
oldest  description  of  glazing,  and  is  still  used,  not  only  for 
cottage  w  iudows,  and  inferior  work,  but  for  church  windows, 
and  glazing  with  stained  glass,  which  is  cut  into  pieces  of 
the  required  size,  and  set  in  a  leaden  framework  ;  this  kind 
of  glazing  is  qsS\&^  fretwork. 

268.  Glazvng  in  sashes  is  of  comparatiyely  modem  intro- 
duction. The  sash-bars  are  formed  with  a  rebaU  on  the  out- 
side, for  the /reception  of  tl^e  glass,  which  is  cut  into  the 
rebates,  and  firmly  bedded  and  hack^tied  to  keep  it  into  its 
place.  Large  squares  are  also  sprigged^  or  secured  with 
small  brads  driven  into  the  sash  bars. 

269.  Glazvng  in  lead-work  is  fixed  in  leaden  rods,  called 
comes,  prepared  for  the  use  of  the  glamer  by  being  passed 
through,  a  glazier's  vice,  in  which  they  receive  the  grooves 
for  the  insertion  of  the  glass.  The  sides  or  cheeks  of  the 
grooves  are  sufficiently  soft  to  allow  of  their  being  turned 
down  to  admit  the  glass,  and  again  raised  up  and  firmly 
pressed  against  it  after  its  insertion.  ^ 

For  common  lead-work,  the  bars  are  soldered  together,  so 
as  to  form  squares  or  diamonds.  In  fretwork,  the  bars,  in- 
stead of  being  used  straight,  are  bent  round  to  the  shapes 
of  the  different  pieces  of  glass  forming  the  device— lead- 
work  is  strengthened  by  being  attached  to  saddle  bars  of 
iron,  by  leaden  bands  soldered  to  the  lead-work,  and  twisted 
round  the  iron. 
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Patty  18  made  of  pounded  whitings  beaten  np  with  Unseed 
oil  into  a  tough,  tenacious  cement. 

270.  The  principal  tool  of  the  glazier  is  the  diawumd, 
which  is  used  for  cutting  glass.  This  tool  consists  of  ai 
unpolished  diamond  fixed  in  lead,  and  fastened  to  a  handle 
of  hard  wood. 

The  glazier  uses  a  hoMng  out  knifes  for  cutting  out  old 
putty  from  broken  squares  ;  and  the  stopping  ktdfe^  for  laying 
and  smoothing  the  putty  when  stoppwg-in  glass  into  sashes. 

For  setting  glass  into  lead-work  the  seUing  kmft  is  used. 

Besides  the  above,  the  glazier  requires  a  square  and 
straight  edges,  a  rule  and  a  pi^ir  of  compasses,  for  diyiding 
the  tables  of  glass  to  the  required  sizes. 

Also  a  hammer  and  brushes,  for  sprigging  large  squares, 
and  cleaning  off  the  work. 

The  giazki^s  vict  has  already  been  mentioned  ;  the  lolfter- 
4ifi  is  a  pointed  piece  of  hard  wood,  with  which  the  groOTet 
of  the  cames  are  cleared  out  and  widened  for  receiving  the 

271.  Cleaning  windows  is  an  important  branch  of  the 
glazier's  business  in  most  large  towns  ;  the  glazier  taking 
upon  himself  the  cost  of  repairing  all  glass  broken  in 
cleaning. 

272.  Glaziers'  work  is  valued  by  the  superficial  foot,  the 
price  increasing  with  the  size  of  the  squares.  Irregular 
panes  are  taken  of  the  extreme  dimensions  each  way. 

Grown  glass  ^p  blown  in  circular  tables  from  3  ft.  6  in.  to  5 
ft.  diameter,  and  is  sold  in  craUs,  the  number  of  tables  in  a 
crate  varying  according  to  the  quality  of  the  glass. 
A  crate  oohtams  12  tables  of  best  quality. 
„  ;,        15      „         second  do. 

18      „        third    do. 
PLite  glass  is  ou^  on  large  plates  on  horizontal  tabk% 
and  afterwaids  polished. 
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The  manufactiire  of  sheet  or  spread  glass,  whidi  was  for- 
merly considered  a  verj  inferior  article,  has  of  late  years 
been  much  improved  ;  much  is  now  sold,  after  being  polished, 
onder  the  name  of  Patent  Plate. 


PAINTER,   PAPERHANOER,   AND    DECORATOR. 

273.  The  bosiness  of  the  house-painter  consists  in  cover- 
ii%,  with  a  preparation  of  white  lead  and  oU,  snch  portions 
'  of  the  joiner's,  smith's,  and  plasterer's  work  as  reqaire  to  be 
protected  from  the  action  of  the  atmosphere.  Decoratiye 
painting  is  a  higher  branch,  requiring  a  knowledge  of  the 
harmony  of  colors,  and  more  or  less  of  artistic  skill,  accord- 
ing to  the  nature  of  the  work  to  be  executed.  The  intro- 
duction of  fresco  painting  into  this  country  as  a  mode  of  in- 
ternal decoration  has  led  to  the  employment  of  some  of  the 
first  artists  of  the  day  in  the  embellishment  of  the  mansions 
of  the  wealthy ;  and  the  example  thus  set  will,  no  doubt, 
be  extensively  followed. 

214.  The  principal  materials  used  by  the  painter  are  tokite 
bad,  which  forms  the  basis  of  almost  all  the  colors  used  in 
house-painting ;  linseed  ail  and  spirits  of  turpefntvne,  used  for 
mixing  and  dOuting  the  colors  ;  and  dryers,  as  litharge, 
sugar  of  lead,  and  white  vitriol,  which  are  mixed  with  the 
colors  to  facilitate  their  drying.  Fnity,  made  of  whiting 
and  linseed  oil,  is  used  for  stoppirig  or  filling  up  nail  holes, 
and  other  vacuities,  in  order  to  bring  the  work  to  a  smooth 
face. 

275.  The  painter's  tools  are  few  and  simple  ;  they  consist 
of  the  grwtdvng  stone  and  muUer,  for  grinding  colors  ;  ea/rihm 
pots,  to  hold  colors  ;  caTis,  for  oil  and  turps  ;  dkpaiki  kfdfe, 
and  brushes  of  various  sizes  and  descriptions. 

276.  In  painting  wood-work,  the  first  operation  consists 
in  kUUng  the  knots,  from  which  the  turpentine  would  other- 
wise exude  and  spoil  the  work.    To  effect  this,  the  knots  an 
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eorered  with  fresh  slaked  lime,  wldch  dries  op  and  burns  oat 
the  turpentine.  When  this  has  been  on  twentj-fonr  bovs, 
it  is  scraped  off,  and  the  knots  painted  over  with  a  ndxtore 
of  red  and  white  lead,  mixed  with  glne  size.  After  this  they 
are  gone  over  a  second  time  with  red  and  white  lead,  mixed 
with  linseed  oil.  When  dry,  thej  most  be  mbbed  perfectly 
smooth  with  pumice  stone,  and  the  work  is  ready  to  recelre 
the  priming  coat.  This  is  composed  of  red  and  white  lead, 
well  dilated  with  linseed  oil.  The  nidi  holes  and  other  mi- 
perfections  are  then  stopped  with  putty,  and  the  succeeding 
coats  are  laid  on,  the  work  being  robbed  down  between  each 
coat,  to  bring  it  to  an  even  surface.  The  first  coat  after  the 
priming  is  mixed  with  Unseed  oil  and  a  little  turpentine.  The 
second  coat  with  equal  quantities  of  linseed  oil  and  tmrpen- 
tine.  In  laying  on  the  second  coat,  where  the  work  is  not  to 
be  finished  white,  an  approach  must  be  made  to  the  required 
color.  The  third  coat  is  usually  the  last,  and  is  made  with  a 
base  of  white  lead,  mixed  with  the  requisite  color,  and 
diluted  with  one-third  of  linseed  oil  to  two*thirds  of  turpen- 
tine. 

Painting  on  stucco,  and  all  other  work  in  which  the  sur- 
face is  required  to  be  without  gloss,  has  an  additional  coat 
mixed  with  turpentine  only,  which,  from  its  drying  of  one 
uniform  ^0/  tint,  is  called  a  flatting  coat. 

If  the  knots  show  through  the  second  coat,  they  must  be 
carefully  covered  with  silver  leaf. 

Work  finished  as  above  described  would  be  technically 
specified  as  knotted,  primed,  painted  three  oils,  and  flatted. 

Flatting  is  almost  indispensable  in  all  delicate  interior 
work,  but  it  is  not  suited  to  outside  work,  as  it  will  not  bear 
exposure  to  the  weather. 

27 T.  Painting  on  stucco  is  primed  with  boiled  Imseed  oil, 
and  should  then  receive  at  least  three  coats  of  white  lead 
and  oil,  and  be  finished  with  a  flat  tint.  The  great  secret 
of  success  in  painting  stucco  is  that  the  surface  should  be 
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perfectly  dry  ;  and,  as  this  can  hardly  be  the  case  in  less 
than  two  years  after  the  erection  of  a  building,  it  will  always 
be  advisable  to  finish  new  work  in  distemper,  which  can  be 
washed  off  whenever  the  walls  are  sufficiently  dry  to  receive 
the  permanent  decorations 

278.  Gravning  is  the  imitation  of  the  grain  of  various 
kinds  of  woods,  by  means  of  grcming  tooU^  and,  when  well 
executed,  and  properly  varnished,  has  a  handsome  appeaiv 
ance,  and  lasts  many  years.  The  term  graining  is  also 
applied  to  the  imitation  of  marbles. 

219.  Clear  coling  (from  dairt  coMt^  i.  e.  transparent  siee, 
Fr.),  is  a  substitution  of  size  for  oil,  in  the  preparation  of 
the  priming  coat.  It  is  much  resorted  to  by  painters  on 
<^;count  of  the  ease  with  which  a  good  face  can  be  put  on 
the  work  with  fewer  coats  than  when  oil  is  used  ;  but  it  will 
not  stand  damp,  which  causes  it  to  scale  off,  and  it  should 
never  be  used  except  in  repainting  old  work,  which  is  greasy 
or  smoky,  and  cannot  be  made  to  look  well  by  any  other 
means. 

280.  Distempering  is  a  kind' of  painting  in  which  whiting 
is  used  as  the  basis  of  the  colors,  the  liquid  medium  being 
size  ;  it  is  much  used  for  ceilings  and  walls,  and  always  will 
require  two,  and  sometimes  three  coats,  to  give  it  a  uniform 
appearance. 

281.  Painters'  work  is  valued  per  superficial  yard,  accord- 
ing to  the  number  of  coats,  and  the  description  of  work,  as 
common  colors,  fancy,  colors,  party  colors,  &c. 

Where  work  is  cut  in  on  both  edges,  it  is  taken  by  the 
lineal  foot.  In  measuring  railings,  the  two  sides  are  measured 
as  flat  work.  Sash  frames  are  valued  per  piece,  and  sashes 
at  per  dozen  squares. 

282.  The  manufacture  of  scagliola,  or  imitation  marble, 
is  a  branch  of  the  decorator's  business,  which  is  carried  to 
very  great  perfection. 
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Scagliola  is  made  of  plaster  of  Paris  and  different  earthy 
colors,  which  are  mixed  in  a  trough  in  a  moist  state,  and 
blended  together  nntO  the  required  effect  is  produced,  wheb 
the  composition  is  taken  from  the  trough,  laid  cm  the  plaster 
ground,  and  well  worked  into  it  with  a  wooden  beater,  and 
a  small  ganging  trowel  When  quite  hard,  it  is  smoothed, 
scraped,  and  polished,  until  it  assumes  the  appearance  of 
marble. 

Scagliola  is  valued  at  per  superficial  foot,  according  to  the 
description  of  marble  imitated,  and  the  execution  of  tJie 
work. 

283.  Gilding  is  executed  with  leaf  gold,  which  is  furnish- 
ed by  the  gold-beater  in  books  of  25  leaves,  each  leaf 
measuring  3|  in.  by  3  in.  The  parts  to  be  gilded  are  first 
prepared  with  a  coat  of  gold  size,  which  is  made  of  Oxford 
ochre  and  fat  oil. 

284.  The  operations  of  the  paper-hanger  are  too  simple  to 
reqmre  description. 

A  piece  of  paper  is  12  yards  long,  and  is  20  ins.  wide, 
when  hung,  and  covers  6  ft  superficial ;  hence  the  number 
of  superficial  feet  that  have  to  be  covered,  divided  by  60, 
will  give  the  number  of  pieces  required. 

Paper^angers'  work  is  valued  at  per  piece,  according  to 
the  value  of  the  paper. 

The  trades  of  the  plumber,  glazier,  painter,  paper-hanger, 
and  decorator  are  often  carried  on  by  the  same  person. 

DBAINAGE. 

285.  The  principal  classes  of  buildings  as  subjects  for 
water  supply  and  drainage,  are — 1.  Dwellings  ;  2.  Manu&o- 
tories  ;  and  3.  Public  buildings. 

ThiBre  is  no  certain  date  upon  which  to  calculate  the  ext^t 
of  the  arrangement  to  be  provided  for  the  joint  purposes  of 
supplying  water  and  discharging  sewerage.    In  England  the 
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oalcnlatioDS  of  water  companies  are  nsnallj  based  upon  the 
Tental  paid  for  each  house  as  an  index  to  the  consumption  of 
water  within  it,  and  in  this  way  they  recognize  an  abnoet 
infinite  nomber  of  classes. 

286.  It  is  estimated  that  20  gallons  of  water  is  the 
average  daily  quantity  for  each  inhabitant  of  a  town,  and 
that  this  quantity  is  sufficient  to  allow  also  for  an  ordinary 
proportion  of  manufacturing  operations,  for  the  supply  of 
public  buildings,  and  for  the  extinction  of  fires.  It  is 
estimated  that  a  bulk  of  water  measuring  6  feet  in  length  by 
I^  feet  in  width  and  1  ft.  in  depth,  will  suffice  for  the  ablution 
of  one  person  in  the  baths.  This  quantity  will  equal  9  cubic 
feet,  or  about  54  gallons. 

281.  Sewers  and  drains  were  formerly  deyised  with  the 
single  object  of  making  them  large  enough,  by  which  it  was 
supposed  that  their  full  efficiency  was  secured.  But  sluggish- 
ness of  the  action  is  now  recognized  as  the  certain  conse- 
quence of  excess  equally  as  of  deficiency  of  declination.  A 
small  stream  of  liquid  matter  extended  over  a  wide  surface, 
and  reduced  in  depth  in  proportion  to  this  width,  suffers 
retardation  from  the  want  of  declivity  in  the  current.  Hence 
a  drain  which  is  disproportionally  large  in  comparison  to  the 
amount  of  drainage  is  concentrated  within  a  more  limited 
channel,  a  greater  rapidity  is  produced,  and  every  addition 
to  the  contents  of  the  aids  by  the  full  force  of  its  gravity  in 
propelling  the  entire  quantity  forward  to  the  point  of  dis- 
charge. 

288.  There  are  four  conditions  which  are  to  be  regardia 
as  indispensable  in  the  construction  of  all  drains  from  all 
buildings  whatsoever.  These  conditions  are — First.  That  the 
enture  length  of  drain  is  to  be  constructed  and  maintained 
with  sufficient  declivity  towards  the  discharge  into  the  sewer 
to  enable  the  average  proportion  and  quantity  of  liquid  and 
solid  matters  committed  to  it  to  maintain  a  constamt  and 
wmfnterrwj^  motion,  and  that  stagnation  shall  never  ocerr. 

86 
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Second.  That  the  entire  length  of  drain  is  to  be  eonstnicM 
and  maintiuned  in  a  condition  of  r/mipkU  tnjKmuaMdy,  m 
that  no  portion  of  the  mattes  pat  into  it  diould  escape  tnm 
it.  Third.  That  the  head  of  the  drain  diall  be  00  efficioilif 
trapped  that  no  gaseous  or  volatile  properties  or  prodocte 
can  possibly  arise  from  its  contents.  Foai:th.  That  the 
lower  extremity  of  the  drain,  or  the  point  of  its  commamGa- 
tion  with  the  sewer,  shall  be  so  properly,  completely,  and 
durably  formed,  that  no  interruption  to  the  flow  of  the 
drainage  or  escape  shall  take  place,  and  that  no  facility  shall 
be  offered  for  the  npward  progress  of  the  sewerage  in  ease  the 
sewer  becomes  surcharged,  and  thus  tends  to  produce  such 
an  effect. 

289.  The  common  occuption  of  the  basement  stories  of 
bouses,  as  kitchens  and  water  closets,  has  made  it  appear 
desireable  to  depress  the  drains  and  sewers,  in  order  lo 
recdve  the  refuse  matters  below  the  level  of  these  base- 
ments ;  but  as  this  object  inyolves  one  or  both  of  the  eyib 
we  have  pointed  out,  viz :  deficient  declirity  and  consequent 
stagnation  in  the  druns,  and  a  general  system  of  sewers 
sunk  so  deeply  in  the  ground  that  incomparable  expense  and 
difficulty  are  created  in  construction,  access,  and  repairs,  the 
purpose  of  basement  draining  should  be  abandoned,  and 
practicable  methods  sought  of  deliyering  the  entire  drainage 
at  the  level  of  the  surface  ground. 
290.  Brict-work  does  not  seem  to  be  peculiarly  fitted  for 
drains.  It  requires  smoothness  and  tightness.  Stoneware, 
i^more  economical  for  this  purpose  than  iron  tubing,  and  is 
entirely  free  from  the  chance  of  corrosion  and  permeability. 
By  glazing  the  interior  surface,  moreoYer,  tubes  of  this  ware 
are  made  peculiarly  suitable  for  adoption  in  forming  drains ; 
and  carefully  made  socket  jomts  laid  in  the  direction  of  the 
current  are  cheaply  executed,  if  moulded  conically  and  lated 
with  a  little  cement  of  the  best  qua.lity.  The  size  of  tbe 
drain  pipes  has  to  be  graduated  according  to  the  quantity  to 
be  passed  through  them. 
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391.  The  trapping  of  the  hea.d  of  the  drain,  so  as  to  pre* 
▼ent  the  ascent  of  smell  and  impure  gas  from  the  drain  into 
the  building,  is  an  indispensable  requirement  in  draining  ap- 
paratus. Simplicity  of  construction  and  permanence  of 
action  are,  of  course,  required,  with  the  least  original  outlay 
at  which  these  qualities  can  be  obtained. 

292.  The  lower  connection  of  the  house  drain  with  the 
public  sewer  is  the  last  point  of  importance  to  which  we  al- 
lude. A  perfect  construction  of  this  portion  of  the  work 
has  always  been  recognised  as  an  essential  feature  of  good 
drainage.  The  level  of  the  bed  of  the  drain  must  be  kept 
as  high  as  possible  above  that  of  the  receiving  sewer.  If 
the  sewer  be  also  constructed  of  the  glazed  stone  ware  pip- 
ing, lengths  of  it  may  be  introduced  at  convenient  intervals, 
having  outlet  sockets  for  receiving  the  ends  of  the  hous^ 
drains,  and  being  slightly  tapered  or  conical  in  form  will  be 
readily  jointed  with  a  little  of  the  best  cement.  If  the  sewer 
be  constructed  of  brickwork,  a  good  joint  will  be  obtained 
by  introducing  a  separate  socket  of  stone-ware  to  receive 
the  house-drain  pipe,  and  formed  with  a  flange  at  the  other 
end  to  surround  and  cover  the  opening  in  the  sewer,  which 
can  then  be  made  good  with  a  ring  of  cement  carefully  ap- 
plied. 

Means  of  access  to  house-drains  are  always  desirable  in 
arranging  the  details  of  the  apparatus. 

PAINTS. 

293.  Before  you  commence  to  paint  a  building,  all  holes, 
nail  heads,  and  indentations  should  be  filled  in  with  putty. 
The  priming  should  then  be  put  on.  The  color  will,  of  course, 
depend  on  the  color^of  the  paint  to  be  put  on.  After  the 
priming  is  perfectly  dry,  follow  with  another  coat  of  priming, 
or  a  coat  of  paint. 

Nut  oil  is  better  than  linseed  oil,  to  be  mixed  with  painty 
that  requires  exposure  to  the  weather. 
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294.  Pamters  require  sl  paint  pot  in  which  to  carry  their 
piunt,  brushes,  with  which  to  pat  it  on,  pencils,  or  small,  Boft 
brashes  for  fine  work,  ^paldtt,  or  small,  thin,  oral  shaped 
board  on  which  to  spread  paint  when  delicate  work  is  being 
done,  a  moll  stick,  with  which  to  steady  the  hand. 

We  cannot  give  recipes  for  making  the  varioas  kinds  of 
Tarnish  and  paints  in  this  work. 
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SBOnON  V. 


WORKING   DRAWINGS,  SPECIFICATIONS,  ES- 
TIMATES, AND  CONTRACTS. 

295.  The  erection  of  buildings  of  any  considerable  magni- 
tnde  is  nsaallj  carried  on  nnder  the  superintendence  of  a 
professional  architect,  whose  daties  consist  in  the  prepara- 
tion of  the  various  working  drawings  and  specifications  that 
may  be  required  for  the  guidance  of  the  builder ;  in  the 
strict  supervision  of  the  work  during  its  progress,  to  insure 
that  his  instructions  are  carried  out  in  a  satisfactory  manner; 
and  in  the  examination  and  revision  of  all  the  accounts  con- 
nected nith  the  works. 

This  brief  enumeration  of  the  duties  of  an  architect  will 
suffice  to  show  how  many  qualifications  are  required  in  one 
who  aims  at  being  thoroughly  competent  in  his  profession. 
He  must  unite  the  taste  of  the  artist  with  the  science  and 
practical  knowledge  of  the  builder,  and  must  be  at  the  same 
time  conversant  with  mercantile  affairs,  and  counting-house 
routine,  in  order  that  he  may  avoid  involving  his  employer 
in  the  trouble  and  expetise  attendant  on  disputed  accounts, 
which  generally  are  the  result  of  the  want  of  a  clear  and 
explicit  understanding,  on  the  part  of  the  builder,  of  the 
obligations  and  responsibilities  of  engagements  based  upon 
the  incomplete  drawings,  or  vaguely  worded  specifications 
of  an  incompetent  architect. 

296.  The  profession  of  the  architect  and  the  trade  of  the 
builder  are  sometimes  carried  on  by  the  same  person  :  but 
this  union  of  the  directive  and  executive  functions  is  not  to 
be  recommended  ;  in  the  first  place,  because  the  duties  of  the 
workshop  and  the  builder's  yard  leave  little  time  for  the 
study  of  the  higher  branches  of  architectural  knowledge ; 
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and,  in  the  second  place,  because  the  absence  of  profenonal 
control  will  always  be  a  strong  temptation  to  a  contractor  to 
prefer  his  own  interests  to  those  of  his  employer,  however 
competent  he  may  be  to  design  the  bnildings  with  the  ezecn- 
tion  of  which  he  may  be  charged. 

DuriDg  the  present  century,  the  impdse  given  to  our  arts 
and  manofactores,  and  the  improvements  effected  in  the  in- 
ternal commnnications  of  the'conntry,  have  given  rise  to  tiie 
execution  of  many  extensive  works  requiring  for  their  con- 
struction a  large  amount  of  mechanical  and  scientific  know- 
ledge ;  in  consequence  of  which  a  new  and  most  important 
profession  has  sprung  up  during  the  last  thirty  years,  ooca- 
pying  a  middle  position  between  those  of  architecture  and 
mechanical  engineering,  viz.,  that  of  the  civil  en^eer.  The 
practice  of  the  architect  and  of  the  dvil  engineer  so  ckeely 
approximate  in  many  respects,  that  it  is  difficdt  sHietiy  to 
draw  the  line  of  demarcation  between  them  ;  but  it  may  be 
said  in  general  terms  that  whilst  the  one  is  chiefly  engaged 
in  works  of  civil  and  decorative  architecture,  such  as  the 
erection  of  churches,  puUic  buildings,  and  dwelliog-housea, 
the  talent  of  the  other  is  principally  called  forth  in  the  art 
of  construction  on  a  large  scale,  as  applied  to  retaining  walls; 
Inndges,  tunnels,  light4iouses,  &c.,  and  works  connected  wltii 
the  improvements  of  the  navigation  and  internal  eommuni- 
oations  of  the  country. 

297.  The  business  of  the  surveyor  is  often  carried  on  as  a 
distinct  branch  of  architectural  practice  ;  and,  as  the  title 
of  surveyor  is  often  appropriated  to  those  who  have  no  real 
claim  to  it,  a  f^w  words  on  a  surveyor's  duties  may  not  be  here 
out  of  place. 

Surveyors  may  be  divided  into  three  classes :  land  sur- 
veyors, engineerinic  surveyors,  and  building  surveyors. 

The  business  of  an  engineering  surveyor,  as  distinguished 
from  that  of  a  land  surveyor,  chiefly  consists  in  the  prepara- 
ration  of  accurate  plans,  sections,  and  other  data  relative  to 
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the  intended  sites  of  large  yrorks,  which  may  be  required  by 
the  architect  or  engineer  preparatory  to  making  oat  his 
working  drawings,  and  in  conducting  leveling  operations 
for  drainage  works,  canals,  railways,  &c. 

The  building  surveyor  prepares,  from  the  drawings  and 
specifications  of  the  architect  or  the  engineer,  bills  of  quanti- 
ties of  intended  works,  for  the  use  of  the  builder  on  which  to 
frame  his  estimates  ;  and,  ih  the  case  of  ccmtracts,  these  bills 
of  quantities  form  the  basis  of  the  engagements  entered  into 
by  the  buHder  and  his  employer,  the  surveyor  being  pecuniarly 
answerable  for  any  omissions.  Thq^surveyor  is  also  employed 
in  the  measurement  of  works  afaready  executed  orin  progress  ; 
in  the  latter  case,  for  the  purpose  of  ascertaining  the  advances 
to  be  made  at  stated  intervals,  and  is  engaged  generally  in 
all  business  connected  with  builders'  accounts. 

29^.  The  following  is  the  general  routine  of  proceedings 
in  the  case  of  large  works.  It  will  readily  be  understood 
that  in  small  works  subdivision  of  labor  is  not  carried  to 
such  an  extent,  the  architect  superintending  the  works  him- 
self, without  the  aid  of  a  clerk  of  works,  and  the  builders 
taking  out  their  own  quantities. 

I.  The  general  design  having  been  approved  of,  and  the 
site  fixed  upon,  an  exact  plan  is  made  of  the  ground,  the 
nature  of  the  foundation  examined,  and  all  the  levels  taken 
that  may  be  required  for  the  preparation  of  the  working 
drawings. 

II.  The  architect  makes  out  the  working  drawings,  and 
draws  up  the  q>ecification  of  the  work. 

III.  A  meeting  is  held  of  builders  proposing  to  tender  for 
the  execution  of  the  proposed  works,  called  either  by  public 
advertisement  or  private  invitation,  at  which  a  surveyor  is 
appointed  in  their  behalf  to  take  out  the  quantities.  Some- 
times two  surveyors  are  appointed,  one  on  the  part  of  the 
builders,  and  one  on  the  part  of  the  architect,  who  take 
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oat  the  quantities  together,  and  check  each  other  as  th^ 
proceed 

IV.  The  surveyor  having  famished  each  party  proposing 
to  tender  with  a  copy  of  the  bills  of  qaantities,  the  bnildera 
prepare  their  estimates,  and  meet  a  second  time  to  give  in 
their  tenders,  after  which  the  snccessfal  competitor  and  the 
employer  sign  a  contract,  drawn  ap  by  a  solicitor,  binding 
the  one  to  the  proper  executioa  of  the  works,  and  the  other 
to  the  payment  of  the  amount  of  their  cost  at  such  times  and 
in  such  sums  as  may  be  set  forth  in  the  specification. 

Y.  The  work  is  then  set  out,*  and  carried  on  under  the 
constant  direction  of  a  foreman  on  the  part  of  the  builder, 
and  on  the  part  of  the  architect  under  the  superintendence 
of  an  inspector  or  clerk  of  works,  whose  duty  it  is  to  be  con- 
stantly on  the  spot  to  check  the  quality  and  quantity  of 
material  used,  to  see  to  the  proper  execution  of  the  work, 
and  to  keep  a  record  of  every  deviation  from  the  drawings 
that  may  be  rendered  necessary  by  the  wishes  of  the  employ- 
er, or  by  local  circumstances  over  which  the  architect  has 
no  control. 

The  work  is  measured  up  at  regular  intervals,  and  pay- 
ments made  on  account  to  the  builder,  upon  the  architect's 
'  certificate  of  the  amount  of  work  done. 

VI.  The  work  being  completed,  the  extras  and  omissions 
are  set  against  each  other,  and  the  difference  added  to  or 
deducted  ft*om  the  amount  of  the  contract,  and  the  whole 
business  is  concluded  by  the  architect  giving  a  final  certifi- 
cate for  the  payment  of  the  balance  due  to  the  builder. 

^  On  SetUnff  out  Work. — The  determination  of  the  exact  position  of  an  intended 
DoOdlng  being  •ometimes  diiBeult  to  acoompllah,  a  few  remarks  on  the  snl^eei 
may  be  acceptable. 

The  setting  out  of  the  leading  lines  is  simple  enoagh  on  level  grtrand,  wher* 
Mothing  occurs  to  interrupt  the  Tiew,  or  to  prevent  the  direct  measurement  of 
the  required  distances  ;  but  to  perform  this  operation  at  the  bottom  of  a  foun- 
dation pit,  blocked  up  with  balks  and  shores  and  ankle-deep  in  slush,  requires  a 
degree  of  praotioe  and  patienoe  not  always  to  be  met  with.    I^et  us  talw  a  i 
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299.  FUm  of  &ite. — In  preparing  the  plan  of  the  site  of 
the  proposed  works,  the  operations  of  the  surveyor  will 

eaae,  such  as  the  potting  in  the  abntment  of  a  bridge  or  a  viadact,  any  error  in  the 
position  of  which  would  render  the  work  useletit  (see  fig.  103)  The  leading  lines 
having  been  laid  down  on  the  drawings,  the  first  thing  to  be  done,  before  breaking 
ground,  is  to  set  oat  the  centre  line  very  carefully  with  a  theodolite  and  ranging 
rods  for  a  considerable  distance  on  each  side  of  the  work,  and  to  fix  its  position  by 
erecting  poles,  planed  true  and  placed  perfectly  npright,  in  some  part  of  the  line 
where  theoB  is  no  chance  of  their  being  disturbed. 

Next,  the  exact  position  of  the  abutment  on  the  centre  line  would  be  decided 
upon,  and  fixed  by  setting  out  another  line  at  right  angles  to  the  first,  Med,  which 
would  also  be  extended  beyond  the  works,  and  its  position  fixed  by  driring  in  stakes 
the  exact  position  of  the  line  on  the  head  of  the  stake  being  marked  by  a  saw  cut 

These  guiding  lines  having  now  been  permanently  secured,  the  plan  of  the  abut- 
ment may  be  set  out  on  the  ground,  the  dams  driven,  and  the  earth  got  out  to  the 
required  depth.  By  the  time  the  excavation  is  ready  for  commencing  the  work,  it 
generally  presents  a  forest  of  stays,  struts,  and  shores  that  would  defy  any  attempt 
at  setting  out  the  work  on  its  own  level ;  it  must  therefore  be  set  out  at  the  top  of 
the  dam,  and  the  points  transferred  or  dropped^  as  follows  :  — 

First,  the  position  of  the  centre  line  is  ascertained  by  reference  to  the  poles,  and 
nails  being  driven  into  the  timbers  at  the  sides  of  the  dam,  a  fine  line  is  strained 
across ;  the  position  of  the  line  edit  found,  and  a  second  line  strained  across  in  the 
■ame  way.  In  a  similar  manner  other  lines  are  strained  flrom  side  to  side  at  the 
required  distances,  the  length  being  measured  firom  the  line  o  d,  and  the  widths 
from  a  5,  until  the  outline  of  the  foundation  course  is  found  ;  the  angle  points  are 
then  transferred  to  the  bottom  of  the  excavation  by  means  of  plumb-lines,  and 
the  work  is  commenced,  its  aeooracy  being  easily  tested  by  measurements  firom 
the  lines  a  &  and  o  d,  until  it  is  so  far  advanced  as  to  render  this  unnecessa^. 
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generally  liave  to  be  extended  beyond  the  spot  of  groand  on 
which  the  building  is  to  stand.  The  frontages  of  the  ad- 
jacent buildings,  and  the  position  of  all  existing  or  contem- 
plated sewers,  drains  and  water-courses,  should  be  correctly 
ascertained  and  laid  down.  Sketdies  drawn  to  scale  of  the 
architectural  sketehes  of  the  ai^acent  buildings,  if  in  town, 
and  accurate  outline  sketches  of  the  inddents  of  the  loeality 
of  the  intended  operations,  if  in  the  country,  should  accom- 
pany the  plan,  that  the  architect  may  try  the  effect  oi  his 
design  before  its  actual  execution  renders  it  impossible  to 
remedy  its  faults. 

By  the  careful  study  of  all  these  data  the  architect  may 
hope  to  succeed  in  making  his  works  harmonize  with  the 
objects  that  surround  them  ;  without  them,  failure  on  this 
head  is  almost  a  certainty. 

800.  Levels. — ^Where  the  irr^nlarities  of  the  ground  are 
considerable,  it  is  necessary  to  ascertain  the  variations  of  the 
surface  before  the  depth  of  the  foundations  and  the  position 
of  the  floors  can  be  decided  upon. 

It  also  frequently  happens  that  the  levels  of  the  floors  and 
other  leading  lines,  in  a  new  building,  are  regulated  by  the 
capabilities  of  sewerage  or  drainage^  or  by  the  heights  of 
other  buildings  with  which  the  new  work  will  ultimately  be 
connected,  as  in  the  case  of  new  streets.  It  therefore 
becomes  of  importance  to  have  simple  and  accurate  means 
of  ascertaining  and  recording  the  relative  heights  of  differ- 
ent points.  For  this  purpose  both  the  spirit  level  and  the 
mason's  level  are  used. 

301.  Where  the  ground  to  be  leveled  over  is  limited  in 
extent,  and  the  variations  of  level  do  not  exceed  12  feet,  the 
heights  of  any  points  may  be  found  with  the  mason's  leve' 
in  the  following  manner.     {See  fig.  104.) 
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In  a  conyement  place,  near  the  highest  part  of  the  grojmd, 
chive  three  stont  stakes  at  equal  distances  from  each  other, 
and  nail  to  them  three  pieces  of  stout  plank,  placed  aa 
shown  in  the  cnt,  their  npper  edges  being  adjusted  to  the 
same  horizontal  plane  by  means  of  the  mason's  level.  The 
level  being  then  placed  on  this  frame,  an  assistant  proceeds 
to  the  first  point  of  which  the  height  is  required,  holding  up 
a  rod  with  a  sliding  vane,  which  he  raises  or  lowers  in 
obedience  to  the  directions  of  the  surveyor,  until  it  coincides 
with  a  pair  of  sights  fixed  at  the  bottom  of  the  level ;  the 
height  of  the  vane  will  then  be  the  difference  of  level 
between  the  top  of  the  leveling  frame,  and  the  place  where 
the  staff  was  held  up. 

302.  The  above  and  similar  methods  will  suffice  for  taking 
levels  in  a  rough  way  for  the  ordinary  purposes  of  the 
builder  ;  but  where  great  accuracy  is  requisite,  or  where  the 
levels  have  to  be  extended  over  a  considerable  distance,  as 
is  often  the  case  in  drainage  works,  the  use  of  a  more  perfect 
contrivance  is  necessary,  and  the  spirit  level  is  the  instru- 
ment principally  used  for  this  purpose. 

The  spirit  level  consists  of  a  telescope  mounted  on  a 
portable  stand,  and  furnished  with  screw  adjustments,  by 
means  of  which  it  can  be  made  to  revolve  in  a  horizontal 
plane,  any  deviation  from  which  is  indicated  by  the  motion 
of  an  air-bubble  in  a  glass  tube  fixed  parallel  to  the 
telescope. 

The  eye-piece  of  the  telescope  is  furnished  with  cross- 
wires,  as  they  are  technically  termed,  made  of  spiders' 
thread,  of  which  the  use  will  be  presently  explained. 

303.  The  leveling  staff,  now  in  common  use,  is  divided 
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iftto  feety  tenths,  and  hnndredths,  in  a  confipicnons  mann^, 
80  that,  with  the  help  of  the  glass,  erery  division  can  be 
distinctly  seen  at  the  distance  of  one  hundred  yards  or  more. 
The  mode  of  conducting  the  operation  of  lereling  is  as 
follows : — 

The  surveyor  having  set  np  and  adjusted  his  instnunent, 
the  staff-holder  proceeds  to  the  point  at  which  the  levels  are 
to  commence,  and  holds  np  his  staff  perfectly  upright  and 
turned  towards  the  surveyor,  who  notes  the  division  of  the 
staff  which  coincides  with  the  horizontal  wire  in  the  telesr 
cope,  and  enters  the  same  in  his  level-book ;  the  staff- 
holder  then  proceeds  to  the  next  point,  and  the  reading  of 
the  staff  is  noted  as  before  ;  and  this  is  repeated  until  the 
distance  or  the  difference  of  level  makes  it  necessary  for  the 
surveyor  to  take  up  a  fresh  position.  While  this  is  being 
done,  the  staff-holder  remains  stationary,  until,  the  level 
being  adjusted  again,  he  carefully  turns  the  face  of  the  staff 
so  as  to  be  visible  from  the  instrument  in  its  new  position, 
and  a  second  reading  of  the  staff  is  noted,  after  which  he 
proceeds  forward  as  before  for  a  fresh  set  of  observations. 

304.  In  every  set  of  observations  the  first  is  called  a 
Backsight,  and  the  last  a  Foresight.  The  remaining  obser- 
vations are  called  intermediates,  and  are  entered  according- 
ly. It  will  be  seen  that  an  error  in  an  intermediate  reading 
is  confined  to  the  point  where  it  occurs  ;  but  a  mistake  in  a 
back  or  foresight  is  carried  throughout  the  whole  work,  and 
therefore  every  care  should  be  taken  to  insure  accuracy  in 
observing  these  sights. 

306.  The  surveyor  should  commence  and  close  his  work 
by  setting  the  staff  on  some  well-defined  mark,  which  can 
readily  be  referred  to  at  any  subsequent  period,  such  as  a 
door-step,  plinth  of  a  column,  &c.  These  marks  are  called 
bench  marks,  written  B  M,  and  are  essential  for  either 
checking  the  work  or  carrying  it  on  at  a  subsequent  period 
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806.  The  reduction  of  .the  levels  to  a  tabular  form  for  use 
is  a  simple  arithmetical  operation,  which  will  be  readily 
understood  by  examination  of  the  annexed  example  of  a 
level  book,  and  of  the  accompanying  section*,  fig.  105.  The 
di£fiurence  between  the  successive  readings  in  any  set  of 

Fig.  105. 


observations  is  the  diflTerence  of  level  between  the  points 
where  the  staff  was  successively  held  up,  and  by  simple 
addition  or  subtraction,  according  as  the  ground  rises  or 
falls,  we  might  obtain  the  total  rise  or  fall  of  the  ground 
above  or  below  the  starting  point ;  but  as  this  would  require 
two  columns,  one  for  the  total  rise,  and  one  for  the  total 
fall,  it  is  simpler  to  assume  the  starting  point  to  be  some 
given  height  above  an  imaginary  horizontal  daivm  linej  drawn 
below  the  lowest  point  of  the  ground,  to  which  level  all  the 
heights  are  referred  in  the  column  headed  total  height  above 
datum  line 

307.  The  accuracy  of  the  arithmetical  computations  is 

*  In  plotting  sections  of  ground,  it  is  nsual  to  make  the  vertical  scale  much 
greater  than  the  horisontal,  which  enables  small  Tariattons  of  lerel  to  be  easilj 
measured  on  the  drawing  without  its  being  extended  to  an  inconvenient  length. 
This  is  shown  in  the  lower  half  of  fig.  105.  The  upper  part  of  the  figure  shows  thi 
lection  plotted  to  the  same  horixontal  and  vertieal  scale. 

a? 
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proved  bj  adding  up  the  foresights  and  backsiglits,  aody  de- 
ducting the  sum  of  the  former  from  that  of  the  latter  (the 
height  of  the  first  B  M  having  been  previooBly  entered  at 
the  top  of  the  page  as  a  backsight),  the  remainder  will  be 
the  height  of  the  last  B  M,  and  shoold  agree  with  the  last 
figures  in  the  colomn  of  total  heights. 

308.  In  leveling  the  site  of  a  proposed  building,  if  no 
suitable  object  presents  itself  for  a  permanent  B  M  for  future 
reference,  a  large  stake,  hooped  with  iron,  should  be  driven 
into  the  ground  in  some  convenient  place  where  it  will  not 
be  disturbed.  The  height  of  this  stake  being  then  carefully 
noted  and  marked  upon  the  elevations  and  sections  of  the 
building,  it  will  serve  as  a  constant  check  on  the  depths  of 
the  excavations,  and  the  heights  of  the  different  parts  of  the 
work,  until  the  walls  reach  the  level  of  the  principal  floor, 
when  it  will  no  longer  be  required. 

309.  We  must  not  leave  the  subject  of  levels  without 
mentioning  a  very  useful  instrument,  called  the  water  leveC 
which  consists  of  a  long  flexible  pipe,  filled  with  wuter,  and 
terminating  at  each  end  in  an  open  glass  tube.  When  it  is 
required  to  find  the  relative  heights  of  any  two  points,  as, 
for  instance,  the  relative  levels  of  the  floors  of  two  acyoinmg 
houses,  the  two  ends  of  the  tube  are  taken  to  the  respective 
points,  the  tube  being  passed  down  the  staircases,  over  the 
roofs,  or  along  any  other  accessible  route,  no  matter  how 
circuitous,  and  the  required  levels  are  found  by  measuring 
up  from  the  floors  to  the  surface  of  the  wa^r,  which  will  of 
course  stand  at  the  same  level  at  each  end  of  the  tube 

WORKING  DRAWINGS. 

310.  The  architect,  being  furnished  with  the  plan  and 
levels  of  the  site  of  his  operations,  and  having  caused  a  care- 
ful examination  to  be  made  of  the  probable  nature  of  the 
foundation  by  digging  pits  or  taking  borings,  proceeds  tf 
make  out  his  working  drawings. 
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It  is  not  sufficient  for  the  execation  of  the  working  disw- 
ings  that  the  draaghtsman  should  be  acquainted  with  the 
ordinary  principles  of  geometric  projection.  He  most  also 
be  thoronghlj  conversant  with  perspective,  and  with  the 
principles  of  chiascoro,  or  light  and  shade,  or  he  will  wock 
at  random,  as  the  geometrical  projections  which  are  required 
for  the  use  of  the  workman  give  a  very  false  idea  of  the 
effect  the  work  will  have  in  execution. 

311.  Working  drawings  may  be  divided  under  three 
heads,  viz. : — ^Block  plans,  General  drawings,  and  Detail 
drawings: 

I.  Block  plans. — ^These  show  the  outline  only  of  the  in- 
tended building,  and  its  position  with  regard  to  surronndmg 
objects.  They  are  drawn  to  a  small  scale,  embracing  the 
whole  area  of  the  site,  and  on  them  are  marked  the  existing 
boundary  walls,  sewers,  gas  and  water  mams,  and  aQ  the 
new  walls,  drains,  and  water-pipes,  and  their  proposed  con- 
nection with  the  existing  ones,  so  that  the  builder  may  see 
at  a  glance  the  extent  of  his  operations. 

A  well-digested  block  plan,  with  its  accompanying  levds, 
showing  the  heights  of  the  principal  points,  the  fall  of  the 
drains,  &c.,  is  one  of  the  first  requisites  in  a  complete  set  of 
working  drawings. 

n.  General  Drawings. — ^These  show  the  whole  extent  of 
the  building,  and  the  arrangement  and  connection  of  the 
different  parts  more  or  less  in  detail,  according  to  its  size 
and  extent.  These  drawings  consist  of  Fla/ns  of  the  founda- 
tions, and  of  the  different  stories  of  the  building,  and  of  ^ 
roofs  ;  ElevaHons  of  the  different  fronts  ;  and  Sections  show- 
ing the  heights  of  the  stories,  and  such  constructive  details 
as  the  scale  will  admit  of.  These  drawings  are  cardolly 
figured,  the  dimensions  of  each  part  beiuff  calculated,  and 
its  position  fixed  by  reference  to  some  well-defined  line  in 
the  plans  or  elevations,  the  position  of  which  admits  of  easy 
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Fig.  106 


verification  in  all  stages  of  the  work.  This  is  best  done  by 
ruling  faint  lines  on  the  drawings,  through  the  principal 
divisions  of  the  design,  as  shown  in  fig.  106,  where  the  plan 
and  elevation  are  divided  into  compartments,  by  lines  pass- 
ing through  the  centres  of  the  columns,  from  which  all  the 
dimensions  are  dated  each  way.  These  centre  lines  are,  in 
the  execution  of  the  work,  kept  constantly  marked  on  the 
walls  as  they  are  carried  up,  so  that  they  are  at  all  times 
available  for  reference. 

By  this  means,  the  centre  lines  having  been  once  carefully 
marked  on  the  building,  any  slight  error  or  variation  from 
the  drawings  is  confined  to  the  spot  where  it  occurs,  instead 
of  being  carried  forward,  as  is  sometimes  the  case,  to  appear 
only  when  correction  is  as  desirable  as  it  is  impossible. 

The  use  of  these  centre  lines  also  saves  much  of  the  laboi 
of  the  draughtsman,  as  they  form  a  skeleton,  of  which  only 
so  much  need  be  filled  up  as  may  be  required  to  show  the 
design  of  the  work. 

in.  Detailed  DroAxmgs. — ^These  are  on  a  large  scale, 
showing  those  details  of  construction  which  could  not  bo 
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eiplained  in  the  general  drawings,  sach  as  the  finuning  of 
floors,  partitions,  and  roofis,  for  the  use  of  the  carpenter ; 
the  patterns  of  cast-iron  girders  and  story  posts  for  the  iron- 
founder ;  decoratire  details  of  colnmns,  entablatures,  and 
cornices,  for  the  carver ;  the  requisite  details  being  made 
fout  separately,  as  far  as  possible,  for  each  trade  ;  which 
arrangement  saves  much  time  that  would  otherwise  be 
wasted  in  referring  from  one  drawing  to  another,  and,  which 
is  still  more  important,  insures  greater  accuracy,  firom  the 
workman  understanding  better  the  nature  of  his  work. 

In  making  the  detailed  drawings  every  particdar  should 
be  enumerated  that  may  be  required  for  a  perfect  unde^ 
standing  of  the  nature  and  extent  of  the  work.  Thus,  in 
preparing  the  drawings  for  the  iron-founder,  every  separate 
pattern  should  be  drawn  out,  and  the  number  stated  that 
will  be  required  of  each. 

This  principle  should  be  attended  to  throughout  the  wh<rie 
of  the  detailed  drawings,  as,  in  the  absence  of  such  data^  it 
is  very  difficult  to  prepare  correct  estimates  for  the  execu- 
tion of  the  work,  without  devoting  more  time  to  the  study 
of  the  drawings  than  can  generally  be  obtained  for  that 
purpose. 

SPEGIFICATIOK. 

812.  The  drawings  being  completed,  the  architect  next 
draws  up  the  specification  of  the  intended  works,  lids  is 
divided  under  two  principal  heads — 1st,  the  conditions  of 
the  contract ;  and,  2d,  the  description  of  the  work. 

The  title  briefly  states  the  nature  and  extent  of  the  works 
to  be  performed,  and  enumerates  the  drawings  which  are  to 
accompany  and  to  form  part  of  the  written  specificatioiL 

313.  Conditions  of  Contract. — Besides  the  special  clauses 
and  provisions  which  are  required  by  the  particular  circum- 
stances of  each  case,  the  following  clauses  are  inserted  in  aD 
specifications: 
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1.  The  workg  are  to  be  ezeeated  to  the  fall  intent  and 
meaning  of  the  drawings  and  specification,  and  to  the  satiB* 
faction  of  the  architect. 

2.  The  contractor  to  take  the  entire  charge  of  the  works 
during  their  progress,  and  to  be  responsible  for  all  losses 
and  accidents  nntil  their  completion. 

3.  The  architect  is  to  have  power  to  reject  all  improper 
materials  or  defective  workmanship,  and  to  have  full  control 
oyer  the  execution  of  the  works,  and  free  access  at  all  times 
to  the  workshops  of  the  contractor  where  any  work  is  being 
prepared. 

4.  Alterations  in  the  design  are  not  to  vitiate  the  con- 
tract, but  all  extra  or  omitted  works  are  to  be  measured 
and  valued  according  to  a  schedule  of  prices  previously 
agreed  upon. 

5.  The  amount  of  the  contract  to  be  paid  by  instalments 
as  the  works  proceed,  at  the  rate  of  —  per  cent,  on  the 

amount  of  work  done,  and  the  balance  within  -^ from 

the  date  of  the  architect's  final  certificate. 

Lastly.  The  works  are  to  be  completed  within  a  stated 
time,  under  penalties  which  are  enumerated. 

314.  Tht  description  of  the  works  details  minutely  the 
quality  of  the  materials,  and  describes  the  manner  in  which 
every  portion  of  the  work  is  to  be  executed,  the  fulness  of 
the  description  depending  on  the  amount  of  detailed  iofor- 
mation  conveyed  by  the  working  drawings,  care  being  taken 
that  the  drawings  and  specification  should,  together,  contain 
every  particular  that  is  necessary  to  be  known  in  order  to 
make  a  fair  estunate  of  the  value  of  the  work. 

815.  The  chief  merit  of  a  specification  consists  in  the  use 
of  clear  and  explicit  language,  and  in  the  systematic  arrange- 
ment of  its  contents,  so  that  the  description  of  each  portion 
of  the  work  shall  be  found  in  its  proper  place ;  to  facilitate 
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reference,  every  clause  shoold  be  numbered  and  have  a 
ginal  reference  attached,  and  a  copious  index  should 
panj  the  whole. 


BILLS   OF   QUANTITIES. 

316.  The  snrvejor,  being  famished  bj  the  architect  with 
the  drawings  and  specification,  proceeds  to  take  out  the 
quantities  for  the  use  of  the  parties  who  propose  to  tender 
for  the  execution  of  the  work.  Tiiis  is  done  in  the  same 
way  that  work  is  measured  when  executed,  except  that  the 
measurements  are  made  on  the  drawings  with  a  scale  instead 
of  on  the  real  building  with  measuring  rods. 

317.  In  taking  out  quantities  there  are  three  distinct 
operations  :  1st,  taking  the  dimensions  of  the  several  parts 
of  the  work,  and  entering  them  in  the  dimension  book  ;  2dly, 
working  out  the  quantities,  and  posting  them  into  the 
columns  of  the  abstracts,  which  is  called  dbaraxUng;  3dly, 
casting  up  the  colunms  of  the  abstracts,  and  bringing  the 
quantities  into  bill. 

318.  The  dimension  book  is  ruled,  and  the  dimensiODS 
entered  as  in  the  following  examples : 


No. 

Dimension. 

Quantity. 

Deicription. 

16 

ft.     in. 

14    0 
0  10 
0    2% 

ft.   In. 

.      38  10 

(  Memel  fir  framed  ioists  to 
(     front  room  ground  floor. 

In  this  example  the  work  measured  consists  of  sixteen 
joists  ;  each  14  ft.  long  and  10  in.  deep  and  2^  in.  thick; 
and  the  total  quantity  of  timber  they  contain  amounts  to  38 
ft.  10  in.  cube. 
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4jd 


UaNnsIon. 

No.  of  bricks 
inthieknoM. 

Qoantltj. 

Deserlptioa                  J 

ft.     in. 
20    6 

11    6 

I      2>i 

ft.     in. 

235    9 

)  Stock  brickwork  in  mor- 
tar to  front  wall,  from 
)     footings  to  Ist  set-off. 

319.  In  preparing  the  abstract  for  each  trade,  the  snr- 
veyor  looks  over  his  dimensions  to  see  what  articles  he  will 
have,  and  roles  his  paper  into  colamns  accordingly,  writing 
the  proper  heads  oyer  each. 

The  principal  point  to  be  attended  to  in  abstracting  quan- 
tities is  to  preserve  a  regular  rotation  in  arranging  the  dif- 
ferent descriptions  of  work,  so  that  every  article  may  at 
once  be  found  on  referring  to  its  proper  place  in  the  abstract. 

No  fixed  rules  can  be  given  on  this  head,  as  the  form  of 
.  abstract  is  different  for  every  trade,  tfnd  must  be  varied  ao 
cording  to  circumstances  ;  but,  as  a  general  principle,  artir 
cles  of  least  value  should  be  placed  first.  Solid  measure 
should  take  precedence  of  superficial,  and  superficial  of  lin- 
eal, and  miscellaneous  articles  should  come  last  of  all ;  or, 
!n  technical  terms,  the  rotation  should  be,  1st,  cubes  ;  2nd, 
supers.;  3rd,  runs  ;  and,  lastly,  miscellaneous. 

320.  In  bringing  the  quantities  into  bill,  the  same  rota- 
tion is  to  be  observed  as  in  abstracting  them,  care  being  tar 
ken  that  every  article  is  inserted  in  its  proper  place,  so  that 
it  may  readily  be  found  in  the  bill. 

The  limits  of  this  volume  prevent  our  going  into  much  de- 
tail on  the  subject  of  builders'  accounts,  and  we  must  there- 
fore confine  ourselves  to  laying  before  the  reader  a  skeleton 
estimate,  which  will  give  him  a  tolerable  idea  of  the  manner 
in  which  the  several  kinds  of  artificers'  worl^  are  abstracted 
and  brought  into  bill. 

321.  Estimate  for  the  Erection  of at ,  for 

,  according  to  Specification  and  Drawings  numbered 

1  to  — f  prepared  by ,  Architect.  (Date.) 
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Ids.   ft. 

—     —   cobs 


ft     in. 


mrt.  fit.   Ibi. 


mp%,  ft 


^.   ft. 


ft.     in. 


BUDUaXTB  OF  TBE 
FoUKDAnONS. 

Ezcayation  to  foondatioiis, 
(including  ooflferdama, 
pomping,  &c)  .  .|at  — 

Ooncrete 


Timber  in  piles  driyen  —  ft. 
through,  (describe  the  ma- 
terialj)  indndinj^  ringing, 
shoeing  and  driTing,  but 
not  ironwork    . 

Do.  in  6-in.  planking,  i^iked 
to  pile-hesyoB     . 

Wrought  iron  in  shoes  to 
piles 

Total  of  foundations  to  be 
carried  to  summaiy 


'BBJpKLAYZSL 
lOdl.  ft. 

—    —  rapL|Beduoed  brickwork  in  mo^ 
tar 
Beduced  brickwork   in   ce- 
ment 


.at  — 


Tiling  (describing  the  kind, 
whether  plain  or  pantiling, 
if  single  or  double  latbe, 
&c.,  &C.)  . 

Bricknogging  to  partitions 
Paying,  (of  yarioos  descrip- 
tions) .... 
And  all  other  articles  yal- 
oed  per  yard  superfidaL 

Qwof^e  arches 

Facings  (with  superior  des- 
cription of  bricks,  specify- 
ing the  qoalitj) 

Gutting  to  arches  or  splays  . 

And  all  other  woi^  yarned 

by  the  foot  su^rficial. 

Barrel  or  other  drains  (speci- 
fying siae,  kc)  . 

Carried  forward 


isr  or  BunDUia. 


Not. 


BBiOKXiAnaiy  eonfniiMd. 

,        Brought  forward  • 
•  Tile  creaaiiig    '  .        . 
And  all  other  artideB  val- 
ued by  numing  measure. 
Chimney  pots,  each ;  bedding 
and  pomting  sash  and  door 
frames,  each;  and  all  mis- 
oellaneous  articles     . 

Total  of  bricklayers'  work 
to  be  carried  to  summa- 
ry   ...       • 


at  — 


vdf.    ft. 


ft     In. 

.     .  sapl. 


Maboit. 

Bubble  walling    .        * 
Hammer^ressed  wallmg  in 
random  oourses 

Stone  (describing  the  kinds) 
Labor  on  above  (as  ylam 
work,  sunk,  moulded  or 
circular  work)  . 

Hearths,  pavings,  landmcsj 
Ac.,  beginning  with  the 
thinnest    .        •        .        • 

Marble  slabs,  beginning  with 
the  thinnest  and  in&nor 


at  — 


1  Window  siUs,  curbs,  steps, 
copings,  &c.      .        • 

»    Joggle  joints,  chases,  &c. 

Nofc  Mortices  and  rail  holes,  &c^ 
dowels,  cramps,  and  other 
articles  numbered 

Total  of  masons*  work  to  be 
carried  to  summary 


■in.  II. 

^     —   gapL 


Oasfenteb  akd  Joikbi. 

Labor  and  nails  to  roofe, 
floors,  or  quarter  partitions  at  — 

Battenings  and  boardings  ao- 
oordingto  description     . 

Carried  forward  •       • 
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Oabpehteb  &  Jonnn,  eontiwuetL 

•  Floors,  acoordipg  todeBcrip- 
tion,  b^iimiiig   with   tne 
inferior  and  ending  with  at  — 
the  best  descriptions 
And  so  on  for  all  work 
valued  by  the  square. 
—    —  eabe|Memel  fir,  according  to  des- 
cription, as  fir  bond,    fir 
framed,  wrooght  and  fram- 
ed, wroaght,  framed,  and 
rebated,  &o. 
Do.  proper  door  and  window 


ft    ia. 


—     —  snpL 


Then  oak,  and  snperior  de- 
scriptions of  timber,  in 
the  same  way. 

Then  the  saperfidal  work. 


)j^-in.  deal  rough  lining,  and 
BO  on  with  the  different 
thicknesses  6f  deals  accord- 
ing to  the  labor  on  them ; 
arranging  them  according 
to  their  thickness,  and  the 
amonnt  of  labor  on  them, 
beginning  with  the  thin- 
nest   

Then  oak  plank  or  mahog- 
any in  tne  same  way. 
Then  take  the  framed  work, 


l>i^-in.  deal  square-framed  in- 
closure  to  closets,  and  so  on 
with  the  rest  of  the  framed 
work,  as   doors,  shutters, 
sashes,  frames,  &c.,  aocord- 
inff  to  description 
T&en  the  work  valued  by 
running  measure, 
2)^-in.    Spanish    mabog^y 
moulded,  grooved,  and  bea- 
ded handrail 
Then  the  numbers, 
N(NL|Mitred  and  turned  caps,  fix- 
ing iron  balusters,  &o. 

Gamed  forward  • 


Cb 
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Brought  forward . 
Lastly  —  The  Ironmongery, 
every     article    of    which 
shoold  be  careftdly  describ- 
ed. 

Total  of  carpenter  and 
joiners'  work  to  be  car- 
ried to  BUBiinary    . 
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■«n.  ft 

—     —  snpl. 


&     In. 


Slatee. 

Countess,  or  any  other  kind 
of  slating,  according  to  de- 
scription .        .        .        .at- 
Then  slate  slab,  as- 

Inch  shelves,  rubbed  one  side, 
beginning  with  the  slabs  of 
least  thickness,  and  arrang- 
ing them  according  to  the 
labor  bestowed  on  them 
Then  the  work  valued 'by 
runninff  measure,  as — 

—  —  ran.  Patent  saddle-cut  slate  ridge 
Lastly — ^the  numbers, 

Noi.  Holes,  cut,  Ac.     . 

Total  of  slaters'  work  to  be 
carried  to  summary 

Flastereb. 

First  the  superficial  quan- 
|df.   ft.  tity  of  plastering,  as— 

—  —  supi.  Bender  float  and  set  to  walls, 
beginning  with  the  com- 
monest, and  proceeding 
through  the  different  de- 
scriptions of  two  and  three 
coat  work,  up  to  the  stuc- 
coes and  superior  work     .  at  — 

Then  the  whitewashing,  dis- 
tempering, &c. . 
Next  the  run  of  cornices, 
architraves,  reveals,  &c^ 


Ouriedforwaxd  • 
38 


DOLUU 

on 
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It       iB. 


Not 


4  mitres,  1  centre  flower,  30 

in.  diameter,  &c,  &a 

Total  of  {plasterers'  work  to 

be  carried  to  sammary  , 

Smith  and  Ibon-Foundeb. 
Begin  with  the  cast-iron, 


.  et  qn.  lb. 


Oaslriron  in  No.  4  girders, 
including  patterns,  paint- 
ing, and  fixing  . 
N.  B.-^tate  the  No.  of 

patterns.     ' 
Then  the  smaller  castings, 


y«ik  It 


Not. 


B(miMC2iTs  or  racB 
Plastbsbb,  eofUmiieiL 


Brought  forward . 
Plain   cornice   to   drawings 
room,  14  in.  girt 
And  lastly  the  numbers, 


.at  — 


Bailings,  balconies,  columns, 

&c 

Then   the   wrought  iron, 


Wrought  iron  in  chimney 
bars,  straps,  screw  bolts, 
railiogs,  &c. 
Then  the  articles  sold  by 
running  measure,  as — 

Cast-iron      gutters,    water- 


pipes,  &c 
Lastly,  r 


itly,  the  numbers, 
Stoves,  coal-plates,  stable-fit- 
tings, &c. .       •       •       < 

Total  smith  and  iron-foun- 
ders' work  to  be  carried 
to  summary  • 

BelitHavoxb. 

Number  the  bdb,  and  de- 
scribe the  mode  of  hang- 
ing, afr— 

Carried  forward  • 


DOUMm       Oou 
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BiLL-HAKOBB,  COntiwUid. 

Brought  forward . 

—  bells  hang  with  copper 
wires  in  concealed  tin 
tabes,  with  bells,  cranks, 
and  wires  complete   . 

And  then  enumerate  the  or- 
namental fumitore  to  the 
different  pnUs   . 

Total  of  bell-hangeis*  work 
to  be  carried  to 
ry         .       . 

Pluhbkb. 


DOLUI' 


«        ivk.  vt  nw. 


Not. 


Cast  lead  laid  in  ^ters, 
hips,  ridges,  flats,  cistems, 
&c. ;  incladii^  all  solder, 
wall  hooks,  nails,  ko. 

Milled      da       do.     . 

IThen    socket,  rain-water, 

I  ftmnel  pipes,  and  other 
work  yalned  by  the  lin^ 
al  foot,  as— 

Inch  drawn  pipes 
Lastly  the  numbers,  as — 

Joints,  pings,  and  washers, 
air  traps,  brass  grates, 
cocks,  copper  balls,  pumps, 
water  closets,  apparatus, 
&c.  . 


>- 


Total  of  ijlumbers*  work  to 
be  carried  to  summary 

Paintsb. 

^1^     ft 

\T  ^'«a]a.Ofpainting,  according  to  de- 
scription^  soecifTiiur    the 


number  of  oQs;  and  whethr 
er  common  or  extra  colors, 
banning  with  the  work 
in  fewest  coats,  and  finish- 
ing with  the  most  expen- 
Bive  descriptions 

Oarried  forward . 
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Paintxb,  continued. 


Brought  forward  . 
Then  the  mimiog   work j 
«•    iB.  a»— 

—    —    xttn.  Skirtings,    plinths,    window 
sills,  &c.   . 

Lastly  the  nombers,  ha- 
I.  Frames,    squares,     chimney 
pieces,  Ac. 

Total  of  painters'  work  to 
be  earned  to  summary  . 


Koi. 


DOLM. 


a      In. 

—     —  inpl. 


&      in. 

j«i.  n. 


Qlazibb. 

Glazing,  according  to  de- 
scription, specifying  size  of 
squares,  and  quafity  of 
glass  .... 
Then,  the  stained  and  other 
ornamental  glass ;  and, 
lastly,  the  plate  glass. 

Total  of  glazier's  work  to 
be  earned  to  summary 

Papkr-hangeb  ft  Deoobatob. 

—    —  anpi  Distempering/  according  to 
descnption 


Scagliola  slabs      do. 


Gold  mouldings  . 
No«.  Pieces  of  paper  hung,  ac- 
cording to  aescription,  in- 
cluding preparing  walls- 
Hanging,  iming,  paper, 
and  pumicing  do. 

Dozen  of  borders  . 

Total  of  paper-hanger  and 
decorator's  works  to  be 
cuiied  to  Bommary 


at  — 


.at  — 


ART  OF  BUILDING. 
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SUNDBIBS. 

Temporary  fencings — ^watching  and  light- 

iDg  works        .        . 
Office  wr  clerk  of  works  .        .       « 
District  surveyor's  fee     .        .        . 
Fire  insorance         .... 
Surveyor's  charge  for  bills  of  quantities  . 

Total  sundries  to  be  carried  to  summary 

SUMMABT  07  BILL8. 


Foundations    .        .        .        , 
Bricklayer       .        .        . 
Mason     .... 
Carpenter  and  joiner 
Slater     .... 
Plasterer        .        .        .        , 
Smith  and  iron-founder  . 
Bell-hanger     .        .        .        , 
Plumber,  painter,  and  glaaer  . 
Paper-hanger  and  decorator    ' 
Sundries         ... 


Dou/i.   I 


Total  amount  of  estimate 


322.  The  surveyor  fornishea  the  btdlder,  whose  tender  is 
accepted,  with  copies  of  the  drawings  from  which  the  quan- 
tities have  been  taken  off. 

By  reference  to  these,  the  bnilder  can  at  all  times  satisfy 
himself  that  the  detailed  drawings,  furnished  for  the  exe- 
cution of  the  work,  contain  nothing  beyond  what  he  has  con- 
tracted for. 

Copies  of  the  drawings  and  specification  are  attached  to 
yhe  contract  deed,  and  are  signed  by  the  builder  and  other 
parties  respectively  concerned. 

823.  It  scarcely  ever  happens  that  a  large  undertaking 
can  be  carried  into  execution  without  considerable  departure 
from  the  contract  designs,  especially  in  the  matter  of  found 
ations  and  underground  work  ;  the  exact  nature  and  extent 
of  which  must  often  be  uncertain  until  the  works  are  com- 
menced. 
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To  provide  for  these  contingencies  withont  setting  aside 
the  contract,  the  bonder's  estimate  is  accompanied  by  a 
scbednle  of  prices  at  which  he  undertakes  to  execute  aoy 
additional  work  that  maj  be  required,  or  to  yalne  any  work 
that  may  be  omitted.  This  schedule  should  be  cardnUy 
drawn  out,  so  that  there  shall  be  no  dispute  as  to  its  mean- 
ing ;  thus,  under  the  head  of  brickwork,  it  should  be  clearly 
understood  whether  centering  is  included  in  the  f  rice  named, 
or  whether  it  is  to  form  an  additional  charge  ;  with  iroiif- 
founders'  work,  whether  the  price  includes  patterns ;  and  so 
on  with  every  description  of  work. 

824.  Architects  are  remunerated  by  a  commission  of  5 
per  cent,  on  the  amount  expended  under  their  direction,  be- 
sides traveling  expenses,  salary  of  the  clerk  of  the  works,  and 
occasionally  other  charges,  according  to  circumstaiioe& 
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WOODS   OP   NORTH   AMERICA, 


1.  Abies  alba,  or  white  spraoe ;  weighs  23  lbs.  13  oz.  per  caMo 
foot ;  specific  gravity,  .381. 

2.  Abies  canadensis,  or  hemlockHspmce ;  common  in  Upper 
Canada ;  weighs  23  lbs.  0  oz.  per  cubic  foot,  and  has  a  spedfio 
gravity  of  .368. 

3.  Acer  eriocarpumy  or  soft  maple ;  common  in  Upper  Canada ; 
weighs  36  lbs.  14  oz.,  and  has  a  specific  gravity  of  .590. 

All  the  above  are  used  in  carpentry. 

4.  Acer  negrundo,  or  box-elder,  ash-leaved  maple ;  common  in 
the  United  States ;  weighs  24  lbs.  per  cnbic  foot,  and  has  a  specific 
gravity  of  .384. 

5.  Acer  rubrum,  or  red  maple ;  common  in  the  United  States ; 
weighs  38  lbs.  5  oz.  per  cubic  foot— has  a  specific  gravity  of  .613. 

6.  Ascer  saccharinum,  or  sugar  mable ;  common  in'  the  United 
States ;  weighs  38  lbs.  6  oz.  per  cubic  foot,  and  has  a  specific 
gravity  of  .614. 

7.  Ascer  saccharinum,  or  bird's-eye  maple ;  common  in  Upper 
Canada;  used  in  ornamental  work  by  carpenters  and  joiners;  weighs 
40  lbs.  15  oz.  per  cubic  foot,  and  has  a  specific  gravity  of  .655. 

8.  Curly  maple ;  common  in  Upper  Canada ;  used  in  common 
carpentry  work ;  has  a  specific  gravity  of  .586,  and  weighs  36  lbs. 
10  oz.  per  cubic  foot 

9.  Hard  maple ;  also  common  in  Upper  Canada ;  weighs  39  lbs. 
per  cubic  foot,  and  has  a  specific  gravity  of  .634. 

10.  Betula  nigra,  or  black  birch ;  common  in  Upper  Canada ; 
is  much  used  for  ship-building  in  Canada  and  Nova  Scotia,  but 
is  not  a  durable  wood ;  it  weighs  35  lbs.  7  oz.  per  cubic  foot,  and 
has  a  specific  gravity  of  .567. 
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11.  .Birch ;  an  inferior  wood — common  in  Canada  and  the  North- 
ern States ;  weighs  30  lbs.  11  oz.  per  cnbic  foot,  and  has  a  spedfic 
gravity  of  .491. 

12.  Battel^  wood ;  used  in  ship-boilding  ;  has  a  specific  gratify 
of  .460,  and  weighs  28  lbs.  12  oz.  per  cubic  foot 

13.  Carya  porcinaj  or  pignut  hickory;  common  in  the  United 
States;  is  the  strongesi  and  best  kind  of  hickory;  it  weighs  49  Iha. 
8  OS.  per  cubic  foot,  and  has  a  specific  gravity  of  .690. 

14.  Carya  sulcata^  or  shell-bark  hickory ;  common  in  the  United 
States ;  weighs  43  lbs.  2  oz.  per  cubic  foot,  and  has  a  specific 
gravity  of  .690. 

15.  Hickory ;  common  in  the  United  States ;  weighs  47  lbs.  8  ol 
per  cubic  foot,  and  has  a  specific  gravity  of  .760. 

16.  Castanea  vesca,  or  chesnut ;  common  in  the  United  States; 
has  a  specific  gravity  of  .404»  and  weighs  25  lbs.  4  oz.  per  cobic 
foot 

17.  (Mis  erassifoLiaj  or  hack  berry ;  is  a  tough  and  elastic 
wood,  weighing  38  lbs.  6  oz.  per  cubic  foot,  and  has  a  specific 
gravity  of  .614. 

1&  Ceraaus  virgmtcmoy  or  wild  cherry ;  common  in  the  United 
States ;  the  bark  is  used  medicinally ;  has  a  specific  gravity  of  .515, 
and  weighs  32  lbs.  3  oz.  per  cubic  foot 

19.  Cerasus  canadensis^  or  red  bud,  Judas  tree ;  a  cloeegrained 
and  compact  wood,  having  a  specific  gravity  of  .535,  and  weighs 
33  lbs.  7  oz.  per  cubic  foot 

20.  Comm  florida,  or  dog-wood;  a  hard,  close^rained,  and 
strong  wood,  weighing  47  lbs.  4  oz.  per  cubic  foot,  and  having  a 
specific  gravity  of  .756. 

21.  Cupressus  disticha,  or  cypress ;  common  in  the  United 
States;  grows  to  an  immense  size;  is  much  used  for  shingles;  weighs 
22  lbs.  13  oz.  per  cubic  foot,  and  has  a  specific  gravity  of  .365. 

22.  Dio^pyruB  virginiana,  or  persimon ;  a  hard,  close^ndned 
wood ;  weighs  44  lbs.  6  oz.  per  cubic  foot,  and  has  a  specific  gravity 
of  .710. 

23.  Fagus  americanaf  or  white  beach ;  common  in  the  United 
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States ;  is  used  in  dry  carpentry ;  weighs  42  lbs.  11  oz.  per  cabic 
foot,  and  baa  a  specific  gravity  of  .674. 

24.  Fagua  ferruginea^ or  beech;  common  in  Upper  Canada, 
used  in  dry  carpentry ;  the  wood  has  a  more  rufous  tint  of  color 
than  common  beech ;  it  weighs  36  lbs.  9  oz.  per  cubic  foot,  and 
has  a  specific  gravity  of  .585. 

25.  Fraxinus  americanw,  or  American  ash;  weighs  35  Iba 
10  oz.  per  cubic  foot,  and  has  a  specific  gravity  of  .570 ; — ^is  tough, 
and  elastic. 

26.  White  ash ;  weighs  30  lbs.  14  oz.  per  cubic  foot,  and  has  a 
specific  gravity  of  .494. 

27.  Gleditsckia  triacafUhus,  or  honey  locust-:  is  a  very  hard 
wood  and  splits  easily,  having  a  specific  gravity  of  .646,  and 
weighing  40  lbs.  6  oz.  per  cubic  foot 

28.  Gymnodadus  canadensis^  or  cofiee  tree ;  is  a  hard,  compact, 
strong,  and  tough  wood,  having, a  specific  gravity  of  .647,  and 
weighing  40  lbs.  7  oz.  per  cubic  foot 

29.  Juglans  aJha,  or  hickory ;  has  a  specific  gravity  of  .770,  and 
weighs  48  lbs.  2  oz.  per  cubic  foot 

30.  Juglans  cinerea,  or  butternut ;  has  a  specific  gravity  of 
from  .376  to  .487,  and  weighs  from  22  to  30  lbs.  per  cubic  foot. 

31.  White  walnut 

32.  Juglans  nigra^  or  black  walnut ;  weighs  28  lbs.  15  oz. 
per  cubic  foot,  and  has  a  specific  gravity,  of  .483  It  is  a  strong 
and  tough  wood,  not  liable  to  split,  and  is  much  used  in  carpentry 
work. 

33.  Junipents  bermudianaf  or  red  or  pencil  cedar ;  is  used  in 
ship-building  and  for  making  pencils. 

34.  The  Virginia  cedar  is  used  for  tha  same  purpose,  but  is  not 
considered  as  good  as  that  from  Bermuda. 

35.  Larix  americana,  or  hackmatack  ;  much  used  and  esteemed 
in  British  North  America  for  ship-building ;  has  a  specific  gravity 
of  about  .600,  and  weighs  about  36  lbs.  per  cubic  foot 

36.  The  tamarack  is  a  wood  much  used  for  ship-building  in 
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British  North  America ;  it  has  a  spedfic  gravit j  of  .383,  0I 
weigh  23  lbs.  15  oz.  per  cabic  foot 

37.  Cedar^— The  samples  at  the  World's  Fair  had  a  spedSc 
grayity  of  from  .294  to  .314,  and  weighed  from  18  ibs.  6  oz.  to 
19  lbs.  10  oz.  per  cabic  foot 

3d.  Liriodenron  tulipiferOf  or  yellow  poplar;  is  common  in 
the  United  States ;  has  a  specific  grayity  .287,  acd  weighs  24  Ds. 
8  oz.  per  cabic  foot 

39.  Marus  rubra,  or  red  malberry ;  weighs  35  lbs.  1  os.  per 
cabic  foot,  and  has  a  specific  gravity  of  .561. 

40.  Nyssa  MuUiflora^  or  black  gam,  or  soar  gam  ;  wdgfas  40 
lbs.  6  oz.  per  cabic  foot,  and  has  a  specific  gravity  of  .646. 

41.  Ostrya  virginka,  or  iron  wood ;  weighs  48  lbs.  11  os.  per 
cubic  foot,  and  has  a  specific  gravity  of  .779. 

42.  Fiua  babamea,  or  balsam ;  is  nsed  in  carpentry ;  has  a 
specific  gravity  of  .304,  and  weighs  19  lbs.  per  cabic  foot 

43.  Pinus  mitts,  or  yellow  pine ;  has  a  specific  gravity  of  .376, 
and  weighs  23  lbs.  8  oz.  per  cubic  foot. 

44.  Pinus  resinosa,  or  American  red  pine ;  is  nsed  in  carpentiy ; 
weighs  26  lbs.  11  oz.  per  cubic  foot,  and  has  a  specific  gravity  of 
.427. 

45.  Bed  Pine ;  is  a  strong  wood  used  in  carpentry ;  has  a  qiedfic 
gravity  of  .455,  and  weighs  28  lbs.  7  oz.  per  cubic  foot 

46.  Pinus  rigida,  or  pitch  pine ;  is  a  strong  wood,  weighiog 
32  lbs.  per  cubic  foot,  and  having  a  specific  gravity  of  .512.    * 

47.  Platanus  occidentalis,  or  button-wood,  or  sycamore ;  is  mudi 
used  for  making  beadsteads ;  has  a  specific  gravity  of  .424,  and 
weighs  26  lbs.  8  oz.  per  cubic  foot 

48.  PopuluSf  or  poplar ;  is  a  light,  inferior  wood. 

49.  Cherry  wood ;  weighs  29  lbs.  15  oz.  per  cubic  foot,  and  hH 
a  specific  gravity  of  .479. 

50.  Quebec  oak ;  is  much  used  for  ship  building,  bat  ia  not  dur- 
able. 
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51.  Quercus  aJba,  or  white  oak ;  weighs  40  lbs.  per  cubic  foot, 
and  has  a  specific  gravity  of  .64. 

52  Querctis  rvhra^  or  red  oak ;  weighs  32  lbs.  2  oz.  per  cubic 
foot,  and  has  a  specific  gravity  of  .514. 

53.  Quercus  tinctorial  or  black  oak ;  weighs  34  lbs.  13  oz.,  and 
has  a  specific  gravity  of  .558. 

64.  Quercus  virens,  or  live  oak  ;  is  the  heaviest  and  hardest  of 
the  oaks ;  has  a  specific  gravity  of  .100,  and  weighs  56  lbs.  4  oz. 
per  cubic  foot. 

55.  Robinia  pseud  acacia,  or  locust,  or  treenail ;  so  called 
because  used  principally  for  treenails, 

56.  Sassafras  officinale^  or  sassafras  tree. 

57.  Tilia  americana,  or  bass-wood ;  is  even  in  grain,  weighs  25 
lbs.  per  cubic  foot,  and  has  a  specific  gravity  of  .400. 

58.  Ulmtis  americana,  or  elm ;  weighs  36  lbs.  11  oz.  per  cubie 
foot,  and  has  a  specific  gravity  of  .587. 

59.  Red  elm — used  by  wheelwrights. 

60.  White  elm. 

61.  Rock  elm. 

02.  Swamp  elm.    These  elms  are  all  quite  similar. 

63.  Quebec  rock  elm,  or  wych  hazel ;  used  in  ship-building  in 
Canada ;  has  a  specific  gravity  of  .546,  and  weighs  34  lbs.  2  oz. 
per  cubic  foot. 

64.  Uvaria  triloba,  or  paw  paw ;  weighs  'ML  lbs.  6  oz.  per  cubic       ^  ^ 
foot,  and  has  a  specific  gravity  of  .359. 


STONE. 


13  cubic  feet  of  marble  weigh  1  ton. 
\3}4  feet  of  granite  weigh  1  ton. 
The  following  table  is  from  Dobson  >— 
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WEIGHT  OF  TOfBEE. 

34  cubic  feet  of  Mahogany  weig^  one  ton. 

89      "          "       Oak,                "  ••   • 

45       "          "       Ash,                «  - 

61      "          "      Beech,            •*  " 

60      "          "       Em,                •*  " 

66      **          «       Kr,                  "  • 


WAGES. 

The  price  of  labor  in  different  portions  of  the  United  States 
varies  more  than  three  hundred  per  cent 

WEIGHT  OF  EABTH. 

18  cubic  feet  of  chalk  weigh  one  ton.  ^ 

17  "  •*      cUy 

18  "  «      night  soil       •* 
21f    "          "      gravel 

28i    **         **      sand  ** 

TTUKG. 

A  square  of  pantiHng  requires  one  bundle  of  laths  and  i  hnn» 
drod  of  sixpenny  nails. 

A  square  of  plain  tiling  requires  one  bundle  of  laths,  one  peek 
of  tile  pins,  and  three  hods  of  mortar. 

There  are  12  pantile  kths  in  a  bundle ;  30  bundles  make  a  load. 

HORTAB. 

A  cubic  yard  of  mortar  requires  nine  boshels  of  lime  and  one 
load  of  sand. 

Lime  and  sand,  and  likewise  cement  and  sand,  lose  one  third  of 
their  bulk  when  made  into  mortar. 

The  proportion  of  mortsr  or  cement,  when  made  up»  to  the  lime 
or  cement  and  sand  before  made  up,  is  as  2  to  3. 

Lime  or  cement  and  sand  to  make  mortar,  require  as  much 
water  as  is  equal  to  one  third  of  their  bulk. 

A  cubic  yard  of  concrete  requires  34  cubic  feet  of  material ;  or 
if  the  gravel  is  to  the  lime  as  0  to  1,  a  cubic  yard  of  concrete 
will  roqtiire  one  cubic  yard  of  gravel  and  sand,  and  three  baahiels 
of  lime. 
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